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PREFACE  TO  THE  FOURTH  EDITION. 


Based  originally  upon  lectures  delivered  at  the  Colorado 
State  School  of  Mines,  between  1880  and  1888,  the  various 
editions  received  only  such  additions  and  changes  as  were  neces- 
sary in  its  use  as  a  text-book  in  the  mining  schools  of  this 
and  other  countries.  The  Author  of  the  Manual  of  Mining 
presents  in  this  edition  a  complete  revision  of  the  work,  which 
now  assumes  the  form  of  a  collaboration  with  the  authors  men- 
tioned below. 

Mr.  E.  B.  Wilson,  who  needs  no  introduction  to  the  mining 
public,  brings  to  the  original  work  a  wide  range  of  experience 
and  ability,  an  accuracy  of  detail  and  a  discrimination  in  de- 
scription, contributing  highly  to  the  value  of  the  revision.  He 
has  devoted  himself  particularly  to  Chapter  III  of  Part  I  and 
Chapters  V,  VI,  VII,  and  VIII,  of  Part  II.  OriginaUy  planned 
for  Metal-mining,  the  first  issue  of  the  book  gave  small  place 
to  Coal  and  its  extraction.  This  new  edition  has  of  necessity 
been  enlarged  to  include  Coal-mining  in  all  its  phases,  with 
full  descriptions  and  many  illustrations  of  modem  methods  and 
machinery.  The  later  devices  in  power  generation  and  dis- 
tribution, as  the  steam-turbines,  oil,  and  compressed-air  engines, 
with  such  appliances  as  have  proven  themselves  meritorious 
in  economy  and  safety,  are    elaborately  treated.     The    chap- 
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ters  upon  Electricity  in  its  Application  to  the  Mining  Industry, 
prepared  by  Mr.  Rolin  W.  Hutchinson,  Jr.,  whose  work  on  "  Long- 
distance Transmission  of  Electricity"  has  secured  recognition  in 
this  field,  will  prove  invaluable  lo  the  student. 

The  Author  desires  to  acknowledge  the  courtesy  of  the  follow- 
ing parties  for  use  of  illustrations  or  tables  as  below: 

Crocker- Wheeler  Electric  Company,  Fig.  66. 
Cyclone  Manufacturing  Company,  Figs.  340,  341. 
De  La  Valle  Steam  Turbine  Co.,  Figs.  48,  49. 
'*The  Engineer,"  Chicago,  Figs.  39,  40,  45,  142,  143. 
General  Electric  Company,  Fig.  149. 

Prof.  F.  R.  Hutton,  Mechanical  Engineering  of  Power  Plants, 
Figs.  38,  41,  47- 

Mr.  H.  C.  Reagan,  Locomotive  Mechanism,  Figs.  42,  46. 
Mr.  Frank  Richards,  Air  Compression,  Tables  pp.  308,  309, 

311- 

Scientific  Publishing  Company,  New  York  City,  Figs.  185, 

186,  187. 

Scientific  Text-Book  Company,  Figs.  95,  104,  178,  188, 193. 

Westinghouse  Electric  Company,  Figs.  49,  iii. 

Worthington  Pump  Company,  Figs.  151,  152. 

Magnus  C.  Ihlseno* 

New  York,  November,  1905. 
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This  treatise  is  an  abbreviation  of  a  course  of  lectures 
upon  mining,  delivered  at  the  School  of  Mines  of  the  State  of 
Colorado,  and  is  issued  with  the  advice  of  its  Board  of  Trustees, 
which  recognizes  the  importance  of  having,  within  a  moderate 
compass,  the  best  information  obtainable  upon  this  subject. 
In  its  presentation  the  writer  has  followed  what  his  own  ex- 
perience has  taught  him  to  be  the  natural  sequence,  and  has 
endeavored  to  introduce  such  matter  as  sixteen  years  of  lectur- 
ing and  field  work  have  suggested  as  requisite.  Part  1  contains 
a  brief  geological  review  and  a  discussion  of  such  points  as  the 
engineer  must  include  in  his  report,  i.e.,  the  preparatory  and 
development  work,  systems  of  mining  and  the  plant  for  power, 
hoisting,  pumping,  and  ventilation.  Part  II  embraces  the 
practice  of  prospecting,  drilling,  blasting,  shafting,  tunnelling, 
and  timbering,  in  addition  to  some  remarks  upon  the  examina- 
tion of  mines. 

The  work  is  designed  as  an  elementary  treatise  for  the  use  of 
those  desiring  a  reference-book.  The  complexity  of  the  subject, 
its  extent,  and  the  variety  of  machines  to  be  described  and  repre- 
sented, demand  an  elaborate  discussion  that  would  fill  several 
quartos.  Descriptions  of  obsolete  and  expensive  systems  or 
machinery  are  relegated  to  the  historical  works  on  mining. 
American  and  foreign  practice  is  described,  and  suggestions  for 
lines  of  future  progress  are  oflfered  herein.  The  principles  of 
the  construction  and  operation  of  machines  used  in  mining  are 
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explained  with  a  perspicuity  and  conciseness  compatible  with 
the  field  in  which  this  publication  is  to  be  sown — among  students 
and  mining  men,  to  whom  a  knowledge  of  the  fundamenta  of 
their  work  is  valuable,  but  whose  acquaintance  with  the  theory 
is  slight. 

The  wants  of  the  latter  class  have  been  kept  in  mind,  and 
the  writer  hopes  that  the  manual  may  prove  of  some  benefit 
to  the  intelligent  reader,  of  whom  it  presupposes  an  elementary 
knowledge  of  the  sciences  and  of  the  simple  machines. 

The  author  regrets  his  inability  to  deal  with  the  subject  of 
"electricity  in  mining**  as  it  deser\'es.  Two  reasons  account 
for  this:  insufficient  data,  as  yet;  and  the  large  space  which  a 
satisfactor)^  explanation  of  the  principles  would  demand. 

The  WTiter  would  also  beg  leave  to  say  that  the  literature 
of  mining  and  its  cognate  branches  has  supplied  much  of  the 
material  contained  herein.  References  could  not  be  made  for 
each  hint  obtained,  but  obligations  are  acknowledged  to  the 
authors  of  the  publications  mentioned,  to  which  the  reader  is 
referred  for  further  details.  The  information  has  been  gar- 
nered from  the  best  available  sources  and  condensed.  The 
Engineering  and  Mining  Journal^  the  Colliery  Engineer,  and  the 
transactions  of  the  American  Institute  of  Mining  Engineers  have 
been  copiously  drawn  from,  as  also  the  experience  of  the  prac- 
tical men,  to  a  long  list  of  whom  the  Author  is  indebted  for  many 
courtesies.  Finally,  to  the  manufacturers  and  engineers  thanks 
are  rendered  for  the  use  of  the  electrotypes,  which  have  so  largely 
contributed  to  make  the  work  attractive. 

Magnus  C.  Ihlseng. 

Golden,  Colorado,  Nov.,  iSqx. 
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In  the  present  issue  the  text  has  been  mcreased  by  more 
than  fifty  pages  in  order  to  introduce  additional  matter  per- 
taining to  the  design  of  cars,  hoisting  appHances,  and  fans,  the 
added  illustrations  having  been  specially  prepared  with  that 
end  in  view.  At  the  end  of  each  chapter  will  be  found  a  Ust 
of  memoirs  which  have  been  carefully  selected  to  comprehend 
the  latest  literature  on  the  subject.  The  original  intent  to  also 
enter  at  some  length  upon  a  discussion  of  the  application  of 
electricity  to  mining  was  abandoned  after  a  number  of  fruitless 
efforts  to  compress  the  matter  into  the  small  compass  which  it 
should  occupy  in  a  work  of  this  nature. 

It  is  gratifying  to  observe  the  progress  made  in  the  increased 
economy  in  the  utilization  of  power.  The  growth  of  the  young 
giant  among  the  motor  fluids  in  the  anthracite  regions  is  par- 
ticularly noticeable;  while  that  of  electricity  in  its  various  ap- 
plications in  bituminous  mines  is  rapid  and  sure.  It  may  be 
true  that  the  adoption  of  these  motor  agents  by  mining  engineers 
has  been  a  little  slow,  but  this  wise  conservatism  is  dictated  by 
the  knowledge  that  a  single  accident  resulting  from  the  intro- 
duction of  an  innovation  might  precipitate  a  peremptory  legis- 
lative prohibition  which  would  render  the  outlay  entirely  useless, 
and  it  is  with  reluctance  that  they  must  frequently  forego  the 
advantages  of  some  possible  economic  installation. 

It  is  gratifying  to  observe  the  extended  employment  of  arti- 
ficial methods  of  ventilation  in  the  metalliferous  mines  of  the 
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West,  and  when  the  American  method  of  "square  sets"  shall 
have  been  supplanted  entirely  by  the  method  of  rock-filling, 
or  of  flushing  with  waste,  the  dangers  to  life  and  property  will 
have  been  further  reduced  and  the  economy  of  mining  materi- 
ally increased. 

Regarding  the  enlargement  of  the  chapter  on  explosives 
and  the  stress  laid  upon  the  necessity  for  an  absolute  prohibi- 
tion of  black  powder  from  the  coal-mines,  I  hope  they  may  be 
fruitful  of  results. 

Finally,  there  has  been  added  at  the  end  of  each  chapter  a 
list  of  the  more  important  memoirs  dealing  with  the  subject- 
matter  of  that  chapter,  and  this,  carried  to  the  dose  of  the  year 
1897,  has  brought  the  work  up  to  date.  It  should  prove  of 
good  service  as  a  syllabus. 

The  author  hopes  that  the  book  in  its  revised  form  will  con- 
tribute to  a  better  circulation  of  the  knowledge  of  the  principles 
upon  which  mining  engineering  is  founded. 

Magnus  C.  Ihlseno. 

State  College,  Pa^  Dec.  ao^  1897. 
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MINING  ENGINEERING. 


CHAPTER  I. 

PROSPECTING. 

Introductory. — ^The  search  for  the  useful  and  precious  min- 
erals has  been  diligently  prosecuted  since  the  early  days  of  civili- 
zation; their  discovery  and  application  have  made  nations  pow- 
erful exponents  in  the  world's  history.  And  nowhere  is  this 
fact  better  exemplified  than  in  our  own  land,  in  the  wonderful 
opening  and  rapid  settlement  of  the  Western  mining  States. 

No  subject  is  more  entrancing,  no  occupation  more  exhila- 
rating, than  mining,  with  its  wonderful  kaleidoscopic  changes. 
In  early  times  excavations  were  made  and  mines  worked  only 
to  a  small  depth  and  in  easy  rock,  and  that,  too,  only  for  sub- 
stances of  high  intrinsic  value,  notwithstanding  the  myriads 
of  slaves  to  furnish  the  labor.  The  attempts  at  systematic  min- 
ing were  few  and  far  between;  but  since  the  advent  of  the  steam- 
engine,  mining  has  been  acknowledged  an  important  profession, 
requiring  technical  education.  Competition  with  the  whole 
world,  brought  about  by  the  improved  means  of  communica- 
tion, the  paucity  of  bonanzas  and  their  rapid  exhaustion,  compel 
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a  skilful  Utilization  of  all  the  aids  to  a  cheap  extraction  of  our 
immense  wealth. 

The  accessibility  of  the  mine  and  the  vendibility  of  its  prod- 
uct are  the  ever-ameliorating  features  in  the  mining  history  of 
rations,  districts,  camps,  and  individuals,  gradually  divesting 
mining  of  its  risks  and  rendering  it  more  and  more  akin  to  manu- 
facturing. Each  new  camp,  untranmielled  by  tradition  to  keep 
"t  in  the  rut  of  prejudice,  displays  its  genius  for  organization 
and  absorbs  the  latest  devices,  tried  and  true.  Nevertheless,  it 
must  be  admitted  that  in  each  camp  an  adequate  solution  of  the 
problem  involves  intricate  questions  of  environment.  The 
economy  of  mining  is  a  function  of  many  variables,  as  geological 
stratigraphy,  subterraneous  uncertainties,  wages,  water,  timber, 
transportation,  and  treatment.  The  constants  are  few.  The 
proper  relation  of  these  it  is  our  province  herein  to  discuss. 

Hitherto  a  gambling  spirit  has  frequently  controlled  invest- 
ments in  metal  mines.  Speculative  tendencies,  not  technical 
economies,  have  dominated  some  of  our  operators;  their  heavy 
aggregate  outlay  may  have  proven  unprofitable,  for  the  present, 
because  of  salted  mines,  attractive  prospectuses,  or  incompetent 
management.  It  must  be  remembered,  however,  that  they  have 
contributed  to  the  prosperity  of  the  countr\%  and  at  some  later 
date  their  abandoned  exploitations  will  be  pursued  to  profit 
when  the  potential  investment  of  to-day  will  have  been  resolved 
into  future  kinetic  dividends,  the  cost  of  production  being  con- 
tinually on  the  decrease. 

Native  Metals. — ^The  occurrence  6f  the  useful  minerals  in  the 
s  ate  of  native  purity  is  rare.  Still  less  often  are  they  found 
superficially:  they  must  be  delved  for.  In  the  extraction  of 
this  subterraneous  material,  and  its  deliver)^  to  the  surface,  con- 
rists  the  art  of  mining.  The  legal  definition  of  a  mine  includes 
such  "workings  as  must  be  artificially  lighted.'' 

Gold  and  platinum  are  found  native  in  the  placer  accumu- 
liitions  of  ancient  and  modern  river-beds,  which  furnish  fully 
75  per  cent  of  the  total  output  of  these  metals.  Gold  occurs 
in   segregated  veins,  alloyed  with  tclluirum,   and  always  asso- 
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ciated  with  pyrites  and  titaniferous  iron;  also  intercalated 
between  the  sheets  of  slate  or  shale,  or  finely  disseminated  in 
eruptive  rocks.  The  only  extensive  native  copper  deposit  is 
the  remarkable  product  of  the  Lake  Superior  region,  where 
the  irregular  masses  are  mined  out  of  the  amygdaloid  trap  and 
sandstone.  Singular  masses  of  metallic  iron  ore  are  found  in 
several  localities,  but  they  are  curiosities  and  casual,  if  not 
meteoric.  Native  silver  is  rare  and  occurs  in  Peru,  Mexico^ 
Norway,  and  in  the  Lake  Superior  copper  mines. 

Ores. — With  these  few  exceptions  the  metals  are  found  in 
chemical  union  with  non-metallic  substances,  more  or  less  com- 
pletely segregated  to  constitute  mineral.  Any  accumulation  of 
mineral  of  good  quality  and  in  sufficient  concentration  to  war- 
rant the  expenditure  of  energy  for  its  extraction  is  an  ore.  Mani- 
festly this  is  a  fickle  term,  since  it  depends  for  its  stability  upon 
the  casual  conditions  of  the  market  as  well  as  upon  the  mineral- 
ogical  features. 

The  most  conmion  substance  is  iron,  entering  as  it  does 
into  almost  all  rocks  and  veins.  Its  most  frequent,  and  value- 
less, combination  is  with  sulphur.  Magnetic  and  specular 
oxide  and  the  carbonate  constitute  the  entire  supply.  These 
occur  as  irregular  masses  in  the  rocks  of  every  geological  age, 
or  in  veins  mixed  with  other  minerals,  but  are  chiefly  in  the 
metamorphic  crystalline,  Archaean  rocks.  Zinc  is  obtained  from 
calamine,  franklinite,  and  blende,  which  are  quite  extensively 
distributed  in  the  Carboniferous  strata.  With  very  few  excep- 
tions, galena  is  exclusively  the  ore  of  lead  The  carbonate  and 
the  sulphide,  in  the  lower  Silurian  and  Carboniferous  strata, 
mostly  occur  in  irregular  shoots  and  pockets,  and  rarely  argen- 
tiferous. In  the  older  metamorphic  rocks  the  galena  is  con- 
fined in  fissure  veins  carrying  silver  and  gold.  The  main  supply 
of  silver  is  from  its  minerals,  more  or  less  intimately  associated 
with  other  ores.  Similarly  with  them,  it  has  a  wide  geological 
distribution,  and  is  also  found  "dry"  in  fissures.  Copper,  as 
chalcopyrite,  bomite,  and  cuprite,  is  disseminated  in  and  alon^ 
slates  and  sandstones,  rarely  above  the  Triassic.    Many  galena 
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veins  in  the  metamorphic  rocks  change  with  depth  to  copper. 
Mercury  comes  from  cinnabar,  which  is  found  in  true  veins  and 
in  contacts.  It  is  not  conmionly  encountered.  Tin  has  a 
characteristic  occurrence  in  but  one  form,  as  an  oxide,  and 
only  in  gash  or  segregated  veins,  or  "stockwerke"  of  the  older 
rocks. 

Tin  lodes  are  of  the  segregated  type,  and  gold  or  silver  bear, 
ing,  pyrites  and  cassiterite  being  the  conmion  minerals. 

Millerite  and  pyrrhotite  are  nickeliferous  and  occur  in  gash 
and  segregated  veins,  rarely  deeper  than  500  feet.  Rich  films 
of  genthite  in  talc  veins  often  constitute  a  commercial  supply. 

Manganese  ores  (standard  contains  44  per  cent  of  the  metal) 
are  generally  associated  with  limonite  and  occur  in  pockets 
usually  embedded  in  clay  as  contacts  or  beds  or  permeating 
slates.  Films  of  manganese  appearing  in  moss-like  forms  on 
the  face  of  rock  give  it  the  name  of  "landscape"  rock. 

Mica  is  generally  in  bedded  veins,  instances  of  contacts  and 
true  lodes  being  rare.  They  are  simply  and  always  dikes  in 
coarse  granite.  Hitherto  only  large  slabs  were  sought,  but  now 
the  fine,  clean  mica  has  a  ready  sale  for  lubrication  and  other 
purposes. 

Phosphate  rocks  for  fertilizers,  the  practical  value  of  which 
is  determined  by  the  amount  of  phosphoric  acid  contained,  are 
found  as  beds  of  irregular  thickness;  veins  or  lodes  transversely 
to  the  strike  of  the  strata,  or  superficial  deposits.  Apatite 
occurs  concretionary  in  a  clay  matrix  between  limestone  and 
clay.    These  are  more  frequent  in  the  Miocene. 

Many  of  the  metals  are  incidentally  obtained  from  their 
mineral  compounds  while  smelting  for  other  metals  with  which 
they  are  associated. 

Gangue. — The  metalliferous  portion  of  a  lode  comprises  only 
a  small  portion  of  its  contents.  The  argentiferous  galena,  bor- 
nite,  blende,  or  their  oxidized  derivatives  in  grains,  pockets, 
or  streaks,  more  or  less  connected,  are  associated  with  a  "gangue" 
of  clay,  quartz,  fluor,  calc,  or  heavy  spar.  These  earthy  mate- 
rials sometimes  are  intimately  mixed  with  the  mineral,  and  again 
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lie  in  layers  contiguous  with  it,  or  the  difiFerent  constituents  may 
even  manifest  a  ribbon-banded  structure. 

Definition  of  a  Vein, — ^The  metalliferous  and  earthy  contents 
of  a  deposit  constitute  a  bed  or  a  vein,  and  may  'exist  under  such 
circumstances  as  to  render  it  workable.  The  term  vein  is  in- 
tended to  describe  a  regular  unstratificd  deposit  in  a  fissure  that 
traverses  the  country  for  a  considerable  distance,  longitudinally 
and  vertically.  The  Supreme  Court  has  defined  it  as  "any  zone 
or  belt  of  mineralized  rock  lying  within  boundaries  clearly  sepa- 
rating it  from  the  surrounding  rock."  This  demands  a  well- 
defined  crevice  of  ready  identification,  and  two  solid  walls  to 
give  it  individuality.  Its  lead  must  be  metalliferous.  A  vein  is 
the  filling  of  a  pre-existing  fissure.  The  term  has  lost  its 
original  significance,  for  formerly,  the  mineral  system  was  sup- 
posed to  bear  a  resemblance  to  the  human  circulatory  system. 
True,  the  fissures  have  originated  during  periods  of  great  dyna- 
mic movement,  producing  folds  and  fissures  which  are  supposed 
to  have  extended  deep  into  the  earth's  crust,  but  the  main  artery 
has  yet  to  be  located.  Though  argentiferous  lead  veins  are 
quite  persistent,  no  evidence  exists  for  the  dogma,  so  tenaciously 
held,  that  they  increase  in  richness  with  depth.  They  may  or 
may  not  become  richer,  or  change,  in  constituents.  Examples 
can  be  cited  for  either  side  of  the  argument.  In  folded  strata 
the  deposit  inclines  to  be  thicker  at  the  ridges,  or  troughs,  and 
thinner  at  the  sides  of  the  folds.  But  this  is  not  generally  the 
case  in  massive  rocks. 

Usually  the  vein  matter  is  crystalline.  It  is  commonly  sepa- 
rated on  cither  or  both  walls  from  the  surrounding  rock  by  a 
sheet  of  clay  (called  "selvage"  or  "gouge"),  or  by  other  quite 
distinct  lines  of  demarcation.  The  surface  of  contact  of  the 
deposit  with  the  adjacent  rock  is  called  a  wall,  roof,  or  floor, 
according  to  its  relative  position  to  the  miner.  Not  infrequently 
the  walls  are  polished  surfaces  ("slickensides"),  due  to  grinding 
caused  by  the  slips  during  nature's  contortions.  Sometimes 
portions  of  the  vein  have  slid  on  one  another,  causing  "false 
walls";    therefore  the  miner  is  advised  to  occasionally  break 
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into  the  walk  to  assure  himself  as  to  the  fact.  On  the  other 
hand,  a  vein  may  have  only  one  or  even  no  wall.  In  the  process 
of  mineralization,  the  original  face  or  faces  of  the  fissure  may 
have  become  disintegrated,  and  all  evidences  of  the  looked-for 
wall  obliterated.  In  such  cases,  economic,  not  geologic,  or  legal 
conditions  define  the  vein. 

Fissure  Veins  belong  to  regions  of  metamorphic  action,  and 
are  the  principal  repositories  of  the  precious  metab.  And  it 
is  a  striking  fact  that  they  are  rarely  found  singly,  rather  in  groups 
of  parallel  veins,  often  in  congeries.  Stockwerke  is  a  term  used 
to  describe  a  condition  of  affairs  in  which  the  country  rock  is 
creviced  in  all  directions,  so  that  the  whole  mass  must  be  mined 
out.  Some  are  filled  with  eruptive  matter,  others  with  vein 
matter,  still  others  were  subsequently  closed  without  any  depo- 
sition. The  mineral  components  are  markedly  dissimilar,  and 
indicate  different  sources.  Those  filled  with  the  same  variety 
of  mineral  were  doubtless  produced  by  contemporaneous  forces. 
Those  fissures  which  interrupt  the  continuity  of  the  older  veins 
are  called  cross-courses.  The  manner  in  which  the  intersec- 
tions occur  determines  their  relative  age.  Their  absolute  age  is 
not  ascertained,  unless  in  stratified  rock.  Drags  are  more  com- 
mon than  is  supposed,  and  should  not  be  confused  with  intersec- 
tions. The  latter  are  usually  richer,  the  former  not  necessarily 
so,  at  the  point  of  juncture.  Many  of  the  older  veins  are  broken 
and  displaced  by  faults.  Not  only  do  veins  "pinch  and  shoot,'* 
but  the  pay  streak  will  vary  in  thickness,  plunge  from  wall  to 
wall,  or  split  up  into  numerous  feeders  and  ramifications,  and 
even  disappear  in  a  thread. 

Gash  veins  hold  a  subordinate  position  to  fissures,  but 
they  are  of  small  extent,  and  are  usually  confined  to  a  single 
member  of  the  formation  in  which  they  occur.  Their  habitat 
is  unmetamorphosed  sedimentary  rock.  They  have  no  distinct 
walls  or  gouge,  and  are  unreliable. 

Mineral  Beds,~The  important  sources  of  mineral  are  the 
metalliferous  deposits  which  occur  in  the  sedimentary  strata^ 
and  are  termed  beds.    While  the  geologists  may  classify  them^ 
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the  group  is  sufBciently  identified  by  this  term  for  mining  pur- 
poses. It  includes  deposits,  somewhat  irregular  in  dimensions, 
occurring  in  the  transverse  joints  of  the  rocks;  as  cementing 
material  to  the  remnants  of  shattered  or  insoluble  rock;  as  layers 
conformable  with  the  strata;  as  isolated  impregnations  of  grains- 
or  bunches  in  porous  rock;  or  as  a  metasomatic  replacement  of 
porous  rock.  They  may  be  found  similar  to  fissures  in  a  certain 
formation,  then  as  a  blanket  contact  parallel  to  the  stratification, 
to  again  plunge  into  a  lower  scries  of  rocks  like  a  fissure,  or  branch- 
out  into  a  chamber.  They  arc  more  easily  mined,  but  are  less 
persistent  in  depth,  than  veins.  Their  mineral  contents  are  very 
compact,  seldom  crj'stalline,  and  the  gangue  hardly  distinguish- 
able from  the  country  rock.  The  mineral  is  more  or  less  con- 
centrated along  certain  lines  called  "ore-shoots,"  which  probably 
constituted  the  channels  of  communication  with  the  uhimate 
source.     The  same  is  also  true  of  veins. 

The  Theory  of  Vein-filling.— One  requisite  condition  for 
mineral  deposition  is  a  crevice,  a  porous  or  soluble  rock  conduit 
for  the  fluid  from  which  local  action  has  precipitated  the  mJneraL 
Open  cavities  were  not  necessarily  pre-existing,  for  a  vesicular 
rock  would  allow  of  an  easy  flow  to  the  magma,  or  it  might  be 
equally  well  secured  by  dissolving  action  on  the  rock  and  a  sub- 
sequent replacement.  This  is  independent  of  its  geologic  posi- 
tion. In  every  age  are  rocks  which  will  satisfy  this  condition. 
Besides  this,  a  long  train  of  circumstances  has  preceded  the 
vein-formation  involving  djmamic  agencies,  heat  and  meta- 
morphism,  and  even  eruptive  action,  as  important  factors.  These 
disturbances  having  been  often  repeated  through  the  different 
ages,  the  older  rocks  were  more  frecjuently  shaken  up.  Beyond 
this  no  reason  exists  for  the  prejudice  which  favors  certain  geo- 
logical formations  as  ore-bearing. 

The  geognostical  relations  between  veins  and  their  contents 
are  of  importance  to  the  mining  engineer,  but  our  limited  space 
will  not  admit  of  any  discussion  here.  The  various  works  od 
geology  will  supply  the  information  as  to  the  vagaries  mani- 
fested by  ore  occurrences  and  the  numerous  theories  held.    Some 
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isolated  examples  exist  under  such  circumstances  as  to  suggest 
the  same  origin  for  the  ore  as  for  the  adjoining  rock  formations. 
Many  of  the  beds  and  veins  have  been  impregnated  by  perco- 
lating waters,  perhaps  at  high  pressure  and  temperature,  con- 
temporaneously with  the  country  rock*    Their  metallic  contents 
may  have  been  carried  in  solution  or  they  may  have  been  in  a 
molten  or  a  gaseous  state  when  the  way  for  their  passage  was 
opened.    This  is  a  matter  for  conjecture,  as  is  also  the  ultimate 
source  of  the  mineral.    The  evidences  frequently  point  to  their 
deposition  as  sulphides,  the  oxidized  forms  being  accounted  for 
by    long-continued    action    of    atmospheric    agencies.     In    the 
presence  of  coal  and  bitumen  in  many  lead  and  zinc  beds  is 
suggested   a    theory   of   cause.    The    "water-line"    theory    has 
served  its  day  and  is  no  longer  tenable.    The  current  theories 
have  offered  more  or  less  satisfactory  explanation  of  the  genesis 
of  some   of  our  ore  deposits.     Some  one  theory   may   explain 
some  of  the  capricious  examples  of  lodes  or  their  anomalous 
fillings.     But  when  we  find  contiguous  depositions  contrasting 
widely  in  point  of  density;    narrower  parts  of  fissures  filled  by 
denser  or  richer  ores;  superior  minerals  higher  up  than  the  more 
volatile  or  lighter  ones,  even  alternating  with  them,  it  is  impos- 
sible to  advance  a  theory  that  is  specifically  applicable  to  all 
ore  occurrences.    Aqueous  currents  have  apparently  conveyed 
the  minerals  from  their  source  and  by  evaporation  chemical 
decomposition  or  electrolytic  action  deposited  them  simultaneously 
with  or  subsequent  to  the  formation  of  the  cavity  in  which  they 
are  found     The  veins  we  find,  but  not  always  the  silver;    and 
this  inability  to  formulate  a  general  law  by  which  to  locate  the 
hidden  bonanzas  has  led  to  the  compounding  of  the  numerous 
witcheries,    and   divining-rods   of   every    conceivable    form,    for 
imposing  upon  the  credulity  of  the  prospector  who  seeks  a  quicker 
means  of  acquirement  than  is  afforded  by  the  use  of  the  pick, 
shovel,  and  patience. 

There  is  no  particular  angle  of  dip  or  bearing  of  trend  that 
is  universally  favorable  to  rich  veins.  Rules  based  upon  such 
observations  are  local  only.    The  same  may  be  said  as  to  the 
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supposed  "live"-n^ss  of  certain  rocks  to  mineral.  Attempts  to 
formulate  indications  of  "quickening"  mineral  by  associations 
with  general  gangue  matter  or  minerals  have  failed  of  general- 
ization. The  mineral  is  where  you  find  it.  The  Comishman's 
adage,  "riding  a  zinc  horse  to  fortune,"  has  no  verity  in  this 
country.  Each  locality  has  its  own  peculiarities  of  mineraliza- 
tion, which  the  careful  and  systematic  engineer  will  observe 
and  regard. 

With  the  two  classes  of  rocks,  stratified  and  massive,  are 
coexistent  the  two  classes  of  mineral  deposits,  beds  and  veins. 
Though  many  occurrences  are  of  a  nature  that  admits  of  question 
as  to  classification,  for  mining  purposes  a  sharp  line  of  distinc- 
tion is  not  sought.  Legal  technicalities  have  so  confused  the 
definitions  of  depoats  and  veins  as  to  obliterate  all  semblance 
to  the  original  intent  of  geologists  and  mining  men.  Of  this, 
more  later.  At  present  we  shall  consider  some  rules  to  assist 
the  prospector  in  his  search  for  mineral.  And  while  it  must 
be  admitted  that  many  a  find  has  been  made  through  accident, 
the  existence  of  the  ore  would  be  found  not  to  be  at  variance 
with  the  cumulative  rules  of  geologic  science. 

Accordingly,  the  prospector  will  depend  upon  geological 
data.  In  regions  of  stratified  rock  the  matter  is  simple.  Coal 
is  found  in  three  geological  horizons,  and  the  presence  or  absence 
of  the  rocks  belonging  thereto  is  indicative  of  the  pros- 
pects. 

The  metals  and  their  minerals  are  distributed,  geologically 
and  geographically,  over  a  large  extent.  The  zinc  ores  in  this 
country  occur  in  the  Carboniferous  and  along  the  Mississippi  valley. 
The  Archaean  and  Silurian  are  most  prolific  of  the  other  ores. 
The  precious  metals  are  chiefly  found  in  the  mountainous  dis- 
tricts, because  the  phenomena  attendant  upon  their  formation 
were  conducive  to  the  filling  of  veins,  and  the  forces  which  gave 
character  to  the  mountain  also  impressed  themselves  upon  the 
vein,  which  is  exposed  to  view  and  subject  to  location.  With- 
out some  such  providential  occurrences  to  change  the  monoto- 
nous topography  of  the  preadamic  surface,  bedded  veins  of  the 
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stratified   districts  would  have  been  revealed  only  by  boring, 
while  those  in  massive  rocks  might  never  have  been  formed. 

Surface  prospecting  is  confined,  therefore,  to  the  seeking  for 
an  outcrop.  In  igneous  rock  the  outcrop  is  easily  found.  For, 
unless  the  hill  is  covered  with  slide  rock,  it  is  indicated  by  a 
jutting  ledge  (if  the  vein  matter  is  harder  than  the  country  rock), 
or  by  a  sag  (if  it  is  decomposable).  In  heavy  timber  this  may 
go  unnoticed.  At  high  altitudes  snow  in  the  sags  calls  atten- 
tion to  the  leads. 

The  same  is  true  of  coal,  which  is  located  by  the  terraces 
which  mark  the  outcrop.  The  trend  of  the  terrace,  relative  to 
the  topography  of  the  hill,  gives  a  good  idea  of  the  slope  of  the 
coal.  The  bench  itself  may  give  the  desired  information,  but 
usually  it  will  be  found  that  the  coal  dips  with  the  hill,  when 
the  terrace  or  depression  deflects  outward  toward  the  bottom  of 
the  hill,  and  the  reverse  for  a  coal  dipping  inward,  when  the 
outcrop  will  be  concaved  toward  its  top. 

Substances  foreign  to  the  rock  deserve  notice.  Alternations 
in  the  color  of  the  slide  rock  covering  the  hill  are  good  indications 
of  the  presence  of  oxidizable  minerals  above.  So,  too,  vegeta- 
tion is  a  guide.  Iron  springs  often  accompany  the  outcrop  of 
coal;  the  ochreous  covering  of  the  rocks  and  soil  is  noticeable 
near  some  of  the  anthracite  seams,  and  is  common  in  the  semi- 
bituminous  districts.  Masses  of  highly  oxidized  matter,  broken 
from  the  veins,  compose  what  are  called  "blow-outs,"  and  are 
common  in  galena  regions. 

If  no  evidences  of  outcrop  are  thus  found,  "booming"  may 
disclose  it.  During  winter  or  a  wet  season,  snow  or  water  is 
collected  in  a  reservoir  upon  the  hill,  and,  at  a  convenient  time, 
turned  loose  to  plough  its  way  over  the  soil  in  its  fall.  Many 
a  vein  has  been  thus  discovered  without  great  expense. 

In  stratified  regions  the  order  of  the  geological  scries  may 
be  observed,  and  certain  fossils  furnish  the  guide.  Or,  if  the 
prospector  is  examining  new  ground,  he  has  but  to  look  for  min- 
eral in  the  float  on  the  surface  or  in  creek-bed.  The  appearance 
of  material  derived  from  erosion  is  indicative  of  the  character  of 
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the  rock  from  regions  higher  up.  Therefore  the  bed  of  the 
stream,  or  the  hill  3lope,  is  minutely  examined  for  fragments  of 
ore,  or  blossom,  and  followed  as  long  as  mineral  is  found.  If 
the  float  or  shode  boulders  are  pebbly  or  rounded,  or  in  vegetable 
soil,  they  have  come  from  afar  and  the  lode  is  not  at  hand.  If 
the  shode  is  large  and  angular,  it  has  not  come  very  far,  and  the 
discovery  of  a  point  beyond  which  no  float  or  blossom  is  detected 
is  presumptive  evidence  of  approach  to  the  vein.  The  lode  will 
be  found  above  the  point  of  discover)',  and  the  prospector  will  go 
in  the  direction  of  the  drainage  and  thoroughly  search  the  ground. 

In  high  altitudes  the  oxidation  of  the  minerals  in,  and  the 
electric  manifestations  of,  the  vein  outcrops  have  assisted  the 
prospector  by  the  light  playing  over  them.  This  is  of  continued 
occurrence  in  Colorado  above  timber  line,  and  particularly  in 
regions  of  arsenical  veins. 

When  found,  the  vein  should  be  examined,  and  its  value 
confirmed  at  several  points;  most  grievous  disappointments 
have  ensued  from  testing  of  the  lode  at  one  point  only.  If  the 
countr)'  is  stratified,  care  is  taken  to  ascertain  all  the  data  of 
thickness,  etc.  Frequently  the  ore  oxidizx's  and  rots  away,  to  be 
crushed  by  the  overlying  strata,  showing  only  in  a  small  streak ; 
or  the  outcrop  may  fold  back,  "tail  out,"  and  give  false  impres- 
sions of  great  thickness. 

GeolGgical  Aids  to  Prospecting. — ilaps  arc  ser\'iceable  as 
showing  the  important  features,  and  a  systematic  plotting  of  all 
data,  geological  and  otherwise,  is  necessary.  Dr.  H.  M.  Chance, 
in  the  Second  Geological  Survey  of  Pennsylvania,  has  an  admir- 
able discussion  on  the  construction  of  geological  cross-sections, 
to  which  the  reader  is  referred.  Prospecting  for  oil  or  gas  is 
speculative.  Drill-holes  must  be  carried  down  to  the  oil-bearing 
sands,  and  there  is  no  surface  guide  to  determine  the  site  for  a 
well  to  be  bored  within  the  known  limits  of  a  given  field. 

Explorations. — If  the  surface  fails  to  reveal  the  mineral  body 
sought,  and  there  remains  reasonable  expectation  of  finding 
it,  a  tunnel,  a  shaft,  or  boring  may  be  resorted  to.  The  two 
former  are  more  expensive  but  safer  guides  than  that  offered 
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by  boring.  Shafting  is  slower  and  more  costly  than  tunnelling^ 
but  more  quickly  reaches  a  flat  seam  at  a  point  suitable  for  devel- 
opment. The  steep  pitching  vein  is  perhaps  best  reached  by  a 
tunnel,  if  the  depth  of  vein  so  gained  is  great  enough  to  com- 
pensate for  the  length  of  tunnel.  The  choice  between  them 
depends  upon  local  conditions.  Both  are  advisable  for  shallow 
explorations,  while  drilling  may  be  employed  for  deep  work. 
The  latter  is  very  commonly  employed  on  account  of  its  cheap- 
ness. But  even  when  it  has  determined  the  data  previously 
doubtful,  the  shaft  or  tunnel  must  subsequently  be  driven.  So 
drilling  has  its  limitation  of  use.  It  is  rarely  employed  as  a 
seeker  for  mineral,  but  merely  to  give  confirmation  to,  and  assist 
in  a  rational  estimate  of,  the  value  of  the  undertaking.  Many 
properties  owe  their  rehabilitation  to  the  results  of  the  diamond- 
drill  exploitation,  and  none  should  be  abandoned  until  after  a. 
careful  surface  examination  has  been  made  and  followed  by^ 
numerous  bore-holes. 

Either  the  punch  or  the  diamond-drill  method  may  be  used 
for  the  boring.  The  former  is  cheaper,  but  the  pulverulent 
material  brought  up  by  the  sludger  is  unsatisfactory;  it  may 
indicate  the  constituents  of  the  rocks  pierced  at  different  depths, 
but  can  give  little  of  its  physical  character  or  dip.  The  diamond- 
drill  core  yields  a  little  more  information,  but  even  its  indications 
are  hardly  trustworthy.  It  affords  an  opportunity  to  identify  the 
rock,  but  some  of  the  soft  strata  are  worn  away  or  the  core  may 
be  turned  in  its  tube,  so  its  revelations  are  not  much  better  than 
those  of  the  sand  of  the  punch-drill.  At  best,  the  results  obtained 
from  either  cutter  are  not  conclusive,  for  it  may  have  just  missed 
the  mineral,  or  have  struck  a  solitary,  small,  soft  chunk  of  ore, 
which  would  supply  cuttings  to  discolor  the  sands  for  a  long 
distance  and  give  amazing  report.  Very  important  deductions 
cannot  be  based  solely  upon  the  indications  of  the  borings. 
Only  after  numerous  holes  have  been  bored  and  a  thorough  sur- 
face examination  has  been  made  can  a  conclusion  \)e  reached. 

Good,  hard  common-sense,  observation  and  pluck  win,  and 
they  alone.     There  is  no  mystery  about  the  finding  of  mineral 
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deposits.  Nature  is  bountifully  supplied  with  precious  metals 
and  valuable  minerals,  but  her  secrets  are  hid.  Only  the  cumu- 
lative information  of  geological  experience  gives  any  clue  as 
to  the  habitat.  Neither  witchery  nor  magic  charm  can  disclose 
the  whereabouts  of  an  ore  body  or  deposit. 

Divining-rods. — The  wizard  with  the  hazel  wand,  or  the 
spirit  medium  who  is  controlled  by  some  disembodied  Comanche 
chief,  is  an  impostor.  He  affects  a  versatility  and  occult  power 
that  transcends  combined  scientific  knowledge,  but  to  a  paltry 
amount  of  "filthy  lucre"  he  is  not  averse,  when  he  plays  upon 
the  credulity  of  natures  which  are  duped  into  making  extensive 
explorations  upon  his  purported  previsions.  This  would  be 
ludicrous,  were  it  not  also  painful,  to  see  the  number  of  mis- 
guided men  who  have  squandered  hopes  and  possessions  in  their 
search  for  a  short  cut  to  wealth. 

The  Proof  of  a  Vein. — ^The  discovery  of  mineral  at  the  sur- 
face must  be  followed  up  by  the  disclosure  of  the  vein.  In 
order  to  secure  possessory  title  to  it,  the  United  States  laws 
require  the  proof  of  the  existence  of  a  lode  or  vein.  Test  pits  or 
shafts  are  sunk  to  reveal  the  mineral  in  place,  having  a  definite 
direction  of  outcrop.  A  single  shaft  is  not  regarded  as  sufficient 
evidence  of  a  vein.  The  mineral  must  be  in  place.  Even  if 
disintegrated  near  the  surface,  it  is  still  a  vein  if  a  crevice  pre- 
vails carrying  mineral  matter  between  rock  of  a  nature  and 
origin  different  from  it.  The  U.  S.  statutes  divide  mineral 
ground  into  veins  and  placers  only,  hence  the  presumption  would 
be  that  any  well-defined  metalliferous  crevice  capable  of  ready 
identification  by  the  miner  is  a  vein,  whether  fissure  or  not, — 
only  it  cannot  be  a  placer. 

The  Extra-lateral  Rights. — The  difference  in  the  grants 
under  the  two  cases,  besides  a  difference  in  acreage,  is  that  the 
mining  of  ore  within  placer  ground  is  confined  to  the  vertical 
planes  through  the  boundaries  (sec.  2329,  U.  S.  Rev.  Statutes), 
while  vein  deposits  may  be  pursued  along  their  dip,  "through- 
out the  entire  depth,"  even  if  they  "so  far  depart  from  the  per- 
pendicular" "as  to  extend  outside  of  the  vertical  side  lines  of 
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the  claim";  and  the  extent  of  the  niiner's  right  is  determined 
only  by  the  vertical  planes  through  the  end  lineSy  which  should 
therefore  be  properly  drawn.  Extra-lateral  rights  are,  therefore, 
accorded  to  vein  locations. 

The  Dimensions  of  a  Claim. — The  prospector  announces  hia 
discovery  by  recording  the  fact,  together  with  the  data  of  dis- 
covery and  the  direction  of  the  outcrop  of  the  vein,  upon  a  stake 
placed  at  the  property  and  upon  the  record  books  of  the  coimty. 
This  done,  he  may  proceed  to  work. 

Locations  1500  feet  in  length  are  permitted  upon  the  public 
domain  to  the  discoverer  of  the  lode.  But  for  access  thereto,  and 
for  convenience  of  working,  the  U.  S.  grants,  as  incident  to  the 
principal  feature,  surface  ground  which,  measured  from  the  middle 
of  the  vein,  shall  not  exceed  300  feet  on  either  side.  Some  States 
have  reduced  this  to  150  feet  on  each  side,  while  in  some  Colorado 
counties  only  25  feet  was,  and  75  is,  the  outside  limit.  The 
claim  must  be  essentially  a  parallelogram.  It  may  be  1500 
feet,  or  less,  in  length, '  located  substantially  along  the  middle 
of  the  apex,  across  which  are  drawn  two  parallel  end  lines  and 
side  boundaries,  within  the  limit  prescribed,  parallel  in  pairs 
following  the  contortions  of  the  outcrop.  However  else  the  Act 
may  be  vague,  it  certainly  is  not  upon  the  fact  of  the  parallelism 
of  the  exterior  boundaries.  Excessive  locations  are  valid  as  to 
the  legal  limit  and  void  as  to  the  excess. 

Maintaining  Possessory  Right. — It  is  incumbent  upon  the 
locator  to  define  the  boundaries  of  his  claim,  by  placing  stakes 
at  all  corners  and  intersections,  to  notify  others  that  the  ground 
is  entered  upon  and  being  exploited.  These,  with  the  filing  of 
a  location  certificate  in  the  county,  maintain  possessor}'  right 
from  the  moment  of  posting  a  location  notice  of  discovery-  upon 
the  lode.  Within  a  reasonable  time  thereafter,  sixty  days  usually, 
the  locator  is  required  to  sink  a  "discovery''  shaft  at  least  10  feet 
into  the  vein.  This  satisfies  the  regulations  regarding  discovery, 
and  maintains  a  mining  right  against  all  comers  until  the  expira- 
tion of  the  calendar  year. 

From  that  time  on,  an  ** assessment"  of  $100  must  be  ex- 
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'  pended  annually  as  evidence  of  mining  intent.  A  failure  to 
expend  such  sum  constitutes  a  forfeiture,  by  which  the  claim 
reverts  lo  the  public  domain,  and  is  subject  to  relocaliun. 

A  prospector  is  not  confined  to  a  single  entry  upon  a  dis- 
covered lode.  He  may  appropriate  as  many  claims  as  he  chooses, 
contiguous  or  othenvise,  with  that  of  the  first  discoverv".  Upon 
each  1500  feet,  or  less,  of  length  he  must  show  the  intent  lo  mine, 
by  a  discovery  shaft  and   the  assessment  work. 

For  the  development  of  the  mine,  the  annual  assessment 
work  may  be  done  upon  the  surface  or  upon  the  vein,  and  all 
efforts  outside  of  the  limits  of  the  location  with  a  bona-fide  intent 
to  work  the  claim  are  justly  considered  as  if  upon  the  claim — 
as,  for  instance,  development  by  tunnel  instead  of  shaft. 

This  concession  is  further  extended  by  the  U.  S.  Supreme 

I  Coart;    for  where  one  pereon  owns  several    contiguous  claims 

I  capable  of  being  advantageously  worked  together,  one  general 
system  of  development  may  be  adopted,  after  the  discovery 
shafts  are  driven-  This  encourages  more  economic  work  and 
subserves  the  best  interests  of  all  concerned. 

The  Application  for  Patent.  —  When  development  work  to 
the  value  of  S500,  exclusive  of  buildings,  is  completed  within 
five  years,  by  an  annual  assessment  of  $100,  he  may  proceed  to 

,  obtain  the  "patent"  or  legal  title  from  the  government.  For 
s  purpose  an  approved  survey  of  the  property  claimed  by 
him  is  necessary.  An  announcement  of  his  intention  to  apply 
for  patent  is  placed  on  the  property,  in  the  local  land  office  and 

'   in  the   newspapers,   for   sixty  days.     If   no   opposition   is   filed 

I  against  this  request  to  the  government,  a  patent  will  be  issued 
to  him  when  he  shall  have  proven  the  previous  facts,  and  that 
he  is  a  citizen  of  the  United  States  and  has  paid  $5  per  acre  for 

■  the  land  enclosing  the  vein. 

According  to  the  laws,   the  applicant  may  obtain  as  many 

claims  as  he  desires,  provided  he  satisfies  the  requirements  for  the 

annual  assessment  prior  lo  making  application  to  the  government. 

Chaotic   Condition   of   the  Law. — The  government  has  been 

exceedingly  liberal  to  its  citizens  in  throwing  open  the  mineral 
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lands  for  exploration  and  occupation.  The  original  intent  was 
to  legalize  the  possessory  system,  which  had  grown  up  in  the 
absence  of  Federal  legislation,  by  which  the  possessor  claimed 
a  vein  for  mining  purposes  and  was  allowed  the  use  for  right 
of  way  to  the  surface  overlying  his  mine.  This  entailed  the 
granting  of  the  mineral  vein  free  but  the  enclosing  non-mineral 
land  by  sale. 

An  exclusive  right  of  enjoyment  "of  all  veins"  cropping 
inside  of  the  boundaries  is  given  with  the  claim.  If  they  are 
discovered  and  entered  upon  in  adjacent  territory,  the  subse- 
quent locator,  according  to  the  laws  of  the  State  bi  Colorado,  may 
have  right  of  way  through  the  cross-vein  to  his  groimd  on  the 
other  side  of  the  prior  claim,  but  none  of  the  mineral.  In  every 
case  it  is  intended  that  priority  shall  govern.  Sec.  2326  grants 
to  the  senior  locator  the  mineral  at  the  intersection,  and  to  the 
junior  the  right  of  way  through  it. 

By  the  interpretation  of  the  U.  S.  Statutes,  easement  and 
title  were  clearly  intended  to  be  conveyed  for  all  forms  of  metal- 
liferous deposits,  in  the  use  of  the  terms  "veins,  lodes,  or  rock  in 
place."  The  Act  recognizes  any  mineralized  rock  in  place, 
enclosed  in  the  general  mass  of  the  mountain,  as  a  vein. 

The  Statutes  favored  the  miner  and  assumed  to  cover  all 
lodes  whose  indications  were  sufficiently  marked  for  the  miner 
to  continue  explorations  thereon.  A  crevice,  crevice  matter,  a 
fair  wall,  and  mineral  are  the  essential  conditions. 

It  has  been  seen  that  a  lode  claim,  whether  patented  or  not, 
carries  with  it  all  that  is  beneath  the  surface-ground  claimed, 
with  a  servitude  upon  the  adjoining  territory  obtaining  the  right 
of  following  the  dip  of  the  vein,  and  subject  to  a  like  easement 
granted  to  the  locator  on  adjacent  ground  to  pursue  his  vein 
wherever  it  may  go.  This  obtains  until  some  one  can  show  a 
better  right.  The  common  law  as  to  realty  is  modified  when 
applied  to  mining  property. 

It  has,  however,  happened  that  rulings  were  so  made  and 
construed  that  a  party  may  locate  vacant  ground  and  maintain 
ownership  to  the  mineral  covered  by  it,  unless  U  is  shewn  thai 
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the  mineral  body  belongs  to  a  lode  cropping  elsewhere  within  legally 
claimed  ground.  The  proprietor  who  cabnly  continued  work 
upon  his  discovery  found  himself  breaking  into  the  subterraneous 
workings  of  others  who  had  stolen  a  march  on  him.  To  secure 
his  right  he  had  to  bring  action  to  eject.  To  vindicate  his  title 
he  had  to  prove  the  lode  to  be  in  place  and  continuous  from  the 
point  of  his  discovery  to,  into,  and  through  the  ground  of  the 
trespasser.  Failing  to  do  which,  his  claim  was  defeated  and  with 
it  all  incidents  thereto  attached. 

Naturally  the  train  of  reasoning  led  farther  and  farther  away 
from  the  original  intent  of  the  law  to  reward  the  discoverer  of  an 
apex,  until  the  accepted  idea  is  that,  although  the  "defendant's 
location  may  appear  to  you  to  be  along  the  line  of  the  top,  apex, 
or  outcrop  of  the  vein,  it  cannot  prevail  against  a  senior  location 
on  the  dip  of  the  lode." 

To  what  absurdities  the  law  has  led  us,  by  reason  of  the 
vagarious  interpretations,  the  reader  may  learn  by  referring  to 
Dr.  R.  W.  R.  Raymond's  articles  in  the  Transactions  of  the 
American  Institute  of  Mining  Engineers. 

The  remedy  is  to  repeal  the  present  enactment,  or  else  to  so 
prescribe  and  define  the  subjects  of  the  United  Stales  grant  that 
purchaser  shall  have  a  warranty  title  to  the  entry.  The  side- 
line law  of  Leadville  is  far  preferable  to  the  present  uncertain 
grant  of  extra-lateral  right.  The  risks  of  mining  are  sufficient 
without  adding  this  unnecessary  one.  It  is  singular  (hat,  what- 
ever amendments  have  been  proposed  in  recent  years,  they  per- 
sist in  retaining  the  essential  feature  of  the  extra-lateral  right 
depending  upon  the  apex.  So  long  as  this  basis  is  retained  they 
will  do  no  good.  There  is  no  reason  for  longer  maintaining  this 
abnormal  and  indefinable  privilege  in  the  grant  of  mineral  land 
made  by  the  U.  S.  Government. 

Justice  W.  E.  Church,  in  a  concluding  and  conclusive  sen- 
tence of  a  decision,  said:  "The  present  laws  are  a  hotbed  of 
litigation  and  a  fruitful  source  of  error."  Judge  Bradley  de- 
clared them  "imperfect,"  and  those  who  have  had  any  experience 
with  them  will  agree. 


4 


>>  ■• 


CHAPTER  II. 


PREPARATORY    WORK. 


Mine  Development.— Assuming  that  the  question  "Can  it 
pay?'*  has  been  answered  aflarmativcly,  the  next  feature  to  be 
considered  comprises  the  extent  and  character  of  the  surface 
buildmgs,  the  nature  of  the  preparatory  work,  the  exploitation 
plan,  and  the  machinery  to  be  instaUed  for  hoisting,  pumping, 
ventilating,  and  for  the  treatment  of  mineral. 

The  Buildings  at  the  Mine  Mouth.— These  comprise  the 
structure  for  the  power  plant  and  such  additional  buildings  as 
are  needed  for  the  preparation  of  the  mine  product.  If  the  latter 
be  pure,  or  rich  enough  to  be  marketable,  or  if  the  coal  is  to  be 
coked,  a  simple  storage  building  is  sufficient.  If  it  is  to  be  sorted, 
crushed,  or  screened  and  shipped,  a  tipple  or  a  breaker  will  be 
required.  If  the  mineral  requires  treatment  and  the  local  water- 
sui)ply  be  deficient,  or  too  acid,  the  washer)',  stamp-mill  or  con- 
centrator will  be  located  elsewhere  and  the  mineral  delivered  to 
it  bv  tram. 

Collieries  provide  standing  room  for  a  day's  run-of-mine 
cars,  a  storage  track  for  empties  and  a  side  track  for  handling 
the  railway  cars,  wagons,  or  coke-larries.  If  the  coal  is  screened, 
three  or  four  tracks,  side  by  side,  are  connected  with  the  main 
track  at  both  ends. 

All  buildings  should  be  as  nearly  fire-proof  as  the  risk  demands 

and  the  first  cost  will  permit.    A  large  colliery  with,  say,  looo 

acres  of  ground  to  work,  or  a  well-developed  metal-mine,  will 

thus  erect  very  substantial  buildings.    These  should  be  as  near 

to  the  shaft  as  safety  to  the  mine  will  allow  and  yet  be  remote, 
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from  the  mouth,   as  far  as  is  consistent  with  economy.     ThpS 
hoisting  engineer  should  have  an  unobstructed  view  of  the  dump- ' 
ing  platform,  and  his  engine  should  be  far  enough  away  to  give 
the  rope  a  good  fleet  angle.     The  hoist-frame  is  open  and  not 
housed. 

The  Selection  ef  a  Site.— The  location  for  the  offices,  the 
buildings,  and  the  point  of  shipment  for  the  mineral  must  satisfy 
the  surface  conditions,  must  be  convenient  to  the  shipping- 
tracks,  and  at  the  same  time  one  which  does  not  require  much 
grading  for  the  buildings.  The  location  of  the  railroad  and  its 
switches  fixes  the  location  of  the  ore-sorting  or  coal-screening  bi;ild- 
ing.  As  the  surface  plant  may  become  quite  e.xtensivc,  its  loca- 
tion must  be  considered  with  a  view  to  the  economy  of  handling 
in  such  a  manner  that  the  mineral  shall  descend  naturally  in  its 
,  progress  through  the  works.  The  location  of  the  screens  fixes 
the  site  for  the  mouth  of  the  mine.  The  latter  must  therefore 
be  in  the  best  position  for  both  the  track  and  the  mine. 

The  opening  into  the  ore  body  must  satisfy  the  underground 
conditions  of  haulage  and  drainage,  and  it  must  be  centrally 
located  to  the  lowest  point  of  the  vein.  It  would  be  an  i.'.cal 
condition  if  the  shaft  which  would  satisfy  the  shipping  rcfjuire- 
ments  could  also  be  placed  in  ihc  centre  of  ihc  basin  with  the 
haulage  and  drainage  toward  it  from  all  sides.  As  this  is  not 
likely,  some  compromise  must  be  made  between  the  various 
demands  of  surface  construction  and  mine  operation. 

Choice  of  Character  of  Entry. — The  method  of  attacking  the 
vein,  or  bed,  varies  with  the  inclination  of  the  mineral  body  and 
its  depth.  Undoubtedly,  when  the  mineral  occurs  at  considerable 
depth,  the  sole  method  of  attack  is  by  a  vertical  shaft.  If  the 
depth  be  not  very  great,  a  slope  from  some  convenient  point  may 
be  preferable.  When  the  vein,  or  the  coal-seam,  crops  out  at 
the  surface,  within  the  property  lines,  an  entry  to  the  lower  depths 
is  obtained  by  a  slope  following  the  inclination  of  the  vein.  If 
the  outcrop  so  exposed  is  quite  long  and  extends  along  the  side 
of  the  hill,  se\'eral  slopes  may  be  driven  to  advantage.  When 
the  outcrop  occurs  on  the  hillside,  the  vein  occupying  a  position 
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somewhat  vertical,  undoubtedly  the  best  method  of  entering  the 
vein  consists  in  driving  one  or  more  horizontal  openings,  or 
adits,  into  the  vein  at  various  heights  according  to  the  system  to 
be  employed  in  the  subsequent  explorations. 

Owing  to  the  diflBiculties  and  the  expense  of  sinking  shafts 
and  of  hoisting  the  material  through  them  later,  conditions 
sometimes  arise  when  it  may  be  preferable  to  drive  a  tunnel  from 
some  point  as  far  below  the  outcrop  as  possible  or  desirable 
and  toward  the  vein  with  the  shortest  entry.  Such  a  tunnel  is 
called  a  cross-cut  or  a  cross-country  tunnel,  and  in  some  regions 
is  known  as  a  rock  tunnel,  the  significance  of  the  titles  being 
easily  understood. 

Certain  conditions  in  coal-mines  warrant  the  driving  of  rock 
slopes  as  a  compromise  between  the  horizontal  tunnel  and  the 
vertical  shaft.  They  are  employed  where  only  a  shallow  shaft 
would  be  required,  but  where  a  high  speed  of  hoist  is  regarded 
as  desirable. 

Naturally  the  endeavor  is  to  secure  the  most  direct  line  to  the 
point  of  exploitation,  within  the  shortest  time  and  at  a  minimum 
cost,  while  at  the  sanfe  time  constructing  a  permanent  opening 
which  would  serve  for  all  the  work  during  the  life  of  the  mine. 
The  opening  of  the  mine  is  near  to  the  mill-building  where  the 
mineral  is  screened,  weighed,  washed,  or  treated,  preparatory 
to  being  marketed.  The  character  of  the  opening  can  be  decided 
only  after  knowing  the  exact  nature  of  the  underground  condi- 
tions of  the  vein.  Its  extent,  thickness,  depth  and  general  inclina- 
tion must  be  known.  Some  clue  to  this  can  be  obtained  by 
prospecting  the  entire  field  with  the  use  of  bore-holes  and  open 
cuts,  and  geological  maps  arc  exceedingly  serviceable,  but  in 
metalliferous  districts  it  is  hardly  possible  to  foresee  the  character 
and  lay  of  the  ore  body.  Without  this  full  knowledge,  it  is  likely 
that  the  opening  made  for  the  mine  during  exploration  would 
later  be  abandoned  as  being  in  an  undesirable  position  or  too 
small  to  meet  the  final  demands  upon  it.  In  coal-mines  the 
eccentricities  of  the  vein  are  not  so  pronounced  as  to  give  the 
same  difficulty  to  the  engineer. 
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Coal  seams  have  less  irregularities  than  do  the  metalliferous 
veins.  Their  contents  are  quite  uniform  in  character,  and  the 
thickness  of  the  seam  varies  to  a  less  degree  than  does  a  vein. 
Both  are  found  dislocated  by  faults  or  shattered  by  movements 
of  the  strata.  The  metalliferous  vein,  however,  not  only  changes 
in  thickness  and  inclination  but  its  mineral  contents  will  vary  in 
percentage  and  even  in  chemical  composition.  Frequently  the 
mineral  at  a  lower  depth  bears  no  resemblance  to  that  at  the 
surface. 

The  character  of  the  mine  opening  depends  upon  whether  the 
ore  body  or  bed  of  coal  is  revealed  at  the  surface  or  not,  and 
whether  or  not  the  outcrop  is  included  within  the  boundaries  of 
the  property.  It  may  occur  on  the  hillside;  its  strike  of  the 
outcrop  may  follow  the  hill,  nearly  horizontal;  or  it  may  lie  in 
the  direction  of  the  slope  somewhat  approaching  the  vertical.  If 
there  is  no  outcrop  the  depth  of  the  ore  body  is  known. 

The  Mine  Opening  — The  entry  into  the  mine  may  begin  on 
the  mineral  at  its  outcrop  and,  continuing,  follow  it  wherever  it 
may  go;  or  the  opening  may  begin  at  some  point  on  the  surface 
away  from  the  vein  to  intersect  it  at  a  selected  point. 

The  openings  are  horizontal,  vertical,  or  inclined,  the  choice 
between  them  being  determined  by  the  conditions  named  above. 
The  horizontal  openings  comprise  drifts,  adits,  and  tunnels. 
The  vertical  openings  are  designated  as  shafts.  The  inclined 
openings  are  termed  slopes,  or  incUnes.  The  open  cuts  are 
either  quarries  or  strippings. 

Metal-mines  are  operated  usually  from  one  entry  or  opening. 
Only  under  certain  conditions  presenting  dangers  of  caving  and 
other  reasons  requiring  the  hasty  removal  of  the  mineral  is  it 
desirable  for  metalliferous  mines  to  have  many  openings.  Coal- 
mines are  required  by  law  to  maintain  two  parallel  openings  at  a 
certain  stated  minimum  distance  apart.  These  are  driven  simul- 
taneously or  upon  the  coal-seams. 

The  Preparatory  Work. — The  operator  of  a  coal-,  clay-,  or 
lead-mine  is  confined,  in  his  choice  of  site  for  the  shaft,  or 
tunnel,   within    the    property  lines.    Metal    miners,  in    regions 
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'of  the  shaft  is  as  great  as  the  capital  will  allow, 
llic  tendency  is  to  restrict  its  area.  The  dimensions  of 
i--iway  depend  upon  those  of  the  mine  cars,  which  in  turn 
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I  shaft  compartment  is  cciual  to  the  length  of  the  car  plus  6 
i  at  each  end.  This  direction  is  the  long  side  of  the  com- 
■nment  and  is  laid  parallel  to  the  mine  tracks  and  also  to  the 
iraight  track  to  the  tipple.  The  shaft  may  have  only  two  com- 
bailments,  bolh  being  used  for  hoisting;  three  compartments,  in 
vbich  the  third  is  for  timbering,  piping,  etc. ;  or  even  more  com- 
partments, the  last  being  for  ventilation.  The  other  dimen- 
rion  of  the  shaft  will  be  determined  when  the  decision  has  been 
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Other  than  the  national  domain,  are  also  confined  by  the  vertical 
planes  through  their  boundary-lines. 

On  the  national  domain  the  miner  is  not  restricted  to  his  own 
property  in  choosing  the  site  or  the  character  ofen  try  for  his 
mine.  His  property  is  bounded  by  vertical  planes  through  the 
end  lines,  but  not  through  the  sides;  and  he  may  therefore 
operate  his  vein  on  an  inclination  to  any  depth  desirable.  He 
is  not  confined  to  his  surface  boundary  lines  when  selecting  a 
site  for  the  point  of  attack  upon  the  vein.  He  may  sink  a  shaft 
from  outside  the  boundary-lines,  or  drive  a  tunnel  from  the  foot 
of  a  hill  to  his  vein,  provided  only  that  no  other  existing  mining 
rights  are  injured  thereby  or  are  interfered  with.  A  greater 
latitude  of  choice  is  therefore  afforded  the  precious  metal  miner 
than  the  coal-operator.  Under  such  conditions,  the  tendency  is 
naturally  to  drive  the  horizontal  cross-cut  tunnel  to  the  vein 
as  being  the  most  economical  method  of  developing  the  prop- 
erty. The  great  expense  and  the  changes  in  the  character 
of  the  vein  militate  against  using  a  cross-cut  tunnel,  notwith- 
standing the  facilities  it  offers  for  shipment.  It  is  a  question 
whether  they  would  outweigh  the  importance  of  "staying  by  the 
mineral." 

Adits. — ^Veins  cropping  out  on  the  side  of  a  hill  are  often 
exploited  by  driving  adits,  which  are  merely  horizontal  openings 
following  the  vein.  The  cost  of  driving  is  less  than  that  of  a 
slope  or  a  shaft.  The  cost  of  equipping  is  slight,  and  it  serves,  all 
purposes  of  permanent  hauling,  drainage,  and  ventilation,  as 
well  as  during  explorations.  These  adits  are  driven  at  distances 
apart  vertically,  depending  upon  the  thickness  of  the  vein  and 
the  facilities  for  shipment.  They  block  the  vein  into  sections, 
each  one  of  which  above  the  adit  can  be  mined  at  a  ven^  low 
cost.  Their  dimensions,  equipment,  timbering,  and  gradient 
are  the  same  as  those  of  underground  galleries. 

Cross-cut  Tunnels. — These  have  all  the  advantages  of  the 
adit  in  furnishing  a  convenient  haulage  and  drainage-way  at  a 
point  far  below  the  average  of  the  workings.  They  furnish  a 
cheap,  secure,  and  permanent  entry  if  the  mine  has  been  developed. 
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It  is  a  question,  however,  if  a  long  tunnel  should  be  driven  as 
a.  means  of  exploration  before  the  mine  has  been  carried  to  the 
corresponding  level  that  the  value  and  character  of  the  mineral 
may  be  known. 

Vertical  Shafts. ^These  constitute  the  most  secure,  but  the 
most  expensive,  method  of  entry  into  the  mine.  But  the  shaft 
presents  many  of  the  objections  which  also  obtain  against  the 
turmel.  The  shaft  is  the  only  means  of  economically  reaching 
a  coal-bed  which  is  not  shallow  and  whose  outcrop  does  not 
occur  within  the  lines  of  the  property.  For  reaching  veins  this 
is  an  uncertain  method  of  attack,  particularly  if  the  vein  changes 
materially  w-ith  depth  in  its  inclination  and  character  of  mineral. 
The  great  expense  of  sinking  a  shaft  requires  it  to  be  carefully 
located  in  a  position  whidi  is  certain  to  be  that  of  the  permanent 
outlet  of  the  mine. 

If  a  choice  of  position  be  afforded  ihe  engineer,  the  foot- 
wall  side  of  the  lode  is  usually  selected  as  being  safer  than  the 
hanging- wall  side.  But  each  successive  lower  cross-cut  is 
longer  than  the  one  above  it,  and  if  the  country  rock  be  hard 
and  the  \-ein  very  steep,  the  cost  of  these  cross-cut  drifts  would 
soon  become  prohibitor)'.  For  this  reason  a  majority  of  shafts 
are  sunk  from  the  hanging-wall  side  to  intersect  the  vein  at  a 
moderate  depth. 

The  size  of  the  shaft  is  as  great  as  the  capital  will  allow, 
though  the  tendency  is  to  restrict  its  area.  The  dimensions  of 
the  hoistway  depend  upon  those  of  tlie  mine  cars,  which  in  turn 
depend  upon  the  character  of  the  underground  haulage  systems 
and  the  dimensions  given  to  the  haulage-ways.  The  width  of 
the  shaft  compartment  is  equal  to  the  length  of  the  car  plus  6 
inches  at  each  end.  This  direction  is  the  long  side  of  the  com- 
partment and  is  laid  parallel  to  the  mine  tracks  and  also  to  the 
straight  track  to  the  tipple.  The  shaft  may  have  only  two  com- 
partments, both  being  used  for  hoisting;  three  compartments,  in 
which  the  third  is  for  timbering,  piping,  etc.;  or  even  more  com- 
partments, the  last  being  for  ventilation.  The  other  dimen- 
sion of  the  shaft  will  be  determined  when  the  decision  has  been 
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reached  as  to  the  number  of  cars  to  be  run  upon  each  cage  at  a 
time  and  the  number  of  compartments  required.  The  capacity 
of  the  shaft  is  determined  by  the  conditions  discussed  in  Chapter 
V;  the  dimensions  of  the  shaft,  the  method  of  sinking  and 
timbering,   in  Chapter  I  of  Part  II. 

Inclines. — Inclines  and  slopes  are  in  great  favor  for  many 
reasons.  They  usually  follow  the  vein  and  explore  it,  thereby 
giving  a  return  in  the  mineral  recovered  for  the  cost  of  driving 
The  maintenance  of  slopes  is,  however,  higher  than  the  cost 
in  shafts.  Slopes  are  provided  in  coal  regions  when  the  inclina- 
tion is  over  lo®  and  the  depth  to  be  reached  not  over  500  feet. 

When  the  vein  is  constant  in  pitch  and  has  no  irregulari- 
ties, everything  favors  its  driving.  If,  however,  the  vein  has 
occasional  enlargements  or  a  varying  pitch,  its  pursuit  becomes 
awkward.  The  question  then  arises  as  to  whether  it  is  desirable 
to  follow  rigidly  the  irregularities,  to  reduce  them  to  uniform 
pitch  or  to  abandon  the  entry  altogether  for  a  shaft  or  tunnel. 
Only  the  local  conditions  will  settle  that. 

Blocking  Out  the  Ore  Body. — ^The  preparatory  works  are 
far  from  complete  when  the  mineral  body  has  been  reached. 
A  flat  coal-bed  or  a  slightly  inclined  vein  is  treated,  for  the  pur- 
pose of  mining,  as  a  tabular  mass  of  mineral  which  is  to  be  divided 
into  blocks  by  haulage-ways.  The  latter  are  called  galleries,  or 
gang>\'ays,  in  coal-mines,  and  levels  or  drifts  in  metal  mines. 
The  product  from  each  block  is  delivered  down  grade  to  its  gang- 
w^ay,  whence  it  is  hauled  to  the  slope-shaft  or  tunnel  to  daylight. 
These  gangways  are  as  numerous  and  driven  as  close  together 
as  the  requirements  for  exploitation  will  demand  or  the  means  of 
the  operator  will  permit.  The  more  numerous  they  are  the  more 
quickly  can  each  lift  above  them  be  exhausted.  On  the  other 
hand,  as  they  cost  more  to  excavate  than  the  corresponding 
volume  of  material  in  the  rooms,  this  character  of  work  must 
be  confined  to  its  lowest  limit.  Between  these  two  conflicting 
requirements,  each  mine  presents  its  own  local  conditions. 

Dead-work. — The  gangways,  or  drifts,  partake  of  the  nature 
of  explorations,  and,  being  more  expensive,  and  in  many  cases 
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wnly  tentative,  are  termed  dead-work.  By  dead- work  is  understood 
any  bore-hole  into  the  vein,  auxiliary  shaft,  drift,  or  gangway 
and  the  narrow  work  of  connections  between  the  rooms.  Though 
primarily  unproductive,  dead  work  bears  a  vital  relation  to  the 
economy  of  the  mine.  The  location  of  the  gangway  is  a  matter 
of  great  importance.  If  the  mineral  is  of  varying  grade  of  value 
and  soft,  it  is  laid  along  the  foot-wall.  It  is  in  the  country  rock, 
near  the  vein,  if  the  former  is  softer  than  the  vein  matter.  This 
enables  the  seepage  and  the  drainage  to  be  taken  care  of  and 
reduces  the  risk  of  injury  from  subsidence. 

Lifts  in  Metal-mineB. — Metalliferous  veins  are  blocked  by 
■driving  levels,  or  drifts,  at  distances  of  from  60  to  100  feet  apart, 
measured  along  the  slope.  These  are  started  on  either  side 
Irom  the  slope  or  from  each  cross-cut  intersection  with  the  vein 
and  carried  along  the  vein.  The  casual  connections  made 
between  the  adjoining  levels  occur  only  when  the  working  of 
a  lower  lift  has  carried  that  opening  to  the  level  above.  The 
Tcntilation  requirements  in  metalliferous  mines  arc  not  suffi- 
ciently urgent  to  require  the  continuous  circuit  of  air  through 
the  various  openings  in  the  mine.  The  height  of  the  lift  between 
the  levels  and  their  ratio  to  the  thickness  of  ihe  deposit  depend 
more  upon  the  percentage  of  the  mineral  of  the  vein  contents 
than  upon  the  method  of  mining.  In  soft  ore  the  levels  are 
close  together  and  the  lifts  not  greater  than  60  feet.  In  hard 
rock,  in  thin  deposits  and  in  ore  of  low  grade,  the  distance  between 
iiie  levels  is  greater.     The  maximum,  however,  is   100  feet. 

The  Lifts  in  Coal-mines. — The  coal-bed  is  divided  into  lifts  of 
300  feet  to  600  feel  along  the  slope,  the  greater  length  for  flat 
teds.  Double  entries  are  started  upon  an  inclination  from 
shafts,  or  slopes,  with  such  grade  as  depends  upon  the  system 
of  haulage.  These  gangways  are  driven  side  by  side  in  pairs 
with  an  untouched  rib  of  coal  of  at  least  20  feel  between  them 
(Fig.  7).  Their  direction  may  also  be  indicated,  if  not  deter- 
mined, by  the  cleavage  planes  of  the  coal.  One  entry  in  each 
pair  of  gangways  serves  as  the  intake  airway  to  its  lift  of  coal, 
and  the  other  for  the  outgoing  air-current. 


a6  MANUAL  OF  MINING, 

In  thick  and  steep  coal-seams  the  haulage-way  is  usually 
built  near  the  floor  to  facilitate  the  landing  of  the  cars  and  the 
parallel  returning  airway  similar  in  area,  above  it  or  nearer  the 
roof.  From  these  gangways  the  rooms  are  driven  upward  oa 
the  slope,  at  distances  apart  of  about  40  feet,  to  the  gangway 
above. 

The  Dimensions  of  the  Horizontal  Opening. — ^The  dimen- 
sions are  governed  by  the  service  which  the  tunnel,  gangway,  or 
adit  is  to  give.  They  are  not  unnecessarily  large,  for,  in  addition 
to  the  great  cost  of  excavating,  there  is  added  the  additional  cost 
of  supporting  the  increased  opening  and  the  expense  of  main- 
taining it.  If  it  is  to  serve  as  a  ventilating  way  only,  its  area  is  as 
great  as  the  requirements  of  the  ventilation  systems  demand, 
the  height  and  width  depending  on  the  special  conditions.  If  it 
is  to  be  a  haulage- way,  a  single  track  is  provided,  unless  the  num- 
ber of  cars  passing  through  it  for  a  given  output  demand  a  double 
track.  The  latter  would  probably  be  used  only  for  an  endless- 
rope  system  of  haulage.  The  height  of  the  gangway  is  made 
just  sufficient  for  the  passage  of  men  through  it  and  only  as  much 
more  as  is  required  to  furnish  the  area  necessary  for  the  ventila- 
tion current,  provision  having  been  made  for  the  probable  inter- 
ference with  the  current  by  moving  cars.  The  width  must  be 
sufficient  to  provide  ample  clearance  space  beyond  the  cars  for 
the  safety  of  the  men  walking  along  the  way. 

Reserves. — The  number  of  blocks  opened  at  a  time  is  only 
enough  to  maintain  a  regular  output.  Whatever  the  method 
may  be,  it  aims  to  concentrate  the  men  as  much  as  possible,  while 
giving  them  working  places  of  ample  size  to  break  down  the 
mineral  over  as  large  an  area  of  free  face  as  possible,  to  reduce 
the  length  and  cost  of  gangways  to  a  minimum,  leaving  them 
open  only  as  long  as  needed,  and  robbing  the  supports  as 
promptly  as  the  rooms  are  abandoned. 

The  distance  to  which  the  gangways  are  carried  beyond  the 
shaft  or  slope  depends  upon  the  relation  between  the  cost  of 
their  maintenance  and  of  the  haul  to  that  of  sinking  an  entirely 
new  entry  some  distance.     A  mile  is  as  far  as  ordinary  condi- 
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tions  of  haulage  allow;  beyond  that,  a  rew  opening  is  neces- 
sary. But  to  maintain  a  constant  output  for  the  demand  of  the 
market,  the  levels,  or  gangways,  are  kept  in  advance  of  the  imme- 
diate places  of  work.  Their  revelations  furnish  a  guide  for 
future  action.  This  h  particularly  desirable  in  precious-metal 
mines,  the  value  of  whose  mineral  contents  is  so  variable.  These 
advance  blocks,  together  with  those  of  exceptionally  high  grade 
or  of  medium  quality,  previously  developed,  constitute  the  mine 
reserves.  When  the  vein  rock  is  soft  and  requires  considerable 
timbering  for  its  maintenance,  this  character  of  dcvelopmerit 
work  is  not  carried  far  beyond  the  work  of  mining. 

IHllar  Supports  for  Mines.— All  permanent  ways  in  horizon- 
tal deposits  are  protected  from  the  crush  of  ihe  roof  to  secure  a 
safe  outlet.  Shafts  arc  surrounded  by  pillars  of  untouched  vein 
matter  or  coal,  whose  dimensions  depend  upon  the  depth  to 
the  bottom  of  the  shaft;  haulage- ways  in  coal  have  massive 
pillais  on  each  side  undisturbed  except  for  the  narrow,  short 
openings  connecting  the  rooms  with  the  haulage- ways;  and  the 
rooms  are  protected  by  pillars  of  undisturbed  coal  on  either 
side.  These  reserves  afford  abundant  support  and  are  undis- 
turbed until  the  working  places  they  guard  arc  to  be  abandoned. 
In  veins  or  nearly  vertical  beds  where  the  wall  pressure  on 
either  side  docs  not  tend  to  close  the  rooms  or  the  haulage-ways, 
sufficient  security  is  attained  by  horizontal  timbers  between  the 
walls  above  the  haulage-way  and  by  untouched  blocks  of  mineral 
allcrnating  with  the  r(»ims  (stopcs). 

The  Influence  of  Cleavage  Planes  in  Determining  the  Direc- 
tion of  Roads. — .^1!  strata  are  more  or  less  uniformly  creviced, 
with  horizontal  planes  of  growth  and  vertical  joints,  caused  by 
shrinkage.  Coal  masses  are  similarly  divided  by  one  or  more 
sets  of  planes  producing  rhombohedral  coal.  These  cleavage 
planes  in  coal,  called  "cleats,"  facilitate  the  breaking  of  the 
mineral.  The  direction  of  the  rooms  in  coal  mines  is  fixed  by 
the  direction  of  the  cleat,  the  important  gang«'ays  being  carried 
with  the  cleat.  In  hard-coal  regions,  where  explosives  are  ex- 
ten^vely  used,  the  cleat  does  not  materially  assist  the  breaking 
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of  the  mineral,  and  as  a  consequence  the  rooms  are  not  dependent 
for  their  direction  upon  the  cleavage  planes.    In  steep  bitumi- 
nous seams  cleat  has  less  importance  than  grade  for  haulage-ways» 
Faults. — ^A  fault  is  a  break  in  the  continuity  of  a  vein  or 
stratum.    During  some  convulsion  of  nature  the  strata  were 
broken  and  in  the  readjustment  of  position  a  vertical  displace- 
ment occurred.    The  plane  of  fracture  may  be  empty  or  it  has 
been  filled  with  extraneous  matter.    When  encountered  during 
the  operation  of  mining  the  fault  plane  or  cross-course  is  pierced 
and  its  strike  and  pitch  noted.    Oii  the  distant  side,  the  char- 
acter of  the  rock  is  examined.    In  a  stratified  country  it  should 
be  easy  to  identify  the  stratum  and  its  geological  position  relative 
to  that  of  the  ore-bearing  stratum.    Thus  the  engineer  may  be 
guided  up  or  down  according  to  the  direction  of  the  throw.    But 
operations  in  massive  rock  assume  a  more  serious  aspect.    On 
the  distant  side  of  the  dike  or  cross-course  no  geological  aid  is 
available.    Hence,  in  attempting  to  follow  the  prolongation  of 
the  vein  beyond  the  fracture,  the  engineer  must  rely  upon  his 
knowledge  of  the  local  conditions  or  upon  the  average  of  those 
prevailing  in  similar  ore-bearing  fields. 

Schmidt's  Rule. — ^It  is  a  matter  of  record  that  80  per  cent 
of  intersected  veins  were  heaved,  apparently,  to  the  right  or  left* 
Those  to  the  right  are  twice  as  many  as  those  to  the  left.  Hen- 
wood  also  discovered  that  the  heaving  to  the  side  of  the  greater 
angle  is  five  times  as  common  as  to  the  smaller  angle.  In  every 
district  may  be  found  a  rule  for  finding  the  other  end  of  the  vein, 
but  it  is  purely  of  local  application  and  unreliable.  To  formu- 
late a  general  rule  out  of  these  numerous  and  apparently  eccen- 
tric displacements  would  seem  well-nigh  impossible;  but  Herr 
Schmidt,  in  1810,  offered  a  solution  to  the  problem,  which, 
though  not  infallible,  is  the  best  extant  and  has  done  valuable 
service.  "When  the  cross-course  dips  away,  after  going  through 
it,  the  drift  is  run  along  its  far  wall  in  a  direction  opposite  to 
that  in  which  the  vein  pitches.  If  it  dips  toward  the  mouth, 
the  drift  is  carried  along  the  far  wall,  to  the  right  or  to  the  left, 
as  the  veins  dip  to  right  or  left."    The  amount  of  the  displace- 
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merit,  i.e.,  the  distance  to  be  drifted  for  the  continuation  of  the 
vein,  cannot  be  premised.  It  varies  between  ver^'  wide  limits, 
and  is  thousands  of  feel  in  many  localities  Henwood  averages 
the  throw  of  veins  at  i6  feet. 

Open  Cuts.— Open  cuts  are  used  to  explore  the  outcrops  of 
veins  and  shallow  mineral  bodies  They  contemplate  limited 
explorations  and  a  smaller  output  and  life  as  compared  with 
that  of  a  mine.  They  are  also  employed  for  stripping  the  sur- 
face coverings  of  fiat  veins  which  arc  close  to  the  surface.  Quar- 
ries are  extensive  open  cuts  for  the  extraction  of  iron  ore,  slate, 
peat,  building- stone,  and  such  large  bodies  of  soft  minerals  as 
would  be  difficult  to  support  by  timbering  in  the  usual  methods 
of  underground  mining.  In  quarries,  large  masses  are  dis- 
engaged at  a  lime  and  the  oixirations  arc  conducted  upon  a  large 
face  at  a  comparatively  small  expense.  The  entire  deposit  can 
be  recovered  to  a  moderate  depth  with  a  high  degree  of  profit. 
The  point  of  attack  for  a  quarry  is  the  lowest  consistent  with 
the  requirements  for  transportation.  It  is  operated  in  benches 
and  cut  by  mechanical  picks  or  channeling- machines  (Fig.  16). 
Hoisting  from  the  pit  is  accomplished  by  derrick  and  bucket 
with  a  form  of  suspended  cable-way.  The  pulsometer  or  a 
centrifugal  pump  is  used  for  drainage.  The  depth  to  which  a 
quany  can  go  is  limited  to,  perhaps,  200  feet,  beyond  which 
some  more  rational  method  must  be  introduced.  It  involves 
some  form  of  underground  work  which  ultimately  becomes  far 
more  expensive  than  the  mining  which  could  have  been  adopted 
prior  to  the  operations  of  quarrj^ing.  Open  cuts  are  always 
to  be  deprecated  where  a  subsequent  underground  work  is  to 
be  pursued. 

The  objection  to  quarrying  is  the  damage  which  is  done  by 
the  influx  and  accumulation  of  surface-waters.  These  give 
trouble  to  the  miners  and  must  be  removed  as  promptly  as  possi- 
ble to  admit  of  sinking  of  the  quarrv'  as  readily  as  the  output 
demands.  Again,  the  difficulty  of  propping  the  sides  of  the  cave 
is  no  small  matter,  particularly  if  the  deposit  occurs  between 
pronounced  walls  with  an  overhanging  side.     The  Tilly  Foster 
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mine  was  deepened  only  by  the  blasting  away  of  200,000  tons 
of  the  overhanging  wall.  This  character  of  quarry  work '  is 
dangerous  and  not  economical,  but  is  universally  employed 
for  iron  ores.  In  the  case  of  the  diamond  ground  of  the  Kim- 
berlcy  mines,  the  quarry  was  replaced  by  a  method  very  closely 
approximating  the  long  wall  for  coal  and  caving  of  iron  ore.  The 
surface  waters  accumulating  in  the  open  quarry,  which  found 
their  way  into  the  mine,  were  constantly  threatening  danger,  and 
the  operators  finally  dug  tunnels  around  the  quarry  to  catch  and 
divert  the  surface-waters. 

The  Steam-shovel. — In  soft  minerals  the  steam-shovel  with 
its  dredger  derrick  is  employed  for  excavation  purposes.  Its 
introduction  in  the  iron-mines  of  Wisconsin  and  Minnesota  has 
enabled  the  marketing  of  iron  ore  of  a  very  low  grade  at  low  cost. 
The  cost  of  quarrying,  crushing,  and  administration  of  the  iron- 
ore  deposits  in  the  northwestern  portion  of  the  United  States 
and  in  British  Columbia  rarely  exceeds  90  per  cent  per  ton,  and  in 
many  cases  is  very  much  lower.  Some  of  the  copper  deposits 
of  British  Columbia  are  also  of  such  phenomenal  size  that  their 
development  by  the  steam-shovel  has  brought  about  the  intro- 
duction of  machinery  for  hydraulic-,  electrical-',  and  steam-power 
purposes  in  one  case  up  to  6000  horse-power.  Air-machine  drills 
of  3i-inch  size  are  used  as  auxiliaries  where  the  rock  is  suffi- 
ciently hard  to  demand  their  employment  upon  the  immense 
boulders  which  are  interspersed  with  the  softer  rocks.  The 
-quantity  of  earth  which  can  be  removed  by  a  steam-shovel  varies, 
of  course,  with  the  supply  of  wagons  which  it  has  and  the  length 
of  their  haul.  But  a  45-ton  Bucyrus  shovel  having  a  bucket 
carrying  1.75  cu.  yds.,  excavated  in  a  day  about  1200  bank  yards 
from  a  cut  whose  depth  was  8  feet  and  whose  average  width 
was  22  feet.  In  this  case  automatic  dump- wagons  were  employed, 
and  with  a  haul  averaging  1500  feet  each  way.  Three  wagons 
were  filled  per  minute. 

Hydraulic  Mining. — ^This  is  a  species  of  open  work  in  which 
water  .is  the  agent  for  cutting  and  transporting  the  gold-bearing 
earth.    From  nozzles  at  the  lower  end  of  pipe  lines,  leading  from 
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resen-oirs  located  at  convenient  points  of  great  elevations,  the 
water  is  discharged  at  a  high  velocity  against  the  bank  of  a  stream 
or  an  old  river-bed  to  undermine  it  and  to  wash  the  material  into 
sluices  conveniently  placed  to  receive  the  flow.  The  sluices  are 
built  on  an  inclination,  with  cleats  on  the  floor  and  of  a  width  and 
depth  sufficient  to  carrj'  the  volume  of  water  and  its  suspended 
material.  The  later  installations  of  hydraulic  plants  use  centrif- 
ugal pumps  (Fig.  122).  In  two  or  three  steps  the  water  is  raiseti 
from  the  creek  and  delivered  to  the  bank  at  high  pressure  and 
velocit>-. 

Hydraulic  mining  is  inexpensive  because  of  the  small  amount 
of  labor  involved-  Four  men  can  operate  the  entire  plant, 
hence  the  process  can  be  conducted  al  low  cost  and  with  a  high 
degree  of  efficiency.  Earth  carrying  6  cents  in  gold  per  cubic 
yard  is  regarded  as  "pay-dirt."  The  total  cost  of  operation  is 
S0.082  per  miner's  inch.  About  2J  to  3  cu.  yds.  are  moved  per 
miner's  inch  of  water  used. 

.\  long  sluice  is  unnecessary.  All  the  coarse  gold,  and  nearly 
70  per  cent  of  the  total  fine  gold,  recovered  is  caught  in  the  first 
section  of  boxes,  about  \2  per  cent  being  obtained  in  the  second 
aiid  an  insignificant  amount  in  the  fifth  section.  The  grade  of 
the  boxes  is  5  inches  per  foot. 

The  Duty  of  Giants  and  Lift-tips. — The  following  table 
shows  the  distances  which  the  standard  nozzles  can  throw  a  stream 
of  water  together  with  the  quantity  of  water  which  they  can  handle 
under  the  stated  pressures. 

Salt-mines. — The  getting  of  salt  is  generally  by  a  special 
process.  It  is  always  found  in  old  riv'cr-beds  and  frequently 
quite  thick.  The  process  of  mining  follows  one  of  two  methods. 
Pure  thick  beds  are  mined  systematically  by  a  method  of  squares 
or  like  similar  bodies  of  soft  coal,  due  regard  being  had  to  sound- 
ness of  roof  and  solidity  of  the  mineral.  When  the  salt  body  is 
thin  or  somewhat  impure,  a  different  method  is  employed.  Holes 
are  drilled  to  bed-rock,  water  poured  down  and  the  rock-salt 
bleached  out.  A  pump-pijie  line  is  extended  to  the  floor  level 
and  the  brine  raised  to  the  surface. 
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Duty 

or  Giants. 

5^8 

Pmsure  at  Noule. 

Pressure  in  pounds 

Head  in  feet 

30 
6Q.3 

40 
92.4 

50 
"5  5 

60 
138.6 

70 
161. 7 

80    1  90    I     100 

184.8907.0'         991 

1 

9t9 

-«7- 

Gallons 

»34 
90 
62 

155 
109 

70 

173 
126 

94 

189 
142 
108 

205 

>56 
121 

210 

245 
186 

148 

310 
193 
157 

I 

Horizontal  distance 

Vertical  distance 

168     Iif8     1 

131     |i40 

Gallons 

170 

93 
63 

T96 

"3 
81 

21Q 

132 

97 

240 
148 
112 

259 
163 
>25 

277 
175 

m 

294 
186 

I4S 

ll 

Horizontal  distance 

Vertical  distance 

Gallons 

210 
q6 

63 

242 

118 

82 

271 

138 

99 

297 
156 

"5 

320 
172 
129 

342 
186 

142 

xbx 

t8i 

li 

Horizontal  distance 

Vertical  distance 

00              \f~*^ 
198       1       207 

154               164 

Gallons 

253 
100 

64 

293 
124 

83 

327 
146 

100 

358 
166 
118 

387 
184 

^33 

413 

200 

146 

4tO             A62 

i! 

Horizontal  distance 

Vertical  distance 

213 

158 

224 
169 

571 
240 

175 

775 
259 
183 

Gallons 

313 
104 

64 

361 

130 

83 

404 
152 

lOI 

442 
176 
119 

478 
195 
135 

CII          C*f 

li 

Horizontal  distance 

Vertical  distance 

212 
149 

224 

163 

If 

Gallons 

Horizontal  distance 

Vertical  distance 

425 

no 

65 

490 
140 

8s 

548 
161 
104 

600 
188 
121 

649 
210 
138 

694 

230 
»54 

735 

243 
169 

Gallons 

556 
116 

65 

642 
147 

86 

717 
166 

105 

785 
'94 
124 

84Q 
218 
141 

907 
240 
158 

962 

255 
174 

1014 

2 

Horizontal  distance 

Vertical  distance 

»74 
189 

A  nozzle  if  inches  diameter,  under  207.9  ^^^^  head,  can  throw 
439  gallons  of  water  per  minute  158  ft.  high  or  213  feet  distant. 

Peat  is  recovered  by  dredging  channels  usually  cut  in  the 
heavy  bogs  deep  enough  to  ser\'e  for  drainage  and  for  nangation. 
The  peat  is  then  cut  in  blocks.  When  it  occurs  above  water  the 
fuel  is  quarried  in  steps  as  are  building  materials. 


PREFARATORY    WORK. 


I 


REFERENCES, 

TTie  Genesis  of  Certain  Auriferous  Lodes,  J.  R.  Don,  A.  I.  M.  E.,  VoU  1 
XXVn,  564;  The  Telluride  Ores  of  Cripple  Creek,  Kalgoorlie,  T.  A.  Rick- 
ard.  A,  I.  M.  E.,  Vol.  XXX,  708;  The  Greatest  Gold-producing  Mines,  J.  H. 
Curie,  Eng.  &  Min,  Jour.,  Nov.  7,  1903;  The  Geologist  in  Matters  of  Prac- 
tical Mining,  J.  E.  Spurr,  Eng.  &Min.  Jour.,  April  II,  1903;  Mining  Geology, 
G.  J.  Binns,  N.  Z.  Mines  Rec,  Dec.  16,  1901 ;  Our  Coal  Resources  and  Con- 
sumption, Profs.  Hail  and  Jevons,  Jour.  Gas  Light.,  Feb.  20,  1900;  The  Dis; 
covery  of  New  Gold  Districts,  H.  M.  Chance,  A.  I.  M.  E.,  Vol.  XXIX,  224; 
Connellsville  Coal  Region,  W,  C.  Irvin,  E.  &  M.  Jour.,  Mar.  24,  1900;  The 
Ducklown  Copper  Mining  District,  S.  W.  McCaliie,  Eng.  &  Min.  Jour., 
Oct.  4, 1903;  Some  Notes  on  the  Nome  Gold  Region  of  Ala.ika,  F.  C,  Schrader 
and  A.  H.  Brooks,  A.  I.  M.  E.,  Vol.  XXX,  236;  The  Coal-mining  Industry 
of  ihe  United  Kingdom,  R.  A.  S.  Rcdmaj-ne.  Engineering  Mag.,  Dec.  1903. 

The  Prospecting  Density  Rule,  J.  H.  PoUock,  A.  1.  M.  E.,  Vol.  XXIX, 
a8i;  The  Equipments  of  Camp. Expeditions,  C,  H,  Snow,  A.  I.  M.  E.,  Vol. 
XXIX,  157;  Bibliography  of  Mexican  Geology  and  Mining,  R.  A.  Santillan, 
A.  I.  M.  E.,  Vol.  XXXII,  605;  A  Glossary  of  Spanish  American  Mining  and 
Metallurgical  Terms,  A.  S.  Dwight,  A.  I.  M.  E,,  Vol.  XXXII,  571;  Histori- 
cal Sketch  of  Mining  Legislation  in  Merico,  E.  M.  Baco,  A.  I.  M.  E.,  VoL 
XXXII,  520;  A  Synopsis  of  the  Mming  Laws  of  Mexico,  R.  E.  Chism, 
A,  LM.E.,  Vol.  XXXITI,  3;  Mining  Rights,  Foreign:  Germany,  Austria,  ColL 
Guard.,  Dec.  4,  1896,  1063;  Laws  as  to  Corporations,  etc,  in  U.  S.  Domain, 
Coll.  Guard,,  July  1897,  105;  Mining  Gold  Ores  in  California,  general  article 
State  Min.  Bureau,  loih  Report,  1852;  Tunnel  Decisions  in  Colorado,  and 
Editorial.  E.  &  M.  Jour.,  May  23,  1897,  515. 

Our  Coal  Resources  and  Consumption,  Profs,  Edward  Hall  and  Stanley 
Jevons,  Jour.  Gas  Light.,  Feb,  20,  1900;  Development  of  the  Connellsville 
Coal  Region,  W.  G.  Irvin,  Eng.  &  Min,  Jour,  Mar.  34,  1900. 

Placer  Mining,  Illustrated,  by  A.  Lakes,  Coll.  Guard,,  Eng,,  May  i8q6,  argj 
Mining  Methods  in  Peru,  S.  of  M.  Quan.,  XV,  219;  Hydraulic  Mining, 
Strength  of  Beams  for  Flumes,  Win.  &  Sri.  Press,  May  29,  1897,  453; 
Modem  Dredging  Plant,  Min.  8:  Sd.  Press,  Mar.  24,  1900;  Hydraulic 
Sluicing  in  CoUingwood  District,  Logan,  N.  Z.  Mines  Rec.,  Feb.  16,  1900; 
and  Hydraulic  Mining,  E,  B.  Wilson. 

Cleavage  Development,  Journal  Geology,  IV,  4  pages,  444. 

Colliery  Surface  Arrangements,  Ernest  H.  Thomas,  Coll.  Guard.,  Mar. 
30,  1900 

A  Modem  Dredger  Mining  Plant,  Min.  &  Sci.  Press,  Mar.  24,  1900, 


CHAPTER  m. 

METHODS  OF  MINING. 

Exploitation. — ^The  plan  pursued  for  winning  minerals  and 
making  them  available  for  use  is  termed  exploitation,  while  the 
general  term  mining  is  applied  to  the  labor  of  excavation. 

For  the  purpose  of  exploitation  mineral  deposits  may  be 
classified  according  to  their  shape  and  inclination  into  those 
which  are  of  irregular  shape  and  those  which  are  tabular  in 
form.  The  former  are  mined  by  open  cuty  quarry,  stripping, 
or  the  hydraulic  process,  with  or  without  the  aid  of  a  dredger  or 
steam-shovel,  as  they  are  usually  superficial  in  position  and 
their  contents  friable  or  soft.  The  latter  are  composed  of  com- 
paratively hard  material  and  are  extended  in  a  horizontal  or 
vertical  direction  with  some  degree  of  uniformity.  Their  con- 
tents are  recovered  by  some  system  of  Underground  Mining. 

The  character  and  depth  of  the  superficial  covering  may 
determine  the  choice  of  method  for  some  deposits  which  occur 
in  tabular  masses.  The  relative  convenience  and  cost  of  remov- 
ing the  cover,  and  the  increased  expense  of  supporting  it  above 
the  subterranean  works,  constitute  the  decisive  clement.  Open- 
cut  mining  may  be  profitable  when  the  quantity  of  superficial 
material  to  be  stripped  from  the  surface  does  not  exceed  one 
half  of  a  foot  depth  for  each  foot  of  thickness  of  material  in  the 
deposit,  and  where  the  quality  of  the  cover  is  such  as  can  be  easily 
removed  by  the  steam-shovel. 

Open-cut  Mining. — The  method  of  extracting  the  iron  ore 
in  the  Mesaba  range  in  Minnesota  as  adopted  by  the  Iron  Mining 
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Company  consists  in  stripping  the  surface  malerial  by  a  steam- 
shovel  of  the  dipper  type.  This  machine  has  a  radius  of  action  of 
15  feet  and  excavates  and  delivers  the  dirt  to  cars  of  [he  stand- 
ard railroad  gauge.  A  cut  is  first  made  for  a  certain  distance  and 
width  in  which  the  track  is  laid  to  admit  the  machine.  The 
steam-shovel  excavates  the  dirt  on  one  side  of  the  cut,  delivering 
h  on  tlic  other  aide,  and  stripping  the  surface  for  the  depth  of  cut 
to  the  boundaries  of  the  property.  The  shovel  is  returned  to  its 
starting- point,  and  from  the  side  cut  where  the  dirt  has  been 
stripped  a  new  track  is  laid  and  the  work  proceeds,  while  cars 
are  loaded  on  the  first  track.  The  stripping  advances  over 
the  entire  area  to  the  level  of  the  track.  Several  steam-shovels 
strip  in  a  similar  manner  until  the  ore  body  has  been  exposed. 
The  usual  depth  of  a  cut  is  20  feet;  beyond  that  there  is  danger 
of  the  bank  caving  and  causing  injury  to  men  and  machinery. 
Occasionally  deep  holes  are  drilled  and  chambered  into  the  bank 
ahead  of  the  machine,  into  which  several  kegs  of  powder  are 
loaded  and  blasted  for  the  purpose  of  loosening  the  ore  for  the 
work  of  the  shovel. 

The  attack  u[K>n  the  iron  ore  proceeds  in  the  same  manner 
as  in  the  surface  material — in  benches  of  a  width  of  30  feet,  con- 
taining one  track  for  cars  and  a  short  seclion  of  track  for  the 
machine.  The  product  per  shift  of  ten  hours  b  1800  tons, 
though  there  are  records  of  a  daily  product  of  3544  tons. 

The  cost  of  stripping  and  wasting  the  mineral  of  a  coal-bed, 
under  the  most  favorable  condition.^,  is  approximately  20  cents 
per  cubic  yard,  whether  machines  are  employed  or  hand  labor 

-  alone  is  utilized  for  extraction.  The  sole  advantage  in  the  intro- 
duction of  machinery  is  the  rapidity  with  which  work  can  be 
prosecuted  and  the  increased  area  of  stripping  which  is  possible. 
These  are  the  determining  features  in  situations  where  the  co\'er 
is  thick  and  the  working  season  short.  Inasmuch  as  the  rail- 
road approach  to  the  several  benches  on  which  operations  are 
conducted  must  also  be  lowered  with  the  progress  of  the  work, 
it  soons  happen  that  its  grade  becomes  excessive  and  the  traffic 

-  is  interfered  with  unless  a  corresponding  increase  in  the  length 
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of  the  approach  be  made.  This  necessitates  a  deep  open  cut 
for  extensive  work,  or  a  tunnel  through  which  the  raibx>ad  cars 
may  be  drawn  to  the  works. 

The  Milling  System. — When  a  limit  has  been  reached  for 
economical  depth  in  the  quarry  an  underground  process  may  be 
introduced  in  combination  with  the  open  cut.  This  is  termed 
milling,  and  has  been  practised  to  advantage  in  the  Lake  Superior 
iron  region.  A  mill  is  a  hole  made  in  the  rock  or  ore  connecting 
an  upper  with  a  lower  level  of  the  deposit,  through  which  material 
is  sent  down  to  the  level  below.  In  the  s)rstem  mentioned  above 
the  tunnel  is  driven  large  enough  to  admit  railroad  cars  into  the 
deposit,  which,  at  distances  of  two  car-lengths  apart,  is  connected 
with  the  surface  by  mill-holes  sunk  from  the  surface  or  from  the 
level  above  previously  worked  by  steam-shovels.  At  the  bottom 
of  the  mills  are  chutes  for  loading  into  cars  the  ore  blasted  down 
at  the  surface  and  delivered  through  the  mills,  to  be  thence  hauled 
out  of  the  tunnel. 

This  system  of  mining  is  very  successfully  loading  a  train  of 
twenty-five  20-ton  cars  per  hour. 

Stripping  Anthracite  Coal. — ^A  lenticular  coal  basin  at  Latti- 
more,  Pennsylvania,  is  attacked  by  stripping  and  underground 
work.  The  depth  at  the  centre  of  the  deposit  is  about  100  feet. 
After  stripping  the  earth  cover  from  the  coal  a  slope  is  sunk 
on  the  foot-wall  of  the  basin  to  the  centre  or  lowest  point  of  the 
deposit.  Levels  are  driven  along  the  strike,  and  rooms  turned 
right  and  left,  which  are  worked  upward  to  the  surface,  the  coal 
being  allowed  to  fall  to  the  level  below.  Here  it  is  loaded,  trammed 
to  the  slope,  and  hoisted  out  of  the  mine.  The  product  of  the 
mine  is  limited  only  by  the  facilities  for  transportation. 

Underground  Mining. — ^The  deposits  having  a  tabular  form 
are  of  two  types:  beds,  or  seams,  occurring  nearly  horizontal, 
and  veins  whose  inclinations  approach  the  vertical.  The  former 
extend  laterally  over  a  considerable  territory  and  under  conditions 
which  are  quite  uniform  throughout,  permitting  a  s)rstem  of 
mining  to  be  promptly  selected.  Veins  present  so  many  eccen- 
tricities which  increase  with  the  progress  of  the  work  that  the 


METHODS  OF  MINING. 


37 1 


early  operations  are  somewhat  tentative  until  the  property  has  ' 
been  thoroughly  explored. 

Deposits  of  coal,  iron  ore,  and  minerab  occurring  in  the  stratified  ' 
rocks  are,  with  rare  exceptions,  flat.  They  have  a  greater  regu- 
larity of  thickness,  inclination,  and  character  of  contents  than  do 
vein  deposits  in  the  metalliferous  regions  which  are  encased  in 
hard  rock,  occupy  a  vertical  position,  and  are  subject  to  changes 
not  only  in  dimensions  and  depth,  but  even  in  the  character  of 
their  mineral.  The  brittieness  of  the  two  minerals  is  markedly 
different.  Coal  must  be  delivered  in  large  sizes  for  the  market, 
while  metalliferous  ores  are  just  as  valuable  when  pulverulent  as 
in  the  lump.  The  entire  contents  of  the  coal-bed  can  be  utilized 
and  arc  salable,  and  hence  are  extracted  as  completely  as 
possible.  On  the  other  hand,  in  the  precious  metal  deposits 
not  one  tenth  of  the  contents  between  the  walls  is  of  sufficient 
value  to  warrant  hoisting  to  the  surface;  the  remaining  nine 
tenths,  being  valueless,  must  be  stowed  away.  These  radical 
differences  in  the  character  of  the  deposits  require  distinct  systems 
of  extraction  for  coal  and  for  ore,  and  hence  they  will  be  treated 
separately. 

In  one  respect  only  is  the  mining  of  coal  and  the  mining  of 
other  minerals  conducted  alike.  The  operations  progress  to  the 
rise  or  upon  the  slope  except  on  exceedingly  rare  occasions, 
when  precious  metals  may  be  worked  downward. 

The  thickness  and  pitch  of  the  mineral  deposit,  the  thickness 
and  nature  of  its  cover,  the  direction  and  its  outcrop,  the  mechani- 
cal and  physical  character  of  its  rock  or  mineral  having  thus 
been  ascertained,  the  place  of  opening  and  the  character  of  the 
entry  into  the  mine  are  selected  according  to  the  principles  dis- 
cussed in  the  previous  chapter.  The  directions  of  the  gang- 
ways to  be  used  for  haulage  and  of  the  rooms  for  economical 
work  are  next  determined  in  connection  with  the  system  to  be 
adopted.  After  this  the  vein  or  bed  is  blocked  out  and  is  ready 
for  mine  operations. 

Systems  of  Mining :  Beds. — According  as  it  may  be  desirable 
or  necessary  to  support  the  stratum  above  the  mineral  bed  or 
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allow  it  to  fall,  the  mineral  should  be  removed  in  two  distinct 
operations,  or  should  be  extracted  in  its  entirety  at  once.  The 
first  is  the  pillar-and-room  system,  in  which  chambers  or  rooms 
are  cut  out  at  various  points,  isolated  from  one  another  by 
untouched  portions  of  the  bed,  and  the  mineral  from  them 
extracted  on  the  advance  from  the  shaft  or  entry  toward  the 
boundaries.  The  remainder  of  the  deposit  is  attacked  on  the 
return.  This  system  is  applicable  where  the  roof  is  sufficiently 
strong  to  be  left  with  a  partial  support. 

The  second,  langwall  system,  contemplates  the  extraction  of 
the  entire  contents  of  the  bed  in  one  operation.  It  is  employed 
when  the  roof  is  treacherous  or  weak  and  cannot  be  economically 
secured.  No  effort  is  then  made  to  support  it.  By  this  plan 
the  entire  width  of  the  coal  property  is  attacked  simultaneously; 
or  mining  may  progress  circumferentially  and  outward  to  the 
boundaries,  removing  the  entire  mineral  contents;  or  all  coal 
may  be  removed  while  progressing  in  the  opposite  direction 
from  the  boundaries  to  the  shaft.  These  methods  are  known  as 
the  longwall  advancing  and  langwall  retreating  systems. 

Naturally  the  simplest  method  of  attacking  the  mineral 
would  be  to  complete  a  series  of  breasts  as  wide  as  the  nature 
of  the  roof  or  the  walls  would  permit,  and  opening  them  when 
the  main  headings  have  been  carried  to  the  extreme  boundaries, 
leaving  the  mineral  intact  except  for  the  necessary  roads.  The 
breasts  are  mined  out  as  rapidly  as  possible  on  the  return  home- 
ward toward  the  shaft.  This  plan  of  mining  retreating  represents 
the  maximum  degree  of  safety  for  miners,  who  are  then  working 
in  solid  mineral.  It  is  economical  for  operators,  who  may  recover 
the  entire  deposit.  The  cost  of  mine  timber  is  far  less,  and  the 
product  per  acre  greater,  than  by  mining  outward  from  the  shaft. 
But  the  plan  requires  patience  and  a  large  capital,  particularly 
if  the  area  to  be  mined  is  large  or  the  royaUy  to  be  paid  is  great. 
It  cannot  be  unconditionally  recommended. 

Systems  of  Mining  Veins. — The  systems  employed  in  recovering 

"imineral   from  veins  are  essentially  the  same  as  for  beds   with 

such  modifications  as  are  due  to  the  increase  in  pitch.      The 
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rock  to  be  supported  is  the  v<:m  matter  itself,  v.-hile  the  rock  adjoin- 
ing the  vein  exerts  little  pressure  upon  the  veio  matter.  Hence 
ihe  character  and  strength  of  the  vein  matter  determines  the 
choice  of  the  system.  In  strong  mineral  and  hard  coal  the  pillar- 
and-room  system  b  adopted.  In  metalliferous  districts  the 
rooms  for  the  first  excavations  are  called  stopcs,  and  the  system 
is  a  sloping  system.  The  longwall  system  as  applied  to  veins 
consists  in  the  attack  of  their  contents  over  a  broad  area  and 
allows  the  friable  materials  to  cave  without  restraint.  The  broken 
mineral  contents  arc  then  removed  and  replaced  by  additional 
material  caved  from  above.  This  continues  until  the  lift  has  been 
exhausted.     This  caving  system  is  much  in  vogue  in  iron  mines. 

Two  modifications  bearing  resemblances  lo  both  of  the  typical 
systems  are  also  in  extensile  use,  one  being  known  as  the  square^    \ 
set  system  and  the  other  as  the  filling  system.      In  these  the  area  1 
of  attack  is  broad,  but  the  roof  is  not  allowed  to  cave.     The  exca-  "^ 
vations  arc  filled  as  rapidly  as  it  is  possible  lo  supply  the  material 
for  support.      In  the  square-set   system  a  massive   cribwork  of 
limbers   is   built    into   position.      In    the  filling  system  foreign 
materials  are   lowered    into  the   mine   from  abo\'e,  spread 
packed  into  the  rooms  immediately  behind  the  miners  who  are: 
engaged  in  extracting  mineral. 

Systems  of  Mining  Coal, — The  two  typical  systems  employed 
for  extraction  of  coal  arc  the  pitlar-and-room  and  the  longwall 
previously  described,  The  longwall  s>-5tem  is  employed  for 
thin  seams  of  coal,  or  for  thick  seams  di\-ided  into  thin  layers  by 
partings,  and  having  regular  lhicknc.s.s,  a  uniform  pitch,  weak 
roof,  soft  floor,  and  the  bed  deep.  The  inclination  of  the  beds 
for  the  longwall  system  must  not  exceed  10°. 

For  the  pillar- and -room  method  the  vein  may  be  thick,  the 
material  for  filling  and  gob  may  be  absent,  the  vein  shallow, 
the  coal  soft,  and  the  scams  irregular  in  thickness  and  eccentric 
in  pitch. 

As  not  all  of  the  conditions  favorable  for  either  system  exist 
in  a  given  mine,  the  choice  must  be  indicated  by  the  compara- 
tive merits  of  the  majority  of  favorable  conditions  of  greatest 
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importance  from  an  economical  standpoint.  No  system  can 
entirely  satisfy  all  the  conditions;  hence  a  compromise  inevitably 
results  in  adopting  the  least  objectionable  system,  with  such 
modifications  as  have  been  evolved  from  local  conditions  or  are 
based  upon  the  structural  difl&culties  encountered  in  the  given 
mine.  The  widths  and  directions  of  the  rooms  or  the  stalls  for 
attack  *  the  mode  of  recovering  the  mineral  from  the  pillars,  and 
the  process  of  filling  and  packing  the  excavations  vary  in  locali- 
ties and  mines  and  cause  a  departure  from  the  typical  method 
in  some  cases  to  such  an  extent  that  the  identity  is  almost  lost. 

The  Longwall  Advancing  System. — ^This  system  consists  in 
driving  gangways  from  the  shaft,  leaving  around  the  latter  an 
ample  pillar  for  security  (Fig.  i).  When  its  boundaries  have 
been  reached  the  gangways  are  extended,  the  miners  proceeding 
to  the  right  and  left  from  them,  cutting  the  coal  while  advancing 
from  the  shaft  and  throwing  behind  them  such  waste  and  debris 
as  are  produced  during  the  operations.  No  eflFort  is  made  to 
support  the  roof  beyond  that  which  is  necessary  for  the  pro- 
tection of  the  men  for  ten  yards  back  of  the  face.  The  gang- 
ways serving  as  roads  are  carried  with  the  progress  of  the  work 
by  building  pack-walls  out  of  the  material  obtained  from  the 
debris.  They  are  advanced  radially.  Each  length  of  working 
face  is  a  stall.  When  two  miners  are  assigned  to  a  stall  of 
about  30  feet  each,  the  gangways  or  haulage  roads  serving  two 
stalls  60  feet  long  are  not  over  60  feet  apart.  This  neces- 
sitates building  additional  roads  to  reduce  the  miners'  length  of 
haul. 

The  numerous  stalls  extend  in  one  continuous  straight  line, 
as  in  Figs,  i  and  4,  or  a  curved  line,  as  in  Fig.  2,  without 
any  comers  or  breaks.  The  roof  either  bends,  yields,  and  closes 
upon  the  excavation,  or  it  breaks  freely  and  fills  the  space  which 
is  known  as  the  gob.  The  subsidence  of  the  roof  is  communicated 
to  the  overlying  strata  and  will  often  extend  hundreds  of  feet 


*  The  reader  will  find  in  the  appendix  the  definitions  of  the  various  technical 
tenns  employed  in  this  chapter  and  elsewhere  throughout  the  book. 
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toward  the  surface.     Hence  the  bed  must  be  deep  or  the  strata 
firm,  if  the  surface  land  is  not  to  be  injured. 

The  Scotch  System.— A  system  of  mining  known  as  the  45** 
system,  and  by  some  as  the  Scotch  system  of  longwall,  is  shown 
in  Fig.  2.  The  main  entries  aa  are  at  right  angles  to  each  other, 
being  turned  from  the  right  and  left  from  the  upcast  shaft  c.  The 
gangways  bb  are  turned  at  an  angle  of  45°  from  the  main  entries. 


Ich  Ijongwall  Systi 

The  shaft  pillars  p  are  left  untouched;  the  dimensions  of  each  are 
discussed  in  Part  II,  Chapter  I.  The  face  of  the  main  entry  is 
advanced  with  a  width  of  30  feet,  allowing  la  feet  between  the 
pack-walls,  or  9  feet  on  each  side.  Miners  turning  from  right  or 
left  of  the  head  of  the  entry  break  the  coal  over  its  entire  face  and 
advance  outward,  shipping  the  mineral  through  the  roads.  The 
pack-walls  are  extended  on  either  side  as  fast  as  the  face  pro- 
gresses. The  roads  are  so  driven  as  to  leave  from  120  to  180 
feet  of  face,  according  to  the  nature  of  the  room. 

Cutting  the  Coal.— The  process  of  mining  the  coal  is  shown  in 
Fig.  3  at  a,  where  a  groove  is  cut  in  the  floor  or  near  the  Soot 
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bjr  pick  or  by  machine.  Two  rows  of  props  bb  arc  placed  parallel 
to  the  face  and  at  such  distances  from  it  as  to  gi\'e  ample  support 
without  interfering  with  the  work  of  the  miner.  The  sprag  c 
supports  the  comer  of  the  underhold  coal  while  the  miners  arc  at 
work.  The  sprags  are  removed,  allowing  the  roof  to  release  the 
coal  as  soon  as  the  length  of  the  stall  has  been  undermined.  No 
powder  is  used,  the  pressure  of  the  roof  being  employed  for  the 


Fig.  3. — A  Cross^seclion  at  the  Longwall   Face. 

purpose.  The  slate  and  dftiris  arc  thrown  on  the  gob  behind 
the  men;  the  back  line  of  props  is  withdrawn  and  advanced  in 
front;  the  track  is  advanced  in  sections  parallel  to  the  face;  and 
the  operation  is  repeated  for  another  3  to  5  feet  according  to 
the  depth  of  the  groove.  If  the  roof  is  weak,  little  space  is  left 
ior  the  track  and  the  gob-roads  are  nearer  together,  the  stall 
being  shorter. 

When  the  inclination  of  the  coal-seam  exceeds  10°  the  com- 
ponent of  the  vertical  pressure  of  the  overlying  strata  transmitted 
ty  the  roof  to  the  coal  parallel  to  the  bed  of  the  vein  causes  a 
side  pressure  or  "swing"  which  lends  to  produce  slip  in  the  coal. 
This  is  serious,  and  if  the  curved  face  of  the  stall  will  not  provide 
for  it  the  system  must  be  abandoned. 

Usually  the  mining  is  conducted  by  day,  while  the  construction 
cf  the  pack-walls  and  the  driving  of  gob-roads  proceeds  at  night. 
If  it  is  necessarj'  to  operate  in  two  shifts,  the  stalls  are  worked 
alternately  from  the  main  entries. 

The  Demerits  of  the  Longwall  System.— The  success  of  the  sys- 
tem depends  upon  the  nature  of  the  roof  and  its  behavior  when 
the  coal  is  removed.     It  should  be  brittle  and  weak.     A  tougb 
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flexible  roof  is  unsuitable  and  may  re^juire  blasting  down  ta 
relieve  the  pressure  upon  the  coal.  The  roads  which  are  main- 
tained through  the  excavations  are  called  the  gob-roads^  and  here- 
in h'es  the  serious  objection  to  this  system.  The  fracturing  of 
the  roof  which  is  the  essential  element  of  success  tends  also  to 
close  the  roads,  increase  the  expense  of  mining,  and  endanger  the 
lives  of  the  men.  The  roof  and  floor  are  continually  being  cut  into 
to  maintain  sufficient  height  for  the  travel  in  the  roads.  The  length 
and  number  of  the  latter  increase  with  the  progress  of  the  work, 
and  the  cost  of  their  maintenance  becomes  a  serious  one.  If 
the  boundary  is  a  great  distance  away,  the  expense  of  keeping; 
them  open  may  be  so  great  as  to  necessitate  a  discontinuance  of 
the  system.  The  liability  of  the  material  in  the  gob  to  spon- 
taneous combustion  and  fire  is  an  additional  serious  danger.  A 
fire  once  begun  cannot  be  extinguished  without  the  entire  removal 
of  the  waste.  It  is  impossible  to  make  the  pack-walls  air-tight. 
Ventilation  presents  difficulties,  for  the  numerous  roads  must 
receive  separate  air-currents,  while  the  working  face  may  easily 
be  ventilated  by  a  single  continuous  current. 

Longwall  Retreating. — ^This  is  considered  a  better  and  safer 
s)rstem,  as  the  roof  pressure  is  supported  by  the  solid  coal  while- 
the  work  is  proceeding  toward  the  shaft.  The  waste  produced 
in  mining  is  allowed  to  accumulate  behind  the  men  where  the- 
roof  closes  upon  the  gob.  There  is  no  danger  of  any  section  of 
the  mine  being  closed  by  collapse,  nor  is  there  any  fear  of  spon- 
taneous combustion. 

In  Fig.  4  is  shown  a  system  of  opening  the  mine  by  longwall' 
retreating.  The  four  pairs  of  entries  aa  are  started  from  the 
downcast  shaft  and  driven  at  right  angles  to  one  another  to  the 
boundaries  between  them;  entry  pillars  cc  are  left  about  40  feet 
thick  with  breakthroughs  at  intervals  of  100  feet  apart.  When 
the  entries  have  reached  within  300  feet  of  the  boundary  gangways 
dd  are  driven,  and  at  right  angles  to  them  the  face  entries  ee,  at 
intervals  of  200  or  300  feet.  From  their  heads  the  stalls  are  turned 
off  to  the  right  and  left,  opening  a  continuous  face  of  coal.  Mining, 
is  then  commenced.     The  rails  are  laid  and  the  haulage-waysv 
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«  moved  from  the  entries  ee,  where  they  are  no  longer  of  sen-ice. 
Work  is  simultaneously  commenced  in  the  haulage-ways  nn  to 
prepare  for  the  continuance  of  the  retreat  from  ihe  gangways 
dd  as  soon  as  the  operations  have  been  completed  on  the  face 
entries  ee. 

The  main  haulage-ways  are  in  the  return  airways  to  the 
upcast  and  hoisting  shaft  «.  Entries  crossing  ihe  intake  air- 
ways are  carried  over  by  air-bridges,  Chapter  XIV. 


Fig.  a,-- — Longwall  System  of  Mining  Retreating. 

Occasionally,  when  the  roof  is  very  weak,  the  gangways  are 
driven  singly  and  connected  by  cross-cuts  60  feet  apart  instead 
of  being  dri\en  in  pairs.  This  method,  however,  is  productive 
of  a  greater  amount  of  narrow  work  and  a  greater  expense  in 
ventilation. 

The  Combination  Longwall  System. — In  Fig.  5  is  illustrated 
a  combination  of  the  retreating  and  advancing  systems.  A 
portion  of  the  bed  above  the  bottom  of  the  shaft  is  worked  by  the 
advancing  system,  while  that  below  is  driven  by  the  retreating 
system.     The  seam  is  16  feet  thick,  but  does  not  prove  very  profit- 
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able  because  of  a  considerable  expense  incurred  in  driving  I 
entries  while  planning  iho  works.     However,  when  properly  eX* 
ecuted  it  will  relieve  the  roof,  though  there  is  always  danger  o^ 
a  suspension  of  its  subsidence  which  interferes  with  the  "swing," 
and  also  in  a  collapse  along  an  unexpected  line. 

The  mining  to  the  rbe  is  conducted  advancing  in  section  AJ 
while  in  section  B  the  operations  arc  in  retreat. 


Fig.  5. — A  Combination  of  Retreating  and  Advancing  Longwall  Systems. 

Comparative  Merits  of  Longwall  Retreating  and  Longwall  j 
Advancing. — In  the  matter  of  ventilation  the  rc-trcating  system  I 
is  more  perfect  than  the  advancing  system,  as  it  can  be  regulated 
to  belter  advantage.  No  danger  need  be  apprehended  from  the 
evolution  of  gas  from  the  waste.  The  cost  of  mining  is  the  same 
in  both  systems,  but  the  expense  of  making  pack-walls  and  of 
opening  and  maintaining  the  roads  is  far  greater  than  the  in- 
creased cost  of  driving  the  narrow  gangways  through  the  solid 
coal.  The  lai^e  initial  outlay  in  longwall  retreating  for  the  four 
pairs  of  main  entries  out  to  the  extreme  boundary  of  the  property, 
and  for  laying  tracks  the  entire  length,  and  the  long  period  of 
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waiting  for  the  returns,  constitute  tlie  chief  obstacle  to  its  more 
ready  acceptance.      But   its   aggregate   advantages   warrant    its 
■employment  under  all  circumstances  where  the  longwall  sj-stem  is  4 
at  all  applicable. 

The   Nottingham    or   Barry   Hodlfication    is    employed   for  I 
mining  splint  coal  of  live  feet  in  thicioiess  with  a  strong  roof  and  a  1 
clay  floor,     In  this  the  gangways  are  6  feet  wide  in  the  solid  coal,  \ 
with  zo-fool  pillars  between  them  and  the  cross-enlries  200  feet 
apart.     From  these  are  driven  flats  120  feet  apart  and  200  feet  ! 
long,  the  coal  being  attacked  "long  horn,"  Fig.  9,  and  to  the  rise. 
The  cars  travel  along  the  working-face.     Eight  miners  are  cm- 
ployed  on  each  stall  of  120  feet,  and  produce  large  coal  at  low  J 
cost,  with  an  excellent  yield  per  acre. 

In  one  mine,  changing  from  room-and-pillar  to  longwall,  the  ' 
coal  was  opened  by  butt -entries  on  both  sides  of  the  gangways  until  I 
their  faces  met,  the  stalls  being  48  feet  wide.  The  coal  was 
strong  and  had  a  regular  cleat  overlaid  by  a  slate  lop  with  a  hard  1 
floor.  It  wail  blasted,  not  undercut,  and  37  tons  per  keg  of  | 
powder  were  obtained. 

Pillar-and-room  System. — The  second  sy-stem  of  mining  coal  1 
consists  in  driving  levels  and  ojiening  long  narrow  rooms,  from 
which  the  coal  is  extracted  while  advancing  from  the  shaft,  and 
in  leaving  pillars  on  either  side  of  untouched  coal  which  are  sub- 
sequently recovered  on  the  return.  The  rooms  are  frequently 
termed  stalls  and  breasts,  though  ihc  latter  term  is  more  cor- 
rectly applied  to  the  face  of  attack.  When  the  rooms  are  very  I 
broad  compared  with  their  length,  the  lerm  chambers  is  some- 
times applied  to  designate  them.  The  pillars  left  for  support 
are  also  called  ribs. 

This  system  is  a  survival  of  antiquated  methods  and  still  pre- 
vails to  a  greater  extent  in  the  United  States  than  elsewhere, 
rather  because  of  local  custom  than  from  any  special  merit 
which  it  possesses.  It  is  employed  where  the  material  for  filling 
or  gob  is  scarce.  A  great  diversity  exists  in  the  various  localities 
in  the  details  of  the  plan.  The  height  of  the  lifts,  the  direction 
■of  the  rooms,  their  dimensions,  the  forming  of  pillars,  the  rob- 
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bing  of  pillars,  the  taking  down  of  roof,  etc.,  vary  widely. 
Many  of  its  modifications  are  due  to  ph3rsical  conditions  of  the 
coal  and  roof,  though  the  latter  elements  do  not  always  receive 
the  consideration  due  them.  The  facility  with  which  the  detaib 
of  working  may  be  varied  to  suit  the  irregularities  of  pitch 
and  thickness,  the  rolls  in  the  strata,  etc.,  renders  it  especially 
acceptable  in  regions  of  geological  disturbances. 

The  necessity  for  economy  in  the  conservation  of  the  mineral 
is  not  imposed  upon  the  American  operator.  The  question  of 
output  per  acre  is  not  of  vital  importance,  and  mining  as  a  con- 
sequence is  conducted  here  in  rather  a  loose  manner.  Indeed, 
with  the  exception  of  culm-flushing  there  has  been  no  improve- 
ment  introduced  in  the  anthracite  exploitation  during  the  past 
sixty  years,  though  nimierous  mechanical  improvements  have  been 
utilized  to  economize  the  handling  and  preparation  of  the  coal. 

The  Typical  Room-and-pillar  Sjrstem. — ^As  stated  in  the  pre- 
vious chapter,  the  height  of  the  lifts  varies  with  the  thickness  and 
inclinalion  of  the  seams.  But  this  determined,  the  gangways 
are  driven,  after  which  the  rooms  are  turned  as  fast  as  practicable 
to  the  rise  or  up  the  slope  at  an  angle  depending  upon  the  pitch, 
as  in  Figs.  6  and  7,  or  on  the  mode  of  conveying  the  coal  from 
the  breasts  to  the  gangways.  The  jaws  or  necks,  oa,  of  the 
rooms  B  arc  about  6  feet  wide  for  a  distance  equal  to  that  allowed 
for  the  stump-pillars  A,  when  they  are  suddenly  enlarged  to  a 
working-face  of  20  or  30  feet,  as  time  and  the  condition  of  the 
roof  will  allow.  The  rooms  are  driven  regular  and  uniform 
to  a  length  of  from  eight  to  ten  times  their  width,  leaving  a 
chain-pillar  for  support  to  the  upper  level.  The  rooms  of  each 
lift  are  opened  progressively  to  the  boundary  as  fast  as  circum- 
stances will  permit. 

The  cost  of  driving  narrow  entries  and  headings  aa  and  cc 
is  so  high  that  modifications  are  introduced  whereby  the  jaws  aa 
are  made  as  short  as  possible  and  widened  out  to  the  full  face  of 
the  room,  thus  reducing  the  narrow  work  without  weakening  the 
stump-pillars.  The  pillars  P  left  between  the  rooms  are  unbroken 
except  for  three  or  four  small  breakthroughs  rfrf,  through  which 
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the  return  ventilating  air-current  passes  from  room  to  room  on 

its  way  to  the  upcast. 

Rock  Pressure. — As<iumh?  the  sperifir  gravity  of  rock  to  be 


2  6,  thtn  a  block  ha\ing  a  b^sf  of  i  .-|u,L,t  lu'  ii  .nnj  a  height 
of  12  inches  will  weigh  i, pound.  A  column  500  feet  high  will 
exert  a  pressure  upon  its  base  of  500  pounds  per  square  inch. 
Each  square  foot  of  rock  at  that  depth  below  the  surface  wili 
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receive  a  pressure  of  72,000  pounds  per  square  inch.  The  load 
which  a  pillar  of  coal  will  sustain  is  therefore  proportional  to 
its  depth  below  the  surface  and  the  area  of  its  base.  A  coal- 
pillar  35  feel  wide  and  200  feet  long  at  a  depth  of  500  feel  will 
receive  a  total  pressure  of  180,000  tons.  To  sustain  this  load 
without  suffering  injury  it  must  have  a  strength  at  least  equal 
to  two  or  three  times  the  load  thus  imjKJsed  upon  it. 

The  Strength  of  Coal.— Experiments  recently  conducted  upon 
the  crushing  strength  of  coal  have  obtained  values  ranging 
between  iCco  pounds  per  square  inch  and  2100  pounds  per  square 
inch.  The  value  for  the  ultimate  slrcnrjlh  of  coal  having  been 
determined  in  a  specific  car^,  it  is  possible  to  determine  the 
dimensions  of  a  pillar  required  to  sustain  a  given  load  trans- 
mitted to  it  from  the  roof. 

Owing  to  the  v;ide  range  of  values  obtained  for  the  crushing 
strength  of  coal,  it  is  advisable  that  each  cnriinecr  determine  the 
specific  value  for  the  coal  of  his  liKality,  determinini^,  thereupon, 
the  dimensions  of  the  pillars  to  be  u^-d  in  connection  with  this 
system  of  mining.  Sample  cubes  rhouid  be  r<;]ected  and  sawed 
from  various  portions  of  the  seam,  end  ihcir  strength  normal 
(he  bedding  ascertained  by  actual  lest.  They  should  be  pi 
cured  from  the  breasts  rather  than  the  pillars. 

Influence  of  Cleats  upon  the  Resistance  of  CoaI.~It  was 
shown  in  the  previous  chajjtcr  that  the  direction  of  the  cleavage 
of  coal  may  determine  the  direction  of  driving  the  rooms  and 
roads.  The  cleavage  may  also  determine  the  resislinr;  strength 
of  the  coal.  In  Fig.  8  is  illustrated  a  block  of  coal  with  its  hori- 
zontal bedding  cleavage  aa,  and,  extending  from  roof  to  floor, 
the  vertical  cleavage  bb,  as  well  as  the  butt-cleats  cc,  at  right 
angles  to  both.  In  all  coals  this  prismatic  structure  is  pronounced 
in  one  or  more  directions,  and  along  these  planes  a  slip  may  occur 
before  actual  crushing  ensues.  The  load  which  the  coal  can 
sustain  i".  therefore  less  than  its  actual  strength. 

In  Fig.  9  are  shown  arrows  indicating  the  directions  of  attack 
upon  the  lines  representing  the  plane  of  the  main  cleavage  66. 
The  butt-cleat,   line  cc,   presents  usually  a    hackly  appearance 
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when  exposed,  and  can  be  readily  distinguished  from  the  main 
cleats,  which  are  perfectly  smooth.  Adhesion  along  the  plane  of 
the  former  is  stronger,  and  hence,  when  conditions  of  haulage  do 


Fig.  8.— The  Cleats  in  Coal. 


not  prevent,  most  mining  is  conducted  in  the  direction  represented 
by  the  arrow  c  at  right  angles  to  the  main  cleat,  known  as  "face- 
on  work";  an  advance  in  the  direction  of  the  arrow  e  is  "end-on 
work"  mining;   and  in   the  direction  of  arrow  d,  "half  end-on 


The  Directions  of  Cleavage. 


work."  The  mining  of  coal  at  an  angle  greater  than  45°  and 
less  than  90°  is  said  to  be  "long  horn,"  arrow  g;  and  at  an 
angle  of  less  than  45°,  arrow  /,  is  called  "short  horn." 

In  Fig.  10  is  illustrated  the  columnar  struclurc  of  coal.  Across 
xVo  bixlcling  a  it  is  stronger  than  the  cleat  b,  reprLsenterl  by  the 
broken  lines.  In  the  horizontal  position  a  is  weaker  than  b  fFig. 
)T'.  In  the  inclined  position  (Fig.  12)  neither  cleavage  j>Iane 
i  in  il,';  original  jxtsition.  The  cleavages  receive  their  respective 
Ci':i;!i)ncnts  of  ihc  thrust  c,  the  component  a  acting  normal  to  the 
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bedding  planes  or  across  the  main  cleat,  while  the  component 
e  is  parallel  to  the  main  cleat.  The  amount  of  thrust  faUing 
normally  upon  the  bedding  plane  is  less  as  the  inclination  increases. 
Size  of  Coal-pillais. — The  width  of  the  coal-pillar  depends 
upon  the  strength  of  the  coal  and  the  depth  of  the  rock,  rather 
than  on  the  strength  of  the  roof.  When  the  rooms  are  open  each 
pillar  must  support  not  only  the  rock  immediately  o\'er  it,  but  also 
sustain  the  pressure  transmitted  to  it  from  the  roof  over  the  room. 
A  rigid  and  firm  roof  will  transmit  its  entire  pressure  equally  lo 
the  sides.  Hence  the  coal,  at  a  depth  of  500  feet,  in  the  pillars  25 
feet  wide  and  200  feet  long  between  rooms  zo  feet  wide,  will 
receive  a  pressure  equal  to  the  weight  of  a  mass  35  feet  wide,  200 
feet  long,  and  500  feet  high,  or  about  252,000  tons.  This  corre- 
sponds to  50.4  tons  per  square  foot.  So  long  as  this  is  less  than 
the  breaking  strength  of  the  coal  the  pillar  will  remain  intact.  If 
the  crushing  strength  lie  2000  pounds  per  square  inch,  the  stress 
upon  the  coal  is  less  than  half  its  ultimate  strength.  The  margin 
or  factor  of  safety  is  2.8.  This  factor  will  be  further  reduced  if  j 
the  planes  of  main  cleavage  are  pronounced  and  weak. 

At  a  depth  of  1400  feet  there  remains  no  margin  for  safety, 
the  limit  of  the  coal  resistance  being  reached  with  its  relation  of 
room  to  pillar.  Below  this  depth  the  pillars  must  be  wider  or  the 
rooms  narrower  if  the  system  b  to  be  pursued.  When  a  roof  is 
brittle  it  will  break  without  transmitting  its  pressure  to  the  pillar. 
The  pillar  is  relieved  of  some  pressure,  in  which  event  its  width 
is  not  necessarily  increased.  A  soft  floor  requires  a  broad  pillar 
to  distribute  the  thrust  over  a  large  area  of  the  floor.  Otherwise 
a  heaving  of  the  floor  ensues,  which  disturbs  the  tracks  and 
"creeps"  over  the  tcrritorj',  closing  rooms  and  airways. 

The  Relative  Dimensions  of  Pillars  and  Rooms. — The  width 
of  the  pillars  depends  upon  the  character  and  length  of  service 
they  are  to  perform.  Safety  demands  large  pillars,  but  ii.asmuch 
as  only  a  portion  of  their  coal  contents  is  recoverable  during  the 
second  working,  a  ver>-  large  percentage  of  the  total  in  the  tract  is 
lost.  A  rapid  production  demands  wide  rooms  which  can  be 
mined  by  machinery  and  exhausted  quickly,  but  they  require  a 
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good  roof  and,  in  turn,  broad  pillars  to  support  them.  The  rela- 
tion between  the  two  must  be  determined  by  local  conditions, 
observing  the  principles  mentioned  above.  Narrower  pillars  with 
wide  rooms  are  decidedly  wasteful  of  coal,  and  in  a  five-foot  seam 
with  ribs  of  12  feet  and  rooms  36  feet,  none  of  the  pillar  coal  is 
recovered,  whereas  in  a  6-foot  seam  with  12-foot  rooms  and 
28- foot  pillars  nearly  90  per  cent  of  the  coal  contents  are  sold, 
particularly  if  panel  pillars  are  also  employed  in  sections  of  the 
mine,  as  illustrated  in  Fig.  17.  The  usual  proportion  of  pillar  to 
room  is  about  3  to  2  for  the  average  depth  of  mining  as  pre- 
vailing at  present  in  America. 

As  an  illustration,  it  will  be  foimd  on  calculation  that  in  a 
mine  opened  with  rooms  of  12  feet  width  between  pillars  of  18 
feet  a  greater  concentration  of  labor  is  obtained,  and  there  are 
positive  sources  of  economy  over  that  possible  if  the  rooms  and 
pillars  alike  are  20  feet  wide.  Along  a  mile  of  gangway  176 
rooms  can  be  opened  in  the  former  and  but  132  rooms  in  the 
latter  design.  Though  the  aggregate  breast  length  is  less,  there 
will  be  more  rooms  for  simultaneous  work.  Or,  for  an  equal 
number  of  working-faces,  there  will  be  a  concentration  of  work 
by  the  narrower  pillars  and  rooms,  which  saves  3520  feet  of  track 
for  the  132  rooms;  haulage  will  be  less;  and  44  cars  can  be  ob- 
tained in  the  same  time  from  three  quarters  the  distance  of  that 
when  the  rooms  are  spaced  40  feet  apart.  In  robbing  the  pillars 
more  coal  will  also  be  recovered  from  the  relatively  thicker  pillars. 

The  width  of  pillars  is  increased  and  that  of  the  rooms  decreased 
as  the  depth  of  the  vein  is  great.  The  limit  to  an  economical 
application  of  this  system  is  reached  when  the  rooms  are  reduced 
to  an  unprofitable  portion  of  the  deposit.  At  a  depth  of  700 
feet  they  contain  less  than  30  per  cent  of  the  total  contents  of 
the  vein.  At  1600  feet  depth  the  pillars  leave  only  25  per  cent  of 
the  coal  for  the  rooms;  while  at  2000  feet  the  rooms  are  one 
fourth  as  wide  as  the  pillars,  and  are  capable  of  producing  not 
more  than  15  per  cent  of  the  total  coal. 

The  general  impression  that  coal-pillars  and  beds  of  steep 
pitch  are  less  stnong  than  those  in  flat  beds  is  untrue  unless  a 
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deformation  of  the  strata  has  produced  a  fissility  in  it.  Their 
resistances  are  equally  great  and  their  life  as  great,  being  dimin- 
ished only  by  a  protracted  period  of  pressure  and  by  alterations  of 
temperature  and  humidity  which  injure  the  integrity  of  the  pillar. 
This  is  independent  of  the  inclination  of  the  bed. 

There  is  an  economical  limit  to  the  narrowness  of  the  rooms, 
based  not  upon  physical  laws  but  upon  an  artificial  law  by 
which  a  working-face  of  less  than  15  feet  is  considered  in  many 
coal-fields  as  "narrow  work,"  making  the  cost  of  driving  such 
rooms  greater  per  foot  of  length  than  that  of  wider  rooms.  More- 
over, narrow  rooms  do  not  admit  of  an  improvement  of  machine- 
cutters  or  large  gangs  of  loaders,  and  therefore  increase  the  cost 
of  coal. 

The  Mode  of  Delivering  the  Product  from  the  Face  to  the 
Entry.— The  most  important  problem  in  mining  is  the  method 
of  transporting  the  mineral  from  the  working-face  to  the  cntr\*  or 
gangway-  It  usually  determines  the  plan  of  operations.  WTien 
the  vein  is  vertical  or  nearly  so  the  mineral  may  be  dropped 
through  mill-holes  or  chutes  to  the  cars  in  the  level  below  (Fig.  87), 
or  lowered  by  means  of  a  self-acting  incline  (Fig.  115).  In  the 
anthracite  region  the  working-face  is  termed  a  breast.  Here  the 
broken  coal  is  allowed  to  accumulate  in  the  batteries  (Fig.  13), 
which  are  loaded  at  the  coal  face  and  more  or  less  completely 
emptied  at  the  foot  from  a  platform,  the  flow  of  mineral  being 
controlled  by  a  gate.  So  long  as  the  pitch  exceeds  the  natural 
slope  of  broken  rock,  40°,  the  coal  will  roll  or  slide  on  the  rock 
bottom  without  the  necessity  for  Uning  the  latter.  The  sides 
may  be  built  of  plank  spiked  to  the  props,  reaching  diagonally 
from  the  floor  to  the  roof,  and  the  lower  portion  closed  by  a 
gate  or  door  with  a  platform.  By  keeping  the  chute  or  battery 
full  of  coal  and  emptying  only  the  excess  through  the  gate,  the 
loss  from  attrition  will  be  slight.  This,  of  course,  is  not  pos- 
sible with  bituminous  coal.  At  a  grade  flatter  than  40°  the 
chute  must  be  floored  with  wood  or  iron,  but  below  18°  soft 
coal  will  neither  slide  nor  roll.  If  the  working-room  is  large, 
the  breasts  wide,  or  the  vein  thick,  the  chutes  are  carried  up  with 
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the  work,  one  on  each  side  of  the  waste  filling.  In  small  rood 
the  chutes  are  built  centrally  with  the  manway  compartmetri 
alongside  of  them  (Fig.  13). 

Beds  having  an  inclination  between  18°  and  6°  from  the  hctf 
zontal  are  the  most  difficult  to  provide  with  an  economical  metho( 
of  transportation.     They  are  too  flat  for  self-acting  s>'stems  aiu 
too  steep  for  any  simple  plan  of  haulage.     An  endless- ropeway fl 
plan  for  each  room  is  too  complex,  and  any  scheme  involving.] 
shovelling  would  be  both  e-tpensive  and  injurious  to  the  cm 
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In  such  event  buggy-roads  are  resorted  to  for  the  rooms  (Fig.  6).il 
The  track  is  laid  in  sections  directly  upon  the  floor,  or  upon  I 
the  trestle  raised  at  the  lower  end  to  moderate  the  grade,  accord- ' 
ing  to  the  headroom  that  may  be  afforded  and  the  pitch  of  the 
seam.  Another  method  consists  in  having  jig-planes  where  the 
loaded  car  in  its  descent  pulb  up  a  weight  which,  on  the  next 
down  trip,  raises  the  empty  car  back  to  the  face.  j 

Breasts  driven  up  a  grade  of  less  than  10°  are  said  to  be  flat,  ^ 
and  the  accessory  haulage  from  them  ]>resents  no  special  diffi- 
culty- The  rooms  may  be  driven  directly  up  the  rise  for  the 
small  angles,  or,  when  the  pitch  reaches  the  limit,  are  laid  so 
as  to  secure  a  satisfactory  grade.  In  such  cases  mules  may  be 
utilized  for  the  power,  or  in  exceptional  cases  man-power  is 
employed. 
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Rooms  in  beds  as  flat  as  3"  are  driven  directly  up  on  the  pitchy 
employing  mules  or  men  for  transportation  of  tiie  cars. 

The  rooms  are  rarely  worked  downward  in  the  dip,  unless  the  I 
pitch  be  very  slight.  For  a  short  distance  an  undulating  seam  1 
may  require  this  modification. 

Robbing  the  Pillars. — -The  rooms,  having  been  carried  to  their  | 
length,  are  then  turned  and  "butted  off,"  the  pillar  at  the  top  \ 
driving  along  the  under  side  of  the  chain-piUar.      The  pillars  . 
arc  then  attacked  and  their  contents  removed  as  soon  as  possible, 
before  their  coal  contents  have  suffered  in  quality  from  pressure. 
The  operation  is  [wrformcd  as  rapidly  as  possible  for  safety,  and 
the  pillars  are  taken  in  successive  retreating.     Their  sides  are 
scaled  off  as  much  as  can  be  secured  before  the  piUar  crushes. 
The  heading  may  be  driven  off  the  centre  of  the  pillar  and  some 
of  the  middle  ])ortion  of  the  coal  obtained,  leaving  two  ihin  sup- 
ports for  the  roof;    or  the  pillar  may  be  worked  over  its  entire  I 
widlh  from  the  chain-pillar  toward  the  gangway. 

The  stump-  and  the  chain-pillars  are  not  disturbed  until  the  I 
lift  which  they  support  is  to  be  abandoned,  when  their  contents  I 
arc  promptly  extracted  and  the  roof  allowed  to  cave. 

Fig.    14  is   the   plan   of  a  ilat   seam  operated  as  described  1 
above,   the  two  sections  of    he  property  being  separated  by  the  i 
<Iouble  broken  lines.     From  the  outcrop  at  a  and  h  the  main  ■ 
and  return  headings  are  carried  60  feet  apart.     The  cross-entries 
are  360  feet  apart  and  the  rooms  300  feet  long.     The  outer  irrcg-   ' 
ular  line  is  the  outcrop.     The  fan  is  iocaied  at  c.     The  break- 
throughs d   are  midway  in  the  rooms  and  on  one  line  to  serve 
as  an  auxiliary  haulage-way  during  the  robbing  of  the  pillars. 
The  jaws  of  the  rooms  are  10  feet  wide  and  ij  to  20  feet  long. 
The  room  is  widened    in  a  direction  away  from  the  outcrop. 
Pillar- robbing  begins  at  the  outcrop.     This  process,  being  slow 
and  de'ayed  till  all  rooms   are   mined,  rcsuUs   in   an  excessive 
waste  of  coal.     The  speedy  returns,  good  ventilation,  and  safe 
■Work  commend  it. 

Comparison    of    Longwall   Advancing  with  Pillar-and  room 
System. — The    relative  advantages    and  disadvantages   of  these 
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silj  stated. 


1  the  f 


•  former   th( 

maintaining    roadwajs    is    higher,     the    number    of    aecidents 
greater,  the  product    of    round  coal  much  larger,  the  product 


iruiL, 
ijjjjjjijjjjjj 


iJjJjjjjJJJli 

'iiiTniiij] 

:s  ■iili^llB 


per  acre  /I'ighcr.  the  venlilatinn  of  the  face  simpler,  the  arnouQt^ 
of  narro  r  wo/k  less,  and  the  consumption  of  powder  less.     On 
the  othei  hand,  the  latter  system  is  more  advantageously  em- 
ployed where  faults,  horsebacks,  and  dikes  may  be  encountered^ 
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if  the  upper  strata  are  wet,  if  ihe  boundary  is  at  a  great  distance,J 
if  the  mines  arc  shallow,  or  if  the  surface  land  is  verj'  valuableiJ 
Modified    Pillar-and-room   Systems. —  In     some    fields     the- 1 
cross-entries  arc  driven  360  feet  apart  and  the  rooms  are  tumtidl 
from  each  entry,  making  them  about  180  feel  long;  in  such  event  I 
the  cross-entries  are   rarried  up  the  slope   indcjiendent  of  the 
direction  of  the  cleavage.      The  only  feature  commending  this 
plan  is  the   reduction  in  the  amount  of  narrow  work  and  Ihe 
;  thus  saved. 


FACE  HEADINQS, 


Fig.  15. — Connellaville  Method. 


4 


A  modified  double-entr>'  system  employed  in  the  Connellsville 
coke  district  drives  gangways  1000  feet  apart  (Fig.  15),  and 
four  pairs  of  headings  from  them  at  distances  of  400  feet.  The 
rooms  are  turned  when  the  latter  entries  have  gone  1040  feet  and 
are  butted  off  at  the  chain-pillars,  after  which  the  pillars  are 
robbed.    The  coal  being  soft,  the  headings  and  the  jaws  of  the 
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rooms  are  driven  8  feet  wide,  the  pillars  30  feet,  and  the  stumps 
pillars  between  gangways  and  headings  53  feet. 

The  double-room  modification  giving  satisfaction  in  thi 
Southern  Slates  for  seams  of  5  feet  thick  with  weak  roof  is  showui 
in  Fig.  16,  The  main  and  cross  entries  are  driven  in  pairs,  an4 1 
later  the  rooms  are  started  right  and  left  42  feet  wide  with  pillar&  J 
of  36  feet;  their  length  is  180  feet,  but  they  are  not  opened  fully  f 
imtil  the  cross-entries  have  reached  their  boundaries.     Props  I 


Fig.  16.— The  Double- 


are  set  along  the  inner  side  of  each  roadway  for  the  gob,  and 
waste  is  thrown  into  the  centre  of  the  room.  When  they  have 
reached  their  extreme  length  the  rooms  are  widened  and  one 
half  of  the  pillar  on  the  floor  withdrawn  retreating.  When  the 
succeeding  rooms  have  reached  their  limit  each  is  widened  in 
turo,  the  remaining  half  pillar  on  one  side  and  one  half  the 
adjoining  pillar  on  the  other  side  are  cut  away.  Props  set  along 
on  either  side  of  each  roadway  are  removed  or  broken  during 
the  retreat,  in  order  to  facihtate  the  unifonn  fall  of  the  roof. 
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Uning  Steep  Thick  Seams  of  Coal. — The  coal  in  a  steep  bed 
may  be  attacked  in  steps  proceeding  upward  to  the  top  of  the 
given  lift,  the  excavated  space  being  filled  with  rock  obtained 
from  elsewhere.  In  such  an  event  provision  must  be  made  for 
planked  chutes  to  deliver  the  coal  without  loss  or  admixture 
with  the  waste  rock.  The  broken  coal  may  be  allowed  to  accu- 
mulate in  the  excavated  spaces  as  a  partial  support  to  the  roof, 
and  also  for  the  men  while  mining  the  coal  overhead.  If  the 
rooms  are  not  too  wide,  the  coal  will  not  suffer  in  quality  by  the 
time  the  room  is  exhausted.  The  other  system  of  mining  thick 
seams  of  coal  contemplates  its  removal  over  its  entire  length, 
proceeding  downward  from  the  top  of  the  lift  or  from  the  super- 
ficial covering  of  the  scam  and  allowing  the  material  abo\'e  to 
cave  upon  the  work  as  it  progresses  downward.  These  methods 
resemble  somewhat  the  two  longwall  systems  as  applied  to  the 
fiat  thin  beds. 

The  famous  mammoth  bed  of  the  anthracite  fields  of  Penn- 
sylvania presents  the  greatest  difficulties  to  the  operator.  It 
varies  in  pitch  between  wide  limits  and  within  a  small  area 
attains  to  a  thickness  of  i  lo  feet. 

A  Room  System  for  Gaseous  Mines. — In  Fig.  17  is  shown 
the  Brown  panel  system  employed  in  thick  seams  of  coal  where 
there  is  considerable  gas  and  the  roof  poor.  At  distances  along 
the  gangway  of  180  feet  are  turned  double  rooms  up  on  the  pitch. 
These  are  24  feet  wide,  separated  by  a  pillar  of  15  feet  in  thick- 
ness, which  latter  b  withdrawn  as  soon  as  the  rooms  have  reached 
the  upper  airway.  Midway  between  each  pair  of  rooms  is  dri\'en 
a  central  heading  ii  feet  wide  to  the  full  length  as  a  travelling 
road  and  airway,  as  well  as  a  coal-chute.  From  this,  to  right  and 
left  at  intervals  of  30  feet,  are  turned  similar  headings  carried 
through  the  coal  until  the  double  rooms  are  reached.  The 
coal  is  mined  from  the  rooms  toward  the  central  heading  as 
indicated  in  the  figure,  and  in  such  order  as  to  leave  flanking 
pillars  as  shown.  Small  cars  convey  the  coal  to  the  chute.  A 
heavy  barrier  pillar  separates  each  pair  of  rooms,  and  is  untouched 
until  the  boundary  of  the  property  has  been  reached.     The  sys- 
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tem  affords  safely  to  the  men,  but  is  expensive  because  of  the  J 
lai^e  amount  of  narrow  work  perfonned  before  much  coal  is  pro- 1 
duccd. 

The  County  of  Durham  System  is  a  combination  of  the  panel  ^ 

and  ihf  pillar- and- room  methods.     The  breasts  with  their  pillai 
are  laid  in  groups  of  eight  or  ten  from  the  gangway,  each  section 
or  group  being  mined  separately  and  systematically  toward  the  J 
boundary.     Between  the  sections  are  left  barrier- blocks  of  coal  j 
.150  feet  thick,  unbroken  except  for  airways.     These  give  com- 
plete isolation  to  the  section  and  also  localize  whatever  move- 
ment may  occur  in  the  falling  of  the  roof.     As  the  coal  in  these 
batTier-pillars  suffers  in  quality  from  the  crush  of  the  roof,  their 
location  is  selected  where  the  coal  is  of  poor  quality.     They  are 
not  touched  until  all  of  the  adjacent  sections  have  been  exhausted. 
This  method  is  safer  than  the  pillar  or  room  in  gaseous  mines, 
and  more  economical  than  the  panel  method. 

Anthracite  Mines. — The  mining  of  anthracite  presents  condi- 
tions that  are  not  usual  in  other  fields.  The  contortions  and  j 
folds  to  which  the  strata  have  been  subject  during  the  processes  . 
of  mountain-making  have  developed  so  many  eccentricities  of 
pitch  that  it  is  difficult  to  plan  the  works  a  great  distance  in 
advance.  For  example,  in  a  shaft-mine  in  which  the  workings 
may  have  continued  horizontally  for  some  time,  the  coal  might 
suddenly  rise  or  dip  and  change  the  entire  topography,  and  hence 
necessitate  an  entire  revision  of  the  system.  The  system  gener- 
ally adopted  in  the  anthracite  region  is  the  pillar- and-room  on 
the  double-entry  plan.  Levels  are  driven  each  way  from  the 
shafts  sunk  to  intersect  one  or  more  beds.  The  coal  is  invari- 
ably worked  from  the  lower  toward  the  higher  level,  and  the  pillars 
are  shot  through,  leaving  chain-pillars  as  a  solid  support  for  the 
level  above.  The  width  of  the  rooms  and  of  the  pillars  is  not 
materially  affected  by  the  pitch  of  the  beds,  though,  at  limes, 
elaborate  limbering  may  be  necessary  to  safeguard  the  men  and 
prevent  the  coal  from  running  into  the  gangways. 

Rock-chute   Mining.  —  In  the    Wyoming   and    Lackawanna 
valleys,   where  several    coal-seams   are   worked  simultaneously. 
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special  care  must  be  exercised  that  the  rooms  in  the  different  seams 
are  laid  off  in  such  manner  as  to  leave  their  pillars  in  the  same 
vertical  line.  When  the  beds  are  thick  and  separated  by  partings 
of  slate  of  but  a  few  feet,  or  the  several  beds  are  thin  and  separated 
by  a  few  yards  of  rock,  they  are  mined  simultaneously,  all  being 
connected  by  a  chute  built  from  the  lower  to  the  upper  bed  for 
deUvery  of  the  product  to  the  lower  seam. 

Systems  of  Mining  the  Mammoth  Coal-seam  of  Pennsylvania. — 
The  system  followed  at  Hazelton,  Pennsylvania,  in  mining  the* 
Mammoth  bed  at  a  point  where  it  is  40  feet  thick,  with  an  inclina- 
tion at  times  of  as  much  as  60°  to  the  horizontal,  is  shown  in 
Fig.  1 3.  This  is  known  as  a  single-chute  breast  method.  The  plan 
shows  the  gangway  a  heavily  timbered  through  the  coal,  and  a 
chute  b  leading  from  the  battery  platform  to  the  gangway.  The 
battery  c  is  made  of  open  timbers  hitched  into  the  floor  and  roof, 
backed  by  horizontal  timbers.  In  it  is  a  door  of  planks  capable 
of  being  removed  when  desired  for  loading  the  cars.  A  chute 
in  the  middle  of  the  room  receives  the  coal,  and  manways,  drf, 
on  either  side,  made  by  leaning  posts  diagonally  from  the  floor 
to  the  rib  of  coal,  provide  air  and  entry  for  the  men.  These  man- 
ways  are  often  termed  "juggler- ways."  A  breakthrough,  e,  is 
made  between  the  rooms  for  ventilation,  and  the  main  airway,  /, 
is  driven  over  the  gangway,  as  usual,  near  the  roof.  Every  third 
or  fourth  room  is  connected  with  the  intake  and  return  ain^^ay, 
and  in  extreme  cases  every  two  rooms  are  also  connected.  The 
amount  of  coal  which  is  withdrawn  from  the  battery  is  only  suffi- 
cient to  relieve  the  battery  of  the  excessive  volume,  sufficient 
being  allowed  to  remain  for  the  miners  to  stand  upon  while  engaged 
in  work. 

A  modification  of  this  single-chute  breast  method  consists 
in  providing  each  room  with  two  batteries,  the  manways  dd 
serving  as  chutes,  the  space  between  them  being  used  for  refuse. 
This  is  the  plan  employed  when  a  large  amount  of  bony  coal  and 
slate  is  present  in  the  seam. 

Propping  through  a  Weak  Floor  and  Roof. — At  the  Richard 
mine,  where  both  the  floor  and  the  roof  are  weak,  a  variation,  as  in 
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Fig.  t8,  has  been  iniroduced  The  props  are  placed  6  feet-l 
apart,  with  thtir  kngth  suth  as  to  dri\e  tht.m  through  tht  ucak  I 
shale  to  the  sohd  rock  beneath  the  floor  and  hkcwiw;  abo\e  the  J 
roof  slate  By  this  plan  an  ample  support  is  gi\en  while  the  | 
pillars  are  being  extracted. 


The  Room  Sjratem  with  Caving. — In  the  North  Staffordshire 
s  a  system  similar  to  the  one  mentioned  above,  in  which 
the  gob  follows  downward  with  the  mining  and  requires  no  atten- 
tion. This  has  also  been  employed  in  California,  and  resembles 
closely  the  caving  system  as  practised  in  the  iron-ore  mines  of 
Lake  Superior,  as  described  later  on  in  this  chapter. 

A  Room  System  with  Filling, — At  the  Shamrock  colliery, 
Westphalia,  is  practised  another  system  of  mining  coal  at  45°,  the 
bed  having  a  thickness  of  seven  and  one  half  feet.  Here  the  bed  is 
divided  into  blocks  2000  feet  long  on  the  strike  and  600  feet  on 
the  pitch.     Each  block  is  subdivided  into  three  levels  {aa.  Fig.  ig), 

3  feet  apart,  through  which  is  driven  the  central  headii^  a  for 


MANUAL  OF   MINING. 

ventilation.    On  each  side  of  ihe  pillars  are  self-acting  inclines,- 
or  coal  chutes,  ee 

This  method  contemplates  the  blling  of  the  excavation  made  \ 
by  iht  removal  of  the  coal  by  such  material  as  can  be  obtamed  at   i 
the  surface     The    central    headmgs  aa  sene  for  lowering  the 
material  used  for  storage      At  the  point  c  is  a  small  shaft  in  which   | 
is  accumulated  ihc  falling  material  and  iuch  rock  as  is  obtamed 
in  takmg  up  the  floors  of  the  haulage  wd)s     From  this  pomt  is  i 


Fig.  ig. — A  Room -an<i -pillar  System  adoplod  in  Westplialia. 


obtained  the  material  which  is  delivered  to  the  rooms  through  the 
central  heading  aa  when  needed. 

The  plan  of  the  mine  provides  three  working  places  on  each 
side  of  the  central  heading,  and  during  operations  three  of  them 
are  being  filled,  while  those  on  the  opposite  side  are  in  the  process 
of  excavation.  This  alternation  of  operations  maintains  regular 
pres-sure  of  the  roof. 

The  coal  is  removed  by  a  process  of  overhead  sloping  (Fig.  27), 
delivered  to  the  levels  a,  and  ihencc  by  the  inclines  e  to  the  main 
levels.  On  either  side  of  the  central  heading  is  left  the  stum[> 
pillar,  which  b  eventually  withdrawn  when  the  level  is  to  be 
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abandoned.     Its  lower  end  is  very  carefully  blocked  to  prevent 
the  leakage  of  air  from  the  ventilating  current. 

Mining  Thick,  Steep  Coal-seams  with  Rooms. — The  method  of 
mining  shown  in  Fig.  ao  is  described  in  the  Coal-  and  Metal-Miners' 
Pocket- Book  as  h-iving  originated  in  California.  The  coal-seam  is 
7  feet  thick  and  h«  an  inclination  of  60°.  The  gangway  a  is  driven 
aJong  the  strike  40  feet  from  the  airway  b;  breakthroughs,  cc,  at 
distances  of  30  feet  connect  the  two,  acting  first  as  airways  and 
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Frc.  20.— A  Caiifomian  Variation  o!  the  Pillar-an'i-rootn  Sysletn. 

later  as  mill-holes  or  chutes  down  which  to  lower  the  coal.  The 
door  or  gate  at  the  foot  of  each  chute  permits  the  coal  to  be  loaded 
directly  into  the  cars  on  the  gangway.  Counter  airway-chutes 
dd  are  driven  over  30  feet  apart  at  an  angle  of  35°  for  delivering 
the  coal  to  the  chutes,  cc,  by  gravity.  Numerous  breakthroughs, 
40  feet  apart,  divide  the  coal  and  the  lift  between  each  two  pairs 
of  levels  into  pillars.  When  a  panel  of  five  or  more  chutes  has 
been  driven  the  pillars  are  robbed  on  the  retreat  from  one  cor- 
ner at  the  top.  This  is  possible  only  in  comparatively  strong 
coal  without  partings. 

Square  Work.— Square  work  is  a  modification  of  the  pillar- 
and-room  system,  in  which  very  thick  beds,  not  only  of  coal  but 
also  of  salt  gypsum,   puzzolana,  etc.,  may  be  mined.     Rooms 
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are  opened  from  the  gangway  150  feet  square,  with  pillars  30 
feet  thick  between  them. 

T.wo  sets  of  cross-galleries  20  feet  wide  are  driven  through 
the  rooms,  leaving  pillars  about  25  feet  square  for  the  support 
of  the  roof.  They  are  driven  as  high  as  the  vein- matter  will 
allow.  If  the  roof  or  floor  is  not  firm,  a  layer  of  mineral  may 
be  left  for  greater  security.  The  objection  to  the  method  is  in 
the    difficulty    of    obtaining    systematic  ventilation.    Moreover, 

very  little  of  the  pUlars  is  recovered,  and  the  sy3tem  involves  great 

••I  *■ 

risk  to  life,  si^pe  Ae  roof  is^  usually  too  far  for  the  eye  to  detect 
any  threatening  disaster. 

Flushing.-f About  15.  per  cent  of  the  coal  obtained  from  the 
anthracite  mines  is  of  such  a  nature  that  it  requires  special  treat- 
ment, which  may  not  warrant  the  expense;  of  attempting  to 
recover  it. 

Moreover,  in  breaking  and  sizing  the  coal  for  the  market  a 
large  quantity  of  fine  coal  is  produced  and  slate  sorted  which 
were  formerly  dumped  and  accumulated  in  large  piles,  encum- 
bering the  surface  and  increasing  the  pressure  below.  These 
culm  piles  are  now  being  utilized  for  the  filling  of  the  excava- 
tions by  a  process  known  as  flushing.  In  Scranton,  Pa.,  a  stream 
of  water  is  discharged  against  the  culm  piles,  washing  the  mate- 
rial into  a  pipe-line  and  down  holes  driven  from  the  surface 
to  the  underground  workings.  The  mouth  of  the  rooms  being 
boarded  up  at  the  gangway  in  such  a  manner  as  to  drain  off 
the  water  without  allowing  any  culm  to  escape,  the  room  becomes 
filled  with  wet  culm.  The  culm  packs  quickly  and  solidly  and 
offers  a  degree  of  solidity  almost  equal  to  that  of  the  untouched 
coal  in  the  pillar.  The  pillars  are  then  attacked  on  either  side 
with  safety  and  their  contents  almost  totally  recovered.  The 
roof  is  then  allowed  to  close  in  the  space  and  rest  on  the  floor  and 
culm. 

Metal-mining. — The  location  of  the  point  of  attack  of  a  metal- 
mine  involves  considerations  which  were  discussed  in  Chapter  II. 
The  comparative  merits  of  the  shaft  driven  on  the  wall  side 
of  the  vein,  and  of  that  intersecting  the  vein,  as  illustrated  in 
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Figs.  22    and   23,  were    likewise  reviewed.     The  determination  I 
of  the  system  of  mining  depends   largely  on  the   capital  avail- 
able and  the  value  of  the  deposit.     In   precious-metal  minin 


■Following  Vein  bj  IniU 


the  mineral  cannot  be  worked   from   level   to   level  as  rapidly  1 

as  the  levels  are  pushed  forward,  for  it  is  difficult  to  estimate  ] 
in   advance   the  quantity  of  "pay  ore  "     Hence  for  economical  j 


Tlie  Two  Positions  for  a  Shaf  R 


work  only  suffic  cnt  ore  l  extracted  to  pay  the  expense  of 
operation  unt  1  the  1  m  t  of  the  property  has  been  reached. 
Th  s  assumes  on  he  part  of  the  operator  a  degree  of  patience 
which  is  not  usually  found  in  speculat  ve  d  i>tr  cts     Under  ord*- 
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nary  circumstances  it  is  desirable  or  may  be  necessary  to  obtain 
immediate  returns.  In  Fig.  24  is  shown  the  method  pursued 
in  blocking  out  the  mine.  It  represents  a  longitudinal  view  of 
the  vein.  Through  the  vein-rock  extend  streaks  of  ore  of 
high  grade  which  are  neither  uniform  in  dimensions  nor  in  pitch. 
These  may  be  encountered  at  any  place  in  the  vein-matter.  In 
such  cases  the  risers  a  are  driven,  or  winzers  b  are  sunk,  in  such 
of  them  as  promise  profit.  If  the  ore  is  uniform  in  grade  and 
value,  the  mill-holes  are  spaced  uniformly.  These  serve  to 
develop  the  property,  enabling  the  future  to  be  calculated  with 
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Fig.  24. — A  Vein  Blocked  Out,  showing  Ore-shoots. 


some  degree  of  certainty.  The  mill-holes  serve  for  ventilation 
as  well  as  ore-chutes.  Risers  are  cheaper  to  open  than  winzes, 
and  are  preferred  in  wet  mines,  though  they  are  at  a  disadvantage 
in  the  hot  mines. 

Systems  of  Mining  Metalliferous  Veins. — The  precious  metals 
occur  usually  in  thin  veins  of  hard  rock,  and  constitute  a  small 
portion  of  the  deposit,  and  the  systems  adopted  for  their  extraction 
are  known  as  underhand  or  overhand  sloping. 

In  overhand  stoping  the  mineral  is  recovered  by  upward 
workings  in  a  series  of  steps,  the  barren  rock  being  stowed  away 
in  the  lower  portion  of  the  lift.  In  underhand  stoping  the  ore 
is  mined  out  in  steps  working  downward,  while  the  waste  rock 
is  disposed  of  on  platforms  built  to  receive  it. 
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For    thick  vertical    (deposits  of  iron,   copper,  lead,  zinc,  or^ 
other  ores,  three  systems  are  in  vogue,  var>'ing  with  the  strength  [ 
of  the  ore.      The    squarc-sel    and    filling    systems    are  used  in  i 
large  deposits  and  veins  for  removing  the  entire  contents,  whether 
they  be  friable  or  strong.     The  caving  system  is  designed  for  ore 
in  large  masses  friable  enough  to  break  and  fall  when  undermined. 
The  order  of  proceeding   in   all   these  systems   is   upward.     A 
Jescending  system  is  employed  when  a  heavy  cover  can  be  utilized 
as  a  flexible  roof,  which  is  allowed  to  cave  with  the  downward 
progress  of  the  excavation. 

The  Stoping  Systems  of  Mming. — After  the  vein  has  been  j 
blocked  out,  then  such  blocks  as  are  deemed  workable  are  mined  | 
by  one  of  two  methods,  overhand  or  undeThand.  In  the  first  ' 
Method  the  miner  picks  or  shoots  down  the  ore  in  front  of  and  above 
him,  advancing  the  breast  as  high  as  he  can  reach  and  as  wide  as  | 
the  vein  and  as  far  as  the  limit  of  the  block.  In  underhand  work  | 
the  miner  removes  the  mineral  IkIow  him  and  advances  the  breasts  ] 
longitudinally,  with  the  load  taking  them  successively  downward.  ] 
These  two  methods  are  applicable  to  steep  veins  if  the  overhand  1 
working  is  quickly  adjusted  in  the  thick  flat  beds.  In  the  former  J 
method  they  are  merely  divided  from  the  falling  rock,  as  gravity  j 
facilitates  all  operations  of  breaking  dowTi  the  vein-matter;  thiSi  I 
is  a  much  quicker,  cheaper,  and  less  arduous  method  than  that  of 
underhand,  as  the  miner  is  compelled  to  raise  the  mineral  before  ] 
the  next  lower  can  be  attacked. 

The  Underhand-stoping  System. — This  is  a  method  of  limited  I 
application.  When  the  vein  has  been  blocked  out  and  the  several 
blocks  on  any  given  le\el  are  attacked,  ihey  are  worked  away  in 
horizontal  slices,  beginning  at  the  winzes  and  extending  half  way 
on  either  side  to  the  adjoining  winzes.  The  miner  standing  on  tne 
floor  of  the  level  (Fig.  25)  removes  the  vein-matter  for  a  depth 
of  nearly  6  feet,  sorts  out  the  ore,  and  throws  upon  the  platform 
behind  him  the  waste.  UTien  these  slices  have  been  carried  as 
far  as  designed,  the  next  lower  is  attacked,  beginning  at  the  winzes, 
its  ore  being  raised  to  the  proper  level  and  its  ganguc  thrown  upon 
the  platform  behind  the  miner.     The  platforms  are  constructed 
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as  rapidly  as  the  miner  advances,  there  being  one  for  each  hori- 
zontal slice.  If  the  entire  contents  of  the  vein  from  wall  to  wall 
are  composed  of  pay  dirt,  the  timbering  may  be  dispensed  with. 
It  frequently  happens  that  instead  of  a  single  gang  operat- 
ing in  a  given  block  on  one  slice  at  a  time,  as  many  gangs  are  dis- 
posed in  the  work  as  thiere  are  slices,  the  uppermost  gang  preceding 
the  one  below,  in  each  case  by  an  amount  sufficient  to  secure  for 
him  the  advantage  of  the  firm  footing  on  the  ore.  Thus  the 
mine  progresses,  as  illustrated  in  Fig.  25,  in  which  the  block  resem- 
bles a  set  of  steps  downward  from  the  level  above,  whence  the 


Fte.  25. — ^Underhand  Slopes. 

name  underhand  stoping.  Occasionally  the  winze  is  sunk  to  the 
lower  level  at  once,  and  each  step  is  advanced  as  rapidly  as  possible, 
the  mineral  from  all  the  slices  or  steps  being  delivered  downward 
to  the  level  below,  instead  of  requiring  to  be  raised. 

This  system  of  underhand  stoping  is  economical  and  has 
many  advantages  as  compared  with  the  overhand  system  to  be 
described  later.  Timber  is  used  only  for  the  support  of  the  frag- 
ments of  rock  and  for  building  platforms.  The  ventilation  is 
good,  and  better  drilling  can  be  conducted  by  the  men  in  under- 
hand than  in  overhand. 

The  iron-ore  deposits  of  the  Eastern  States  are  worked  down- 
ward, the  vein  being  entirely  removed  except  for  the  occasional 
pillars  left  to  support  the  walls.  The  deposits  vary  in  thickness, 
the  average  being  probably  12  feet,  and  in  pitch  between  15® 
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and  70°.  In  Fig.  26  the  shaft  pillars  arc  at  aa;  those  at  6ft  i 
support  the  roof;  at  cc,  the  surface,  and  at  gg,  the  track  in  the  I 
upper  level.  At  dd  is  the  untouched  ore.  The  latter  is  broken  j 
down  from  the  slopes,  cf,  with  air-drills  and  loaded  into  cars  i 
below.    The  levels  are  60  feet  apart.    Each  slope  can  furnish  J 


Fli.      '       r}     T  n  Itrhand  Sloping  of  Iron  Ore 

sbout  50  tons  in  a  '-in^k  aiiift     The  hoi<:ting  car  track  follows  J 

the  foot  wall  except  where  it  is  too  irregular,  when  the  hollows  ^ 

are  bridged  o\er  or  the  projections  cut  away  as  at  b,  to  obtain  a  \ 
regular  slope 

The  Overhand  Stoprng  — The  ore  in  this  case  is  mined  from  I 

below  upwards,  as  shown  m  Figs   27  and  28     The  attack  upon  1 


Fig.  17. — A  Double-wing  Overhead  Slope. 

the  blocks  of  mineral  begins  at  some  point  on  the  upraise,  the  J 
miners  standing  on  the  caps  of  the  timbering  in  the  gallery,  as  shown  1 
«i  the  extreme  right  or  left  in  Fig.  27.    The  miners  remove  a  1 
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horizontal  slice  for  a  height  of  about  6  feet,  as  far  as  desirable, 
sorting  out  the  ore  and  delivering  it  to  the  mill-hole,  where  the 
chute  discharges  it  into  cars  below.  Meanwhile  the  waste  rock. 
is  piled  on  the  gangway  timbers  behind  the  men.  The  next 
upper  slice  follows,  and  is  broken  away  in  the  same  manner  from 
the  mill-hole,  the  miners  then  standing  on  the  waste  rock  from  the  a 
previous  slice.     If  the  vein  can  supply  no  waste  rock,  a  tempoi 
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staging  is  placed  conveniently  for  raining  as  is  shown  near  the 
top  of  the  room  in  Fig.  28.  The  room  in  this  case  presents  an 
appearance  of  inverted  steps,  whence  originates  the  name.  In 
the  double  wing  .stnpework  advances  .simultaneously  from  both 
sides  of  the  mill-hole,  as  in  Fig.  28. 

In  shooting  down  the  ore,  sheet  iron  01  boards  are  laid  oa 
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the  floor  to  receive  the  mineral  and  prevent  the  pulverized  andJ 
friable  ore  from  being  lost  in  among  the  waste,  J 

Comparison  of  Underhand  with  Overhand  Systems. — The ' 
comparative  merits  of  these  systems  depend  largely  upon  the 
amount  and  cost  of  timbering.  From  this  point  of  view  the 
overhand  has  the  preference,  as  requiring  little  or  no  timbering 
for  the  reception  of  the  waste.  The  underhand  requires  a  plat-' 
form  for  each  step  in  each  room.  If  the  vein  is  entirely  salable, 
there  is  then  no  waste,  and  very  little  permanent  timbering 
■will  be  needed  for  underhand  stoping.  The  underhand  system 
15  accounted  best  for  valuable  ores  because  all  rock  must  be 
handled,  and  there  is  no  occasion  for  any  being  lost.  On  the 
other  hand,  as  the  ore  is  being  trodden  upon  continually,  it  can- 
not be  used  for  brittle  minerals.  Overhand  work  affords  some 
advantages  in  regard  to  breaking  down  mineral.  In  a  wet  mine 
the  underhand  stoping  presents  objections  unless  the  mill-holes 
and  winzes  have  been  sunk  to  the  lower  level.  The  o^'erhand 
method  is  practicable  in  a  wider  vein  than  b  the  underhand, 
which  is  limited  to  a  width  of  vein  by  the  length  and  size  of  the 
stulls  which  are  available. 

The  Square-set  System.  —  When  the  vein  of  metalliferous 
mineral  is  wider  than  8  feel,  the  underhand-stoping  method  used 
to  introduce  the  timbers  to  reach  from  one  wall  to  the  other  must 
be  exceptionally  long  and  correspondingly  stout,  hence  is  veiy 
difficult  to  handle  with  the  conveniences  available  underground. 
The  method  then  employed  may  consist  in  the  substitution  of  a  set 
of  frame-timbers  (Fig.  258).  This  method  of  square-set  timber- 
ing is  applicable  to  either  hard  or  soft  ore.  It  is  equally  applicable 
t  as  to  steep  deposits,  and  succeeds  just  as  well  with  soft  ore 
as  with  firm  ore. 

The  vein  is  blocked  out  in  the  usual  manner  into  lifts  of  60 
feet  each  by  gangways  or  levels  running  longitudinally  in  the 
vein,  if  its  contents  are  of  hard  rock,  or  in  the  country  rock  if  soft. 
Along  ihc  gangways  are  alternate  rooms  and  pillars,  each  erf 
the  same  width,  from  20  to  40  feet  long,  and  as  wide  as  the  deposit. 
The  breast  of  each  room  is  divided  into  working-faces  of  about*' 
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7  feet  wide.  The  erection  of  the  square  set  of  timbering  begins  as 
soon  as  possible,  props  and  wedges  being  placed  between  the 
timbers  of  the  set  and  the  roof  or  side  rock  to  prevent  falL  With 
the  advance  of  the  room  additional  timbers  are  laid  in  the  frame 
on  the  floor,  at  the  side,  in  front  and  above;  thus,  as  the  room  is 
being  excavated  to  its  limit,  the  framing  assumes  a  form  similar  to 
that  in  Fig.  258. 

The  square  setting  of  this  type  is  employed  in  mining  cham- 
bers or  deposits  when  the  ore  is  of  a  comparatively  uniform 
nature.  It  is  most  economical,  for  the  steps  can  be  worked  on 
all  four  sides.  When  the  first  sets  are  fully  under  way  for  a  con- 
siderable area,  the  first  floor  is  stopedout  and  sets  placed  directly 
over  the  sill-sets,  care  being  taken  to  be  at  least  two  sets  behind 
those  on  the  first  floor,  in  order  to  keep  sufficient  ore  on  the  floor 
to  work  with  while  the  sets  are  being  placed  in  position. 

The  operations  of  mining  may  be  confined  to  one  level  only,  or 
they  may  be  prosecuted  simultaneously  from  several  levels  working 
across  the  vein  and  upward  in  each  lift.  The  mining  proceeds  by 
slices,  ascending  to  the  upper  level,  as  in  the  systems  of  stoping,  the 
timbers  of  the  respective  sets  being  placed  in  vertical  tiers.  The 
mining  is  aiso  conducted  in  an  order  resembling  longwall,  in  which 
the  entire  face  is  attacked,  and  the  timbering  placed  at  once,  the 
progress  then  being  in  every  direction  except  downward.  This 
modification  is  favored  where  the  mineral  is  of  low  value  and  very 
soft. 

When  the  rooms  on  a  level  have  been  exhausted  and  the  timbers 
carried  to  the  upper  level,  work  begins  upon  the  intermediate 
pillars  in  the  same  manner  as  practised  in  the  rooms. 

In  Fig.  29  is  illustrated  the  method  of  stoping  with  square  sets 
where  the  work  is  prosecuted  from  the  hanging-wall  side  of  the 
deposit  and  carried  across  it.  This  plan  assumes  the  hanging-wall 
to  be  heavy  and  liable  to  cave  or  the  ore  soft.  The  construction 
of  the  square  sets,  &,  is  then  conducted  as  rapidly  as  sufficient 
space  is  excavated  to  permit  of  it.  The  set  c  is  next  provided  for 
and  erected,  after  which  the  ground  above  them  is  stoped  out  for 
the  high  set  d  and  the  flat  set  g.  The  set  e  is  next  erected,  as  shown 
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at  /,  and  the  sets  built  up  in  succession  until  the  hanging-wall  1 
is  reached. 

To  avoid  any  risk  of  movement,  care  must  be  exercised  that  j 
the  posts  be  perfectly  in  the  line  of  pressures  and  are  securely  I 


Fkj.  ag.— The  Square-sM  System,  working  from  tlw  Hanging-wall. 

blocked  by  wedges  at  the  points  of  contact  with  the  hanging-wall. 
Where  there  is  any  pressure  the  sets  are  reinforced  by  braces,  as 
at  h.  Occasionally  ladders  ii  arc  carried  up  for  the  men,  and 
chutes  /  arranged  for  the  delivery  of  the  ore  into  the  bin.  All  ore 
is  removed  from  the  vein.  The  support  for  the  roof  depends  upon 
the  timbering  alone  and  upon  its  security.  Care  must  therefore 
be  taken  to  prevent  caves. 

In  Fig.  30  b  an  illustration  of  square-set  timbering  beginning  1 
at  the  foot-wall.    The  rock  is  first  cut  for  the  sills  a,  which  are  I 
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placed  in  position,  and  the  sills  b,  of  extra  lei^hs  to  secure  a  firm 
base.  Sometimes  they  are  of  especial  lengths,  as  at  d.  Hitches 
are  cut  directly  under  the  posts  of  the  set  above  and  the  short 
posts  c,  the  caps  then  having  different  lengths  to  simplify  the 
framing. 

When   the  deposit    contains    considerable   barren   material 
which  can  be  employed  as  waste  and  thrown  mto  the  spaces 


Flo.  30, — The  Sqiiare.«t  System,  working  from  the  Fool-wall, 


between  the  sets  to  accumulate  and  eventually  assist  the  timbers  in 
sustaining  the  pressure,  the  sets  at  the  level  are  reinforced  by 
auxiliary  timbers  g  and  A,  and  also  la^ed  to  keep  the  level  open. 
The  mill-hole  m  is  surrounded  by  a  gob  and  serves  as  an  airway. 
At  p  are  props  used  to  temporarily  support  the  ground  and  to 
guard  against  accident  during  the  operations  of  stoping,  and  the 
single  braces  are  introduced  to  prevent  deformation  of  the  frames. 
In  the  Lake  Superior  region  several  of  the  iron-mines  are 
worked  in  this  manner,  the  lower  sets  being  subsequently  filled 
with  rock  or  sand  lowered  into  the  mine  from  above. 
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Top-slicing  and  Caving. — There  is  a  system  of  mining  which 
has  been  successful  in  wide  deposits  where  the  cover  can  be  induced 
to  break  and  follow  the  excavation  from  a  higher  level  to  a  lower 
one.  The  mineral  is  removed  from  the  top  of  the  deposit  in  horizon- 
tal slices  8  feet  wide  and  6  feet  high,  made  by  a  series  of  horizontal 
drivages  timbered  with  the  three-stick  sets  {Chapter  III,  Part  11) 
as  the  work  progresses.  On  one  side  is  the  solid  ore,  on  the  other 
is  refuse  of  previous  slices  which  had  caved  when  the  timbers 
were  removed. 

The  shaft  is  sunk  in  the  country  rock,  and  from  it,  at  levels  of 
6o  feet  each,  are  driven  cross-cuts  to  the  deposits.  The  first  cross- 
cut is  extended  from  one  wall  to  the  other,  and  from  the  centre  of 
it  are  driven  levels  at  right  angles  to  the  outer  boundary  lines,  at 
intervals  of  loo  feet;  on  this  level,  risers  are  carried  up  nearly  to 
the  cover,  from  which  arc  run  cross-drifts  until  the  side  walls  of  the 
deposits  have  been  reached.  The  horizontal  slice  is  then  removed 
at  the  top  parallel  to  the  wail  and  the  space  timbered.  Its  length 
on  either  side  of  the  cross-cut  does  not  exceed  50  feet. 

In  Fig.  31  is  shown  this  system,  in  which  a  is  the  main  level, 


FlO.  31. — A  System  of  Top-slicing  the  Ore. 

h  the  riser,  d  the  cross-cut  on  top  of  the  ore,  and  e  the  cave  fol- 
lowing the  slicing.     A  riser  b  made  6  or  8  feet   and  divided  into 
two  compartments,  one  as  a  chute  and  the  other  for  a  ladderway. 
No  effort  is  made  to  support  the  roof,  and  the  cover  b  there- 
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fore  allowed  to  cave,  the  caving  taking  place  as  the  men  retreat  from 
the  end  of  the  walls  toward  the  risers,  and  from  the  ends  toward 
the  cross-cuts,  and  from  walls  toward  the  risers. 

When  the  excavation  has  been  carried  50  feet  from  the  cross- 
cut, the  timbers  are  withdrawn,  or  cut  or  blown  down,  as  the  case 
may  be,  in  order  to  permit  the  roof  to  cover  as  soon  as  the  work  is 
completed.  Prior  to  removing  the  timbers,  however,  there  are 
placed  on  the  floor,  3  or  4  long,  8- inch  poles  along  the  passages, 
with  split  lagging  or  sawmill  slabs  across  them.  These  support 
the  roof  when  the  ground  caves,  and  enable  the  timber-sets  6f 
succeeding  slices  below  to  be  placed  without  great  difficulty. 

In  very  treacherous  vein-matter  or  under  a  bad  roof,  each 
cross-cut  has  risers  at  stated  intervals  that  take  the  place  of  the 
level  for  removing  the  ore  to  the  main  level.  The  remainder  of 
the  work  does  not  differ  materially  from  that  described. 

Subdrifting  and  Caving  Sjrstem. — This  system  originated  at 
the  Brothcrton  mine  in  Lake  Superior,  and  has  been  adopted 
with  excellent  results  in  many  wide  soft-ore  mines.  Cross-cuts  are 
driven  from  the  hanging-  to  the  foot- wall,  where  they  connect  with 
longitudinal  levels.  At  intervals  of  50  feet  risers  a  (Fig.  32)  are 
driven  50  feet  upward  to  the  level  above.  The  first  six  feet  are 
cribbed  and  a  couple  of  driven  sets  put  on  over  them.  Subdrifts 
c  are  then  driven  each  way  to  meet  the  corresponding  drifts  from 
the  adjacent  risers.  The  riser  meanwhile  is  continued  another 
6  feet  upward,  when  timbers  for  a  second  subdrift  d  and  above 
them  for  the  third  subdrift  e  are  laid,  until  finally  the  riser  reaches 
the  level  above  at  a  distance  of  50  feet.  This  divides  the  space 
between  the  two  levels  into  three  subdrifts,  each  having  a  top  or 
back  of  ore  above  them  6  feet  thick.  The  ore  from  subdrifts  is 
delivered  through  a  riser,  and  shipped  to  the  cars  on  the  lower  level. 

Following  the  completion  of  the  subdrifts  the  capping  of  ore 
above  the  level  g  is  next  removed  by  dividing  the  ore  into  blocks 
of  10  feet  square,  beginning  at  the  end  of  the  level  g.  This  weakens 
the  pillars,  which  crush  and  permit  the  removal  of  the  ore.  That 
above  the  subdrift  e  is  caved  in  a  similar  manner,  followed  by  d 
and  c. 
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Occasionally  it  is  necessary  to  support  temporarily  the  timbers  I 
above  the  ore,  as  at  h,  by  long  timbers,  but  in  all  cases  all  the  close  1 
timbering  is  employed  to  control  the  pressure  and  prevent  accident.  J 
In  this  method  all  timber  can  be  lowered  from  the  levels  above  j 
and  handled  without  interference  with  haulage.  Vcnlilalion  i 
good,  and  simple  means  of  escape  are  provided  in  case  of  accidei 


Fig.  33. — Subdrif ting  and  Caving. 

Slicing  and  Filling  System. — This  system  is  practised  in  wide 
deposits,  and  consists  in  taking  two  slices  of  mineral  in  successive 
squares  from  a  lower  to  a  higher  level  and  filling  up  the  excavation 
with  rock  or  other  material  quarried  for  the  purpose.  In  this 
method  the  lifts  are  60  feet  each  and  the  slices  of  attack  6  to  7 
feet  high,  taken  horizontally  across  the  \'cin  for  as  broad  a  face  of 
attack  as  may  be  decided  upon.  Two  main  levels  c  and  d  (Fig.  33) 
extend  to  the  end  of  the  district  to  be  thus  mined,  being  at  intervals 
connected  by  risers  e.    The  first  slice  is  removed  at  level  c,  and 
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waste  rock  from  above  delivered  through  the  opening  e,  which  is 
then  spread  to  fill  the  excavation  completely.  The  temporary 
level }  is  made  on  the  top  of  the  setting  g.  In  each  successive  slice 
chutes  are  constructed  for  the  purpose  of  letting  down-mineral  into 
the  lower  level,  from  which  it  may  be  trammed  to  the  shaft.  This 
process  is  repeated  until  all  of  the  mineral  has  been  worked  out  in 
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Fic.  33,— A  SHrinR  and  Filling  System, 

slices  represented  by  dotted  lines  and  the  waste  rock  distributed 
to  fill  the  spaces. 

In  Fig.  34  is  shown  another  method  in  which,  if  the  exploration 
of  the  deposit  is  determined,  this  form  of  slicing-shaft,  number 
8,  may  be  located  permanently,  and  the  rock-shaft,  number  7, 
sunk.  The  drift  A  on  the  hanging-wall  side  of  the  deposit  is 
connected  by  cross-cuts  with  the  level  C.  Cross-cuts  are  also 
driven  through  the  deposits  for  the  drift  A  to  the  foot-wall  and 
winzes  sunk  between  the  levels.  The  deposit  having  thus  been 
blocked  out,  in  each  lift  of  60  feet  high  there  are  three  methods 
of  removing  the  ore,  according  to  the  extent  of  the  face,  which 
may  prove  to  be  self-supporting. 

First  Method. — From  the  drift  A,  slices  DD  are  taken  6  feet 
wide  on  either  side  of  the  timbering,  cross-cut  B,  whose  space 
is  being  filled  with  rock  dumped  into  A  through  a  winze  from  the 
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level  above.  The  next  two  slices,  EE,  are  taken  wHle  the  excava- 
tions DD  are  being  filled  and  the  slices  FF  are  mined,  while  E  is 
being  filled  with  rock.  The  Oiling  material  is  lowered  from  the 
surface  throu^  rock-shaft  number  7  and  is  hauled  from  the  shaft 
to  the  winzes  above, 

This  process  is  continued  until  a  layer  6  feet  thick  has  been 
removed  over  the  entire  deposit.    The  next  slice  above  is  operated 


Flo  34.— The  Filling  System,  Plan  of  One  Levd. 


m  the  same  manner,  with  the  exception  of  a  new  drift  drivai 
above  A,  as  in  timbering  as  at  B.  The  miners  in  removing  the 
second  slice  stand  on  the  waste  while  at  work,  and  behind  them 
is  spread  the  material  lowered  for  the  purpose.  The  fillers  follow 
the  miners  very  closely.  Mill-holes  arc  timbered  upward  as 
mining  progresses,  the  filling  being  packed  about  them. 

Second  Method. — When  the  vein-matter  is  dry  and  stands 
firmly  it  admits  of  a  wider  vein  than  6  feet;  the  attack  may  lie 
made  from  the  foot  of  the  wall  side  for  a  width  of  half  the  distance 
between  the  cross-cuts  BB.  The  ore  is  then  removed  through  the 
cross-cut  levels  while  the  filling  is  being  spread  as  above  described. 
The  slices  aredriven  in  a  direction  parallel  to  the  strike  and  across 
it,  as  in  the  first  method.     It  may  be  well  to  mention  that  similar 
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operations  are  being  conducted  not  only  at  other  points  on  the 
same  level,  but  also  in  a  similar  manner  at  other  levels  above  or 
below. 

Third  Method, — ^This  is  designed  for  veins  not  over  20  feet 
wide.  Here  the  face  of  the  attack  is  the  two  sides  of  the  pillars 
cut  out  by  cross-cuts  BB,  The  miners,  starting  from  the  cross-cuts, 
wo»-k  toward  one  another,  parallel  with  the  strike,  until  they  meet, 
their  first  cut  being  made  at  the  walls,  the  filling  progressing 
behind  them  as  before. 

This  system  of  filling  is  considered  a  cheaper  and  safer  system 
than  either  caving  or  square  set  for  the  extraction  of  mineral, 
whether  soft  or  hard,  in  large  deposits,  particularly  if  a  neigh- 
boring quarry  can  supply  the  waste  rock.  It  is  of  the  widest  range 
of  application.  Very  little  timber  is  needed,  and,  with  the  excep- 
tion of  the  first  cross-cut  B  made  in  the  solid  ore,  the  mining  is 
cheaply  done,  because  the  width  of  face  is  large  and  the  miners 
have  two  free  faces  to  take  advantage  of  while  blasting.  Any 
material  whatsoever  will  serve  for  filling,  but  the  best  is  that 
mixed  with  clay,  as  it  packs  well.  It  should  be  in  pieces  as  large 
as  may  be  conveniently  handled,  for  the  "smalls"  settle  too  much. 
In  a  few  weeks*  time  the  entire  mass  of  filling  compacts  so  that  no 
difficulty  is  experienced  when  the  stowing  of  the  upp^r  level  is 
reached. 

In  the  caving  system,  extreme  caution  is  necessary  to  prevent 
sudden  falls  of  roof,  and  the  adoption  of  the  method  is  only  justi- 
fied where  there  is  an  absence  of  filling  material  and  a  scarcity  of 
timber.  But  if  the  vein-matter  is  comparatively  firm,  the  method 
with  filling  presents  greater  security,  and  may  be  cheaper.  In 
such  event  the  choice  of  method  depends  upon  the  relative  expense 
of  procuring  quarried  rock  and  framed  timber^ 
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CHAPTER  IV. 

POWER  GENERATION. 

The  Power  Plant. — ^The  engine  plant  consists  of  boiler  anc 
engine,  occasionally  supplemented,  in  favored  localities,  by  water- 
power  electric  plants.  The  plant  must  be  installed  as  compactly 
as  possible  and  of  ample  size.  Common  prudence  suggests  that 
the  machinery  be  in  slight  excess  of  the  immediate  wants.  This 
is  more  important,  the  lower  the  value  of  the  mineral  output. 
While  the  latest  and  best  machinery  will  in  the  long  run  prove  to 
be  more  economical,  the  question  of  finance  and  the  amount  of 
capital  available  is  not  to  be  ignored,  and  the  engineer  may  be 
compelled  to  content  himself  with  expedients  until  the  mine  has 
been  fully  developed. 

The  mechanical  considerations  will  call  for  the  following 
machinery:  In  a  slope  mine,  stationary  engines  or  locomotives  for 
haulage  ;  in  a  shaft  mine,  an  additional  hoister;  cutting  machinery 
for  coal,  or  drills  for  the  rock  or  ore;  fan  for  ventilation;  pumps 
for  the  accumulating  waters;  machinery  in  tipple,  breaker,  or 
mill  for  crushing,  screening,  and  jigging  the  mineral;  pumps  in 
the  mill;  electric  lights  for  the  mill  and  a  portion  of  the  mine. 
Either  steam,  electricity,  or  compressed  air  may  be  the  motor 
agent  in  any  of  these  cases;  their  comparative  advantages  and 
economy  are  discussed  in  Chapter  VI. 

The  fan,  the  steam-locomotives,  and  such  oil-engines  as  may  be 
employed  are  alone  independent  of  the  central  plant.  Other 
machinery  receives  its  power  from  the  central  source.  Except 
the  self-contained  oil-engine  and  the  rare  hydraulic  engine,  all 
other  motors  depend  for  their  primal  power  on  the  steam  gen- 
erator. 

87 
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The  Boiler  Rating. — The  boiler  is  essentially  a  device  for 
converting  water  at  low  temperature  into  steam  at  a  high  tempera- 
ture, the  measure  of  its  capacity  being  the  quantity  of  water  which 
it  can  evaporate  in  a  given  time.  It  must  have  suflScient  surface 
exposed  to  fire  to  accomplish  this  end,  hence  the  boiler  is  rated 
on  its  evaporative  power  and  the  area  of  its  heating  surface. 
The  commercial  requirements,  demanding  some  definition  of 
boiler  unit  commensurate  with  that  of  engines  which  it  must 
supply,  have  accorded  an  evaporation  capacity  of  34.5  lbs.  of 
water  per  hour  from  and  to  212°  as  equivalent  to  a  horse-power. 
The  standard  horse-power  corresponds  to  30  lbs.  (3.55  gallons) 
of  feed  water  evaporated  from  100®  F.  to  steam  at  70  lbs.  gauge 
pressure  per  square  inch.  This  requires  an  absorption  by  the 
water  through  the  boiler  shell  of  33,305  British  thermal  units 
per  hour,  practically  equivalent  to  the  centennial  unit  just  men- 
tioned. The  general  term  of  unit  horse-power  thus  retained, 
though  a  deceptive  one  and  unscientific,  is  convenient. 

In  calculating  the  size  of  boiler  required  for  a  certain  purpose 
the  amount  of  steam  consumed  per  hour  in  the  aggregate  by  the 
various  engines  may  be  known  from  table,  page  118,  from  the 
given  conditions  of  the  operation.  The  amount  of  heat,  measured 
in  B.T.U.,  necessary  to  develop  the  given  quantity  of  steam  may 
be  obtained  from  the  steam  tables.  The  number  of  boiler  horse- 
power to  give  the  required  service  is  found  by  dividing  the  total 
B.T.U.,  necessary  for  evaporating  the  steam  required  per  hour 

by  33*305  B.T.U. 

This  power  may  be  subdivided  in  any  manner  if  one  boiler  is 
added  in  excess  of  the  average  demand.  It  would  be  more  ad- 
vantageous to  install  the  required  heating  surface  for  average  load, 
remembering  that  any  unit  may  easily  be  forced  33  J  per  cent  with- 
out sacrificing  efficiency.  Then  at  times  of  emergency  one  unit  may 
be  repaired  while  the  remaining  units  are  overloaded,  yet  within 
their  capacity.  Thus,  if  800  pounds  of  steam  are  required  per  hour 
as  a  maximum  and  but  3000  pounds  throughout  the  day,  three 
units  may  be  installed.  If  12,000  pounds  of  steam  are  in  demand, 
four  units  may  be  installed,  giving  opportunity  for  one  boiler  to  be 
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re|3aircd  while  the  remainder  are  forced.  Thus  the  plant  is  not 
loo  large. 

Practice  has  shown  that  lo  enable  the  absoqjtion  of  33,305 
B.T.U.  lo  be  effected  through  the  shell  ihere  must  be  a  heating 
surface  of  14  sq.  ft.  Hence  14  sq.  ft.  of  surface  exposed  to  the 
Ilames  under  a  fire-tubular  boiler  constitute  a  boiler  horec-power 
or  12  sq.  ft.  of  exposed  area  in  the  water-tubular  boiler. 

The  grate  area  must  be  sufficient  lo  provide  space  for  the 
coal  and  be  at  least  j'j  of  the  total  heating  surface.  In  other 
■words,  each  boiler  horse-power  must  have  from  0-24  to  0.2S  sq. 
it.  of  grate  area.  If  the  grate  is  too  large,  the  temperature  of 
combustion  is  too  low.  High  temperature  in  the  furnace  is  the 
first  condition  of  economy,  the  second  being  that  the  heat  pro- 
duced shall  be  absorbed  as  completely  as  possible  by  plenty  of 
clean  heating  surface.  A  grate  surface  too  small  causes  clinker- 
ing  of  the  coal.  A  low-grade  fuel  requires  a  large  grate.  As  a 
limited  quantity  can  be  bumed  on  a  square  foot  of  grate,  the  max- 
imum evaporative  capacity  of  the  boiler  is  limited  by  its  grate 
area. 

The  Standard  of  Boiler  Gomparisoo. — The  equivalent  evapora- 
tion of  a  boiler  is  that  amount  which  would  have  been  evajwrated 
had  the  steam  been  produced  at  atmospheric  pressure  {-=212*"). 
It  may  be  ascertained  by  dividing  the  B.T.U.  necessary  to  boil 
the  feed-water  into  steam  by  966,  the  latent  heat  of  steam  at 
14.7  lbs.  pressure.  Thus,  feed-water  at  160°  F.,  converted  into 
steam  at  100  lbs.  gauge  pressure,  requires  1057  B.T.U.  The 
factor  of  evaporation  is  then  I057-^966=I.o94.  The  equivalent 
evaporation  b  1.094  times  the  actual  evaporation. 

The  rate  of  evaporation  is  about  8  to  19  lbs.  of  feed-water 
per  fiound  of  coal. 

The  Feed-water, ^Care  must  be  taken  to  secure  ample  supply 
of  pure  water  for  the  boiler.  Acids  in  the  water  corrode  ihe 
boiler  and  reduce  its  efficiency  and  life.  Salts  in  suspension 
or  in  solution  give  trouble  in  depositing  within  the  boiler  and 
forming  a  compact  layer  which  is  both  injurious  and  wasteful 
of   heat.     A    loo-horse-power  boiler  evafjorating   3000   pounds 
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»f  moderately  pure  water  per  hour  would  in  a  year's  time  receive 
248  lbs.  of  solid  matter,  which  would  cover  the  surface  J  inch 
thick  unless  removed  before  being  consolidated.     Such  a  crust  is 


inevitably  formed  in  all  boilers,  and,  being  a  poor  conductor  of 
heat,  prevents  heat  from  reaching  the  water.  A  scale  of  ^  inch 
thick  on  the  tubes  causes  a  loss  of  13  per  cent  of  the  fuel  beat. 
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Moreover,  the  boiler-shell  becomes  excessively  heated  for  the 
same  steaming  effects  and  tends  to  blister  and  warp.    The  scale 
may  contract,  and  cracking,   will  suddenly  expose  the  heated 
plate  to  the  water;   the  generation  of  steam  may  follow  and  an 
explosion  ensue. 

Boiler  Scale. — These  two  wasteful  and  dangerous  sources 
require  that  care  be  exercised  in  the  selection  of  the  water-supply 
for  the  boiler  plant.  Mine  waters  are  usually  acid  and  should 
be  neutralized  by  ammonia  or  precipitated  by  chloride  of  barium 
in  the  tank  prior  to  being  delivered  to  the  boiler.  Other  sources 
of  supply,  except  in  the  mountainous  regions  of  the  Rockies  and 
Sierras,  contain  organic  or  mineral  substances  which  should  be 
rendered  innocuous  in  the  boiler  or,  preferably,  removed  before 
introduction  by  feeding  the  water-supply  through  the  econo- 
mizer or  heater.  Fig.  36,  prior  to  its  delivery  to  the  boiler.  A 
considerable  deposition  will  ensue  from  mere  increase  in  the 
temperature  of  the  water;  the  sediment  there  formed  can  readily 
be  removed.  Such  material  as  still  remains  in  suspension  in 
boiler  must  be  rendered  innocuous  by  an  addition  of  kerosene^ 
which  would  cover  the  grains  with  a  film  and  prevent  the  sedi- 
ment compacting  too  densely  on  the  tubes  and  shell.  Washing- 
soda  will  dissolve  the  scale  and  change  its  nature.  The  amount 
of  kerosene  to  be  fed  should  not  exceed  2  quarts  per  week  per  100 
horse-power,  and  of  soda  one  pound  per  week.  An  excessive  use 
of  these  remedies  would  cause  "foaming"  and  deliver  wet  steam 
into  the  cylinder.  The  best  remedy  for  the  formation  of  scale  is 
to  blow  off"  and  to  clean  the  boiler  regularly  every  week. 

When  the  condenser  is  used  in  a  steam  plant  its  supply  is 
returned  to  the  boiler,  and  if  lubricating-oil  has  been  used  exces- 
sively in  the  engine  a  vcr}'  injurious  mixture  is  introduced  into 
the  boiler.  The  oil  should  be  absorbed  from  the  steam  before 
it  reaches  the  condenser,  or  removed  from  the  water  leaving  the 
condenser  before  deliver}'  to  the  boiler.  It  is  caught  on  screens 
or  separated  by  a  centrifugal  machine. 

It  is  a  question  of  no  small  matter  for  the  engineer  whose 
water-supply  is  chemically  bad  to  determine  whether  to  incur 
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the  expense  of  a  special  distillation  plant,  or  to  employ  the  con- 
densed exhaust-steam.  Some  engineers  have  solved  the  problem 
by  using  the  very  smallest  amount  of  lubricating-oil  possible 
in  the  pumps  and  engines,  thus  saving  the  boiler  at  the  expense 
of  wear  upon  the  pistons.  The  author  favors  the  plan  of  purify- 
ing by  chemical  or  thermal  process  such  water  as  requires  it  in 
a  feed-water  heater,  or  an  economizer,  before  delivery  to  the 
boiler.  It  may  even  be  desirable  to  sink  an  Artesian  well  for 
water-supply  if  not  otherwise  attainable,  though  in  that  event 
it  should  not  be  drawn  from  a  limestone  formation. 

The  Feed-water  Heater.— The  feed-water  heater  is  designed 
to  utilize  the  heat  in  the  exhaust- steam  or  the  flue- gases  by  bring- 
ing the  feed-water  supply  in  close  contact  with  them.  It  is 
known  as  an  economizer,  because  only  waste  heat  is  employed 
for  the  purpose  The  simplest  form  of  heater  has  a  tank  of 
matched  dovetailed  boards  in  which  is  placed  the  coil  of  pipe, 
one  end  open,  blowing  into  the  atmosphere,  and  the  other  end  con- 
nected with  the  exhaust  from  the  engine.  The  heat  in  the  steam 
is  communicated  to  water  and  its  temperature  raised,  while  at 
the  same  time  the  carbonic  acid  or  carbonates  in  the  water  are 
released  and  the  salts  deposited.  The  sediment  can  readily  be 
removed,  if  a  hand-plate  be  provided  near  the  bottom. 

A  duplicate  tank  to  this  may  then  receive  the  exhaust- steam 
during  the  process  of  cleaning.  Hay  is  often  placed  in  the  water- 
supply  tanks,  filtration  through  which  would  remove  some  of 
the  muddiness. 

Feed-water  heaters  can  also  be  procured  of  the  closed  type, 
consisting  of  a  steel  cylinder  filled  with  tubes  through  which  the 
steam  flows,  while  the  water  circulates  around  them  or  the  reverse. 
The  benefit  derived  from  the  use  of  the  economizers  increases 
with  the  wastefulness  of  the  boiler,  and  the  need  of  puri- 
fication warrants  their  introduction  when  the  water-supply  is 
chemically  bad.  The  life  of  a  well-built  economizer  is  from 
fifteen  to  twenty  years.  The  average  plant  will  save  at  least 
TO  per  cent  of  the  fuel  value.  The  gross  return  on  the  invest- 
ment of  the  economizer  is  48  per  cent  annually  with  coal  at  $5 
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per  ton,  and  19  per  cent  with  coal  at  $2  per  ton,  assuming  twenty 
hours  of  service  out  of  the  twenty-four.  In  addition  to  the  sav- 
ing of  heat  and  the  perfecting  of  the  waters,  there  is  another 
advantage,  that  the  boiler  receives  water  at  a  high  temperature 
and  is  saved  from  the  straining  effects  which  result  from  cold 
water.  A  small  pump,  or  an  injector,  delivers  the  supply  to  the 
"boiler.    The  latter  is  cheaper,  equally  reliable,  and  easily  handled. 

Types  of  Boilers. — ^It  is  a  matter  of  considerable  diflSculty  to 
select  the  best  boiler,  because  of  the  great  variety  now  on  the 
market.  The  three  t)rpes  have  each  their  advocates.  The 
Cornish  type  of  boiler,  with  the  fireplace  in  two  large  tubes, 
has  a  high  efficiency,  and  is  much  liked  where  its  length  is 
no  objection.  The  multitubular  boiler,  with  the  fireplace  below 
the  front  end  and  fitted  with  numerous  tubes  through  which  the 
fire  returns  on  its  way  to  the  chimney,  is  a  most  common  type. 
The  latest  type  is  the  water- tubular  boiler  (Fig.  36),  in  which 
the  fire  and  the  gases  circulate  around  the  tubes;  in  these  the 
water  flows  and  is  converted  to  steam.  These  three  types  have 
their  separate  fields  of  usefulness  and  find  wide  acceptance  in 
engineering  circles.  Their  records  can  easily  be  had,  so  they 
must  be  selected  according  to  local  requirements.  The  relative 
efficiency  of  the  three  types  is  i,  1.6,  and  2;  their  relative  initial 
cost  is  very  nearly  in  the  same  proportion. 

The  Cornish  boiler  utilizes  50  per  cent  of  the  fuel  value  in 
the  production  of  steam;  the  fire-tubular  boiler  absorbs  60  to 
65  per  cent  of  the  heat  generated  in  the  fireplace;  and  the  water- 
tubular  boiler  absorbs  fully  80  per  cent  of  the  fuel  value.  The 
comparative  durability  of  the  three  types  is  about  the  same,  with 
an  advantage  in  favor  of  the  more  expensive  water- tubular 
boilers.  They  all  are  good  steamers,  though  the  last-named 
can  be  most  readily  forced  when  the  emergency  arises. 

Water-tubular  Boilers. — The  steam  pressure  to  which  these 
types  may  be  worked  is  respectively  60  lbs.,  100  lbs.,  and  200 
lbs.  pressure  per  square  inch,  as  a  maximum  for  ordinary  condi- 
tions. Inasmuch  as  the  simplest  method  of  increasing  the  power 
of  a  steam-engine  consists  in  raising  the  pressure  of  the  boiler 
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steam,  it  follows  that  when  such  emergency  arises  the  waler- 
tubular  boiler  will  best  fit  the  case.  These  boilers  are  scctiunal 
and  can  be  easily  transporlcd.  They  arc  safer  than  the  ordinary  , 
^■pe  even  at  higher  steam  pressure,  because  the  excessive  p  ea- 
surc  beyond  the  danger  line  will  overstrain  but  one  tube  instead 
of  ihe  entire  boiler  of  the  other  types.  They  are  quickly  cleaned^  ' 
easily  repaired,  and  give  drier  steam  and  with  a  smaller  amount-  | 
of  fuel  than  the  other  types. 

Heat   Losses. — All  the  heat  developed  by  coal  must  be  ab- 
sorbed in  steam  production.     There  are,  however,  three  sources 
of  loss — that  due  to  heat  carried  by  the  llue-gases  escaping  up 
the  chimney,  the  radiation  from  the  walls  and  shell  of  ihe  boiler,  1 
and  the  heat  remaining  in  the  ashes. 

The  waste  in  the  ashes  depends  on  the  conditions  in  firing, 
etc.  Their  weight  may  be  20  per  cent  of  the  total  fuel  burned, 
and  in  ihem  is  also  some  unburned  combustible.  The  unpro- 
tected boiler  surface  radiates,  per  square  foot,  650  B.T.U.  per  ■ 
hour.  Thus  the  loss  from  a  100- horse- power  boiler  and  its  wall 
is  equivalent  lo  the  heat  of  100  tons  of  coal  a  year,  or  at  least 
15  per  cent  of  the  fuel.  A  covering  of  magnesia,  hair-felt,  or 
asbestos,  i  inch  thick,  would  in  five  years'  time  save  much  more 
than  its  cost,  which  is  25  cents  per  square  foot.  A  brick  arch 
over  the  boiler,  furnishing  a  conduit  for  flue-gases  on  their  way  to 
the  chimney  would  be  still  belter.  Boilers  in  batteries,  if  placed 
back  to  back  instead  of  facing  one  another,  would  also  reduce 
the  radiation  loss,  though  the  cost  of  stoking  would  be  increased. 

Flue-gases. — The  flue-gases  have  a  temperature  between  300° 
and  600°  F.,  being  higher  with  the  forced  draft  than  with  Ihe  chim- 
ney draft.  In  order  to  give  place  for  ihe  air-supply  in  the  com- 
bustion of  the  coal,  these  flue-gases  are  removed  as  promptly  as 
possible.  Each  pound  of  coal  produces  gases  that  transport 
1500  or  more  B.T.U.  This  is  always  more  than  10  per  cent  of 
the  total  available  heat  in  the  fuel.  The  only  recoverable  por- 
tion of  it  is  that  which  ihe  economizer  may  utilize.  Smoke 
increases  the  heat  loss  by  that  which  is  latent  in  the  unconsumed 
combustible. 
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Th*  Air^fdppljr/— The  aggregate  of  the  abo?e  sources  of  heat 
l09ft  is  at  leafU  15  per  cent  of  the  fud  value,  and  is  mcMre  frequently 
35  per  tent  in  the  ordinary  boilers. 

K<y/nr>mic  combustjon  will  reduce  the  great  waste  (^  heat  by 
pTfyvuVtug  the  proper  supply  of  air,  the  perfect  bumii^  of  a  wdl- 
Acrlecte^l  fuel,  and  a  good  regulation  of  the  draft.  Conditions 
(//T  annplete  combustion  require  that  the  particles  be  brou^t 
into  intimate  contact  with  the  rcriuisite  amount  of  oxygen.  The 
amount  of  air-supply  being  the  chief  consideradon,  each  pound 
of  crml  will  require  an  amount  of  air  at  least  equal  to  A= 
l,52((*  f-311-040),  in  which  C,  H,  and  O  are  the  percentages 
of  tarlxm,  oxygen,  and  hydrogen. 

This  is  alx)Ut  ifx)  cu.  ft.  or  12  lbs.  of  air.  More  than  this  is 
nc(THsary  to  insure  intimate  contact  of  the  fuel  constituents  and 
the  rtir.  Ilcncc  24  lbs.  arc  usually  given  for  each  pound  of  fuel 
with  the  chimney  draft  and  about  18  lbs.  with  forced  draft.  Any 
cx(  CSS  ovrr  this  amount  chills  the  fire  and  will  only  carry  heat 
frcim  the  furnace  to  the  chimney.  With  less  air  the  carbon  will 
drvdop  only  4450  B.T.U.  per  pound,  instead  of  14,500  B.T.U., 
which  Is  more  wasteful  than  smoke.  The  production  of  CO  in- 
slriid  of  C*()j  results  fn)m  a  deficiency  of  air;  the  fire  is  dull  and 

shiKK'^li* 

An  (KTasional  analysis  of  the  flue-gases,  by  the  D'Orsat  ap- 
panU\i«,  for  free  oxygen  and  CO,  will  reveal  the  working  of 
the   fiiniacc.     The   former   indicates   air  excess,  the   latter  air 

Calorlflc  Value  of  Fuels,— The  heating  power  of  a  fuel  depends 
\tpoti  tl»  coml)UHlil)lo  elements  and  the  amount  of  ash.  The  fuel 
should  bo  l)ou>(IU  on  lis  calorific  value  and  according  to  analysis. 
*rhiH  huior  tnay  Ik^  the  uUimalc  analysis,  giving  the  percentages 
of  r«rl>on»  oxyg^Mt,  and  hydn>gcn  in  the  fuel,  whence  its  calorific 
Vrthio  Ih  r-t.|»55oC  I- fii,oooH- 5400(0+ N);  or  an  approximate 
ntudyj^is  givit\g  ^1^^'  amount  of  Nxdatile  matter  and  fixed  carbon  in 
\\w  f\irK    In  the  latter  case,  assume  M  to  be  the  percentage  of 

\>\|{\tilo  matton  \\  c\>m|unxl  with  the  dry  combustible,  A/  =  ^— pc. 
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and  A  a  coefficient  whose  \alucs  ; 
calorific  power:  P  =  146,70+ --lA/. 
vl  =  252  for  jlf  =   2  lo  12; 


iven  below.     Whence  thea 
X-' 169.2  for  3/ =  30  to  35 ; 


il  =  144.0  for  if  =  35  1038; 
j4  =  142,2  for  Af  =  38  to  40; 

A  =  136.8  for  J/  =  40  to  50. 


j4  =  2i6  for  A/  =12  to  17; 
^  =  198  for  Af  =17  to  24; 
A  =  183  for  A/  ^  24  to  30; 

The  heat  which  can  be  developed  from  a  pound  of  coal  varies 
between  11,000  B.T.U.  and  15,000  B.T.U,  As  one  pound  ol 
water  requires  for  its  evaporation  and  conversion  to  steam  some- 
thing over  iioo  B.T,U.  it  follows  that  from  10  to  14  lbs.  of  steam 
can  be  produced  for  each  pound  of  coal,  though  some  boilers 
realize  only  4  to  6  lbs. 

Undoubtedly  the  semi-bituminous  coals  are  belter  steanfc>J 
producers  than  anthracite  coals,  the  amount  of  the  ash  being 
less.  But  it  is  usually  a  question  of  local  price  as  to  which  is 
preferable  in  a  given  case.  A  suirerior  coal  is  that  which  has 
about  85  per  cent  of  fixed  carbon  with  some  volatile  matter  to 
assist  in  the  firing.  A  steaming  coal  should  kindle  readily  and 
bum  steadily  without  clinkers. 

Slack  is  nearly  equal  to  coal  in  its  calorific  value,  but  has 
usually  too  much  refuse  to  be  acceptable,  except  where  the  trans- 
portation is  cheaper.  The  size  of  the  fuel  is  selected  according 
to  the  relative  grate  openings.  The  smaller  coals  and  slack' are 
cheaper  than  the  larger  size  of  the  same  coals,  but  the  amount  of 
ash  in  the  former  increases  the  labor  of  handling. 

The  Rate  of  Combustion. — The  amount  uf  coal  that  can  be 
burned  depends  upon  the  inltnsity  of  the  draft  and  the  air-supply. 
The  thickness  of  the  bed  should  be  as  small  as  possible  without 
requiring  excessive  watchfulness.  A  g-inch  bed  of  anthracite 
pea  coal  or  an  8-inch  bed  of  lump  coal  is  good  practice.  Only 
12  lbs.  of  anthracite  or  ig  lbs.  of  bituminous  coal  can  be  burned 
per  hour  per  square  foot  of  grate  area  by  natural  draft  with  eco- 
nomical results.  The  results  from  the  boilers  depend  more  upon 
the  character  of  firing  than  on  any  other  single  element. 

The  Methods  of  Hand  Firing  usually  adopted  in  practice 
with  ordinary  grates  are  the   "spreading"  method,  in  which  a 
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thin  layer  of  coal  is  worked  o\'er  the  entire  area  from  the  bridge 
towards  the  front;  the  "aliemating"  method,  in  which  the  fresh 
coal  is  charged  alternately  on  either  side  of  the  fire-box;  and  the 
"coking"  system,  for  bituminous  coal  only,  that  charges  it  on  the 
dead  plate  at  the  front  of  the  fire  and  pushes  it  back,  when  cc^ed, 
into  the  grate  to  make  room  for  a  new  charge.  This  b  ad\*an> 
ta^eous  with  all  long- flame  gaseous  cools.  Two  stokers  and  two 
enqinc^crs  can  fire  35  tons  of  coal  per  week  under  the  boilers  during 
24  hours.  The  limit  for  one  man  firing  boiler  and  running  the 
engine  is  about  10  tons  of  coal  per  week  for  a  50-H.P.  engine. 

Stokers. — ^Mechanical  systems  of  feeding  hard  coal  are  employed 
to  advantage.  The  Steam  Users'  .\ssociation  of  Boston  reports 
that  in  all  plants  stokeis  may  prevent  smoke,  save  coal,  and 
reduce  lalx)r — as  much  as  30  per  cent  in  big  plants  employing 
also  coal  handling  machiner}-.  Mechanical  stoking  reduces  the 
smoke  nuisance  by  furnishing  a  continuous  charging.  Stokers, 
however,  cut  down  the  capacity  slightly,  though  they  respond  to 
a  sudden  demand  for  steam  as  well  as  hand  firing.  The  amoimt 
of  repairs  is  not  excessive. 

The  stokers  are  travelling  grates  or  moving  bars  fed  from  a 
hopper  continuously  at  the  front  and  carried  by  power  toward 
the  rear  at  a  slow  rate  such  as  to  insure  a  complete  burning  of  the 
fuel  before  it  reaches  the  rear  of  the  fire-grate  wheR*  it  is  dumped. 
Fine  sizes  of  coal  can  be  utilized  and  little  power  is  required. 
Undoubtedly  they  afford  a  betterment  of  evaporative  results,  but 
it  is  a  question  whether  the  same  amount  of  improvements  can- 
not be  effected  in  other  directi  ^ns. 

Fuel  Consumption. — The  consumption  of  fuel  per  hour 
averages  3J  lbs.  per  horse-|X)wer  with  a  common  boiler  and 
ordinary*  engine.  The  vcr}-  best  results  which  have  yet  been 
obtained  in  practice  require  1.5  lbs.  of  good  coal  to  produce  a 
horse- power  hour. 

The  question  of  fuel  economy  is  an  exceedingly  important 
one,  whether  one  considers  the  production  of  pc>wer  at  the  coal- 
mine, where  the  fuel  is  cheaper,  or  at  the  metal-mine,  where  it  is 
ver>'  dear.     Any  economy  effected  in  this  direction  represents  a 
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corresponding  gain.  The  bituminous  collieries  of  ihe  United 
Stales  consume  between  1.5  per  cent  and  2  per  cent  of  their  total 
output  in  providing  power  for  pumping  and  water.  The  anthra- 
cite coal-mines  of  the  United  States  are  estimated  as  consuming 
from  8  per  cent  to  10  per  cent  of  their  total  production  for  ihe 
same  purpose. 

A  cord  of  well-dried  spruce  is  capable  of  driving  a  common 
slide-vah'e  hoistcr  about  320  hourly  horse-powers;  a  Ion  of 
lignite,  470;  a  barrel  of  petroleum,  170;  a  ton  of  anthracite,  650. 

Weathering  Coals. — Fuels  should  be  properly  housed  from 
the  wcalht-r,  and  not  pile<l  out  of  doors,  to  prevent  absorption 
of  moisture,  the  evaporation  of  which  causes  deterioration. 
Freshly  mined  coal  absorbs  three  times  its  \'olume  of  gas  or  air, 
and  this  absorption  produces  a  slight  decomposition  that  reduces 
its  heating  power.  Moreover,  spontaneous  combustion  may 
develop  from  a  prolonged  oxidation,  which  can  be  prevented 
only  by  a  thorough  ventilation  of  the  coal  and  its  protection 
from  the  elements.  The  practice  of  sprinkling  liie  coal  arrests 
the  action  temporarily,  but  deterioration  soon  begins,  which  would 
be  facilitated  by  the  presence  of  fine  coal.  It  is  a  good  practice  to 
have  a  storage  for  500  llis.  of  coal  for  each  indicated  horse-power 
of  engine  plant. 

Liquid  Fuels. — ^Pelroleum  has  an  approximate  analysis  of 
carbon  85  per  cent,  hydrogen  13  per  cent,  and  oxygen  i  per  cent, 
and  a  calorific  value  of  about  20,000  lieal-unils  per  |>ound.  This 
fuel  can  be  injected  into  tlie  lire-box  from  tanks  by  a  nozzle 
with  the  aid  of  compressed  air.  This  blast  induces  a  current, 
atomizes  the  oil,  and  delivers  a  spray  with  an  excess  of  oxygen 
which  permits  Ihe  production  of  an  intense  flame.  No  grate  is 
required.  One  pound  of  oil  equals  2.18  lbs.  of  coal  in  calorific 
value.  Where  conditions  favor  it,  gas  from  coke-ovens  can  be 
employed  to  advantage  under  a  boiler. 

Draft.— A  draft  is  necessary  to  carry  off  the  products  of  com- 
bustion and  to  admit  a  fresh  supply  of  air  to  the  fire.  The  force 
of  the  draft  is  measured  by  a  water-gauge  which  \-aries  between 
I  inch  and  2  inches.     It  may  be  either  natural  or  forced. 
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Chimneys.-— Natural  draft  is  procured  by  a  chimney  of  brick 
or  of  sheet -steel  tubing.  It  depends  upon  the  relative  densities 
of  the  hot  gases  inside  the  chimney  and  the  external  air.  The 
difference  in  the  temperatures  and  the  height  of  the  stack  will 
determine  the  velocity  of  the  flow  and  the  pressure  of  the  draft. 
The  inside  area  determines  the  volume  of  air  which  can  be  car- 
ried. This  is  known  from  the  total  hourly  consumption  of  fuel, 
F,  which  is  based  on  5  lbs.  per  horse-power.  The  desired  horse- 
power being  known,  the  effective  area,  E,  may  be  determined 
for  a  kftown  height  of  chimney,  H, 

_o.o625F 

The  effective  area  E  is  less  than  the  actual  area  by  the  amount 
indicated,  E  =A  —  0.6V A . 

The  conmiercial  horse-power  of  chimney  is  ^.^^\/H. 

The  first  cost  of  a  brick  chinmey  is  greater  than  that  of  a 
sheet-steel  stack,  but  its  stability  is  greater  and  its  repairs  are  less. 
By  the  use  of  a  damper  regulated  by  hand  or  automatically  by 
steam,  any  lower  pressure  than  the  maximum  draft  for  which  it 
is  designed  may  be  maintained  in  the  latter  arrangement.  A 
small  diaphragm  raises  the  lever  and  closes  the  damper  when 
the  steam  pressure  in  the  boiler  exceeds  a  certain  desired  limit. 

Blowers. — Forced  draft  may  be  obtained  by  the  use  of  a 
blower  driven  by  the  engine  and  dynamo  or  belt.  By  it  air  is 
delivered  through  the  pipes  into  the  fireplace  at  a  pressure  of 
perhaps  10  lbs.  above  the  atmosphere.  The  steam-jet  may  also 
be  employed,  acting  like  an  injector;  though  it  is  not  an  eco- 
nomical device,  it  softens  the  clinkers  and  aids  combustion. 
A  steam-blower  can  be  built  composed  of  a  horizontal  ring  with 
holes  punctured  in  it.  Steam  from  the  boiler  is  discharged 
through  the  openings  and  creates  a  current  that  will  increase 
the  draft  and  thereby  the  capacity  of  the  boiler  20  per  cent  to 
30  per  cent.  The  ring  is  made  of  i^-inch  pipe  12  inches  in  diam- 
eter punctured  with  eighteen  J-inch  holes  for  a  6o-horse-power 
boiler.    Such  a  blower  costs  90  cents  an  hour  for  operation. 
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Exhaust-fans  may  be  so  placed  as  to  draw  the  gases  out  of 

the  furnace  and  deliver  them  into  short  stack  to  aid  draft. 

The  chimney  has  a  higher  first  cost  than  any  of  theso  sys- 
tems which  require  short  slack  only,  but  is  cheaper  to  maintain. 
It  is,  however,  very  wasteful  of  heat,  since  the  flue-gases  must 
be  hot  in  order  to  produce  draft.  Nevertheless,  the  latter  adapts 
the  boiler  lo  a  wide  range  of  power,  for  the  fire  can  be  made  more 
intense. 

Boiler  Installatioii. — The  boilers  should  lie  on  a  level  below 
the  engine-room  and  set  as  high  up  as  is  consistent  with  the 
fireman's  duiies.  The  coal  should  be  stored  above  them  and 
gravitation  availed  of  for  feeding  the  boilers  and  for  removing 
ashes.  This  would  be  an  idea!  condition  as  lo  lalx>r.  The 
cost  of  power  production  is  not  always  a  matter  only  of  fuel 
selection  and  economy  of  combustion,  for  the  cost  of  handling 
is  jnseparably  connected  with  it.  Generally  speaking,  the  annual 
coal  consumption  equals  the  initial  cost  of  the  boiler  plant,  and 
economy  in  labor  may  easily  be  effected  equal  to  lo  per  cent  of 
the  initial  cost. 

With  the  pipes  hung  to  drain  towards  the  boiler,  covered 
with  a  layer  of  asbestos,  magnesia,  or  felt  covering,  with  a  steam- 
trap  properly  placed,  a  supply  of  dry  steam  will  be  delivered 
to  the  engine.  Each  square  foot  of  exjjosed  surface  of  pipe 
radiates  1.8  B.T.U.  per  hour  for  each  degree  Fahrenheit  differ- 
ence in  temperature  between  the  steam  and  the  external  air. 
Thus  a  4-inch  pipe  carrying  steam  of  90  lbs.  pressure  (320"  F.) 
40  feet  long  radiates  an  amount  of  heat  equivalent  to  17  lbs. 
steam  from  120°  F.  to  90  lbs.  absolute  pressure.  Hence  a  con- 
siderable loss  of  power  ensues  if  pipes  be  uncovered  Every 
284  feet  of  4-inch  pipe  covered  with  i-inch  layer  saves  a  horse- 
power. 

As  the  allowable  velocity  of  steam  in  pipes  is  ordinarily  50  feet 
per  second,  it  is  necessary  to  have  a  line  of  pipes  ample  in  area  to 
furnish  a  copious  supply  of  steam  with  but  small  loss.  A  4-inch 
pipe  will  discharge  115  lbs.  of  steam  per  minute,  the  initial  pres- 
sure being  100  lbs.  gauge,  or  it  will  deliver  109  lbs.  of  steam  at 
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Moreover,  the  boiler-shell  becomes  excessively  heated  for  the 
same  steaming  eflfects  and  tends  to  blister  and  warp.    The  scale 
may  contract,  and  cracking,  will  suddenly  expose  the  heated 
plate  to  the  water;   the  generation  of  steam  may  follow  and  an 
explosion  ensue. 

Boiler  Scale. — These  two  wasteful  and  dangerous  sources 
require  that  care  be  exercised  in  the  selection  of  the  water-supply 
for  the  boiler  plant.  Mine  waters  are  usually  acid  and  should 
be  neutralized  by  ammonia  or  precipitated  by  chloride  of  barium 
in  the  tank  prior  to  being  delivered  to  the  boiler.  Other  sources 
of  supply,  except  in  the  mountainous  regions  of  the  Rockies  and 
Sierras,  contain  organic  or  mineral  substances  which  should  be 
rendered  innocuous  in  the  boiler  or,  preferably,  removed  before 
introduction  by  feeding  the  water-supply  through  the  econo- 
mizer or  heater.  Fig.  36,  prior  to  its  deUvery  to  the  boiler.  A 
considerable  deposition  will  ensue  from  mere  increase  in  the 
temperature  of  the  water;  the  sediment  there  formed  can  readily 
be  removed.  Such  material  as  still  remains  in  suspension  in 
boiler  must  be  rendered  innocuous  by  an  addition  of  kerosene, 
which  would  cover  the  grains  with  a  film  and  prevent  the  sedi- 
ment compacting  too  densely  on  the  tubes  and  shell.  Washing- 
soda  will  dissolve  the  scale  and  change  its  nature.  The  amount 
of  kerosene  to  be  fed  should  not  exceed  2  quarts  per  week  per  100 
horse-power,  and  of  soda  one  pound  per  week.  An  excessive  use 
of  these  remedies  would  cause  "foaming"  and  deliver  wet  steam 
into  the  cyhnder.  The  best  remedy  for  the  formation  of  scale  is 
to  blow  oflf  and  to  clean  the  boiler  regularly  every  week. 

When  the  condenser  is  used  in  a  steam  plant  its  supply  is 
returned  to  the  boiler,  and  if  lubricating-oil  has  been  used  exces- 
sively in  the  engine  a  very  injurious  mixture  is  introduced  into 
the  boiler.  The  oil  should  be  absorbed  from  the  steam  before 
it  reaches  the  condenser,  or  removed  from  the  water  leaving  the 
condenser  before  delivery  to  the  boiler.  It  is  caught  on  screens 
or  separated  by  a  centrifugal  machine. 

It  is  a  question  of  no  small  matter  for  the  engineer  whose 
water-supply  is  chemically  bad  to  determine  whether  to  incur 
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the  expense  of  a  special  distillation  plant,  or  to  employ  the  con- 
densed exhaust-steam.  Some  engineers  have  solved  the  problem 
by  using  the  very  smallest  amount  of  lubricating-oil  possible 
in  the  pumps  and  engines,  thus  saving  the  boiler  at  the  expense 
of  wear  upon  the  pistons.  The  author  favors  the  plan  of  purify- 
ing by  chemical  or  thermal  process  such  water  as  requires  it  in 
a  feed-water  heater,  or  an  economizer,  before  delivery  to  the 
boiler.  It  may  even  be  desirable  to  sink  an  Artesian  well  for 
water-supply  if  not  otherwise  attainable,  though  in  that  event 
it  should  not  be  drawn  from  a  limestone  formation. 

The  Feed-water  Heater.— The  feed-water  heater  is  designed 
to  utilize  the  heat  in  the  exhaust- steam  or  the  flue-gases  by  bring- 
ing the  feed-water  supply  in  close  contact  with  them.  It  is 
known  as  an  economizer,  because  only  waste  heat  is  employed 
for  the  purpose  The  simplest  form  of  heater  has  a  tank  of 
matched  dovetailed  boards  in  which  is  placed  the  coil  of  pipe^ 
one  end  open,  blowing  into  the  atmosphere,  and  the  other  end  con- 
nected with  the  exhaust  from  the  engine.  The  heat  in  the  steam 
is  communicated  to  water  and  its  temperature  raised,  while  at 
the  same  time  the  carbonic  acid  or  carbonates  in  the  water  are 
released  and  the  salts  deposited.  The  sediment  can  readily  be 
removed,  if  a  hand-plate  be  provided  near  the  bottom. 

A  duplicate  tank  to  this  may  then  receive  the  exhaust-steam 
during  the  process  of  cleaning.  Hay  is  often  placed  in  the  water- 
supply  tanks,  filtration  through  which  would  remove  some  of 
the  muddiness. 

Feed-water  heaters  can  also  be  procured  of  the  closed  type, 
consisting  of  a  steel  cylinder  filled  with  tubes  through  which  the 
steam  flows,  while  the  water  circulates  around  them  or  the  reverse. 
The  benefit  derived  from  the  use  of  the  economizers  increases 
with  the  wastefulness  of  the  boiler,  and  the  need  of  puri- 
fication warrants  their  introduction  when  the  water-supply  is 
chemically  bad.  The  life  of  a  well-built  economizer  is  from 
fifteen  to  twenty  years.  The  average  plant  will  save  at  least 
lo  per  cent  of  the  fuel  value.  The  gross  return  on  the  invest- 
ment of  the  economizer  is  48  per  cent  annually  with  coal  at  $5 
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per  ton,  and  19  per  cent  with  coal  at  $2  per  ton,  assuming  twenty 
hours  of  service  out  of  the  twenty-four.  In  addition  to  the  sav- 
ing of  heat  and  the  perfecting  of  the  waters,  there  is  another 
advantage,  that  the  boiler  receives  water  at  a  high  temperature 
and  is  saved  from  the  straining  effects  which  residt  from  cold 
water.  A  small  pimip,  or  an  injector,  delivers  the  supply  to  the 
'boiler.    The  latter  is  cheaper,  equally  reliable,  and  easily  handled. 

Types  of  Boilers. — ^It  is  a  matter  of  considerable  difficulty  to 
select  the  best  boiler,  because  of  the  great  variety  now  on  the 
market.  The  three  types  have  each  their  advocates.  The 
Cornish  type  of  boiler,  with  the  fireplace  in  two  large  tubes, 
has  a  high  efficiency,  and  is  much  liked  where  its  length  is 
no  objection.  The  multitubular  boiler,  with  the  fireplace  below 
the  front  end  and  fitted  with  numerous  tubes  through  which  the 
fire  returns  on  its  way  to  the  chimney,  is  a  most  common  type. 
The  latest  type  is  the  water-tubular  boiler  (Fig.  36),  in  which 
the  fire  and  the  gases  circulate  around  the  tubes;  in  these  the 
water  flows  and  is  converted  to  steam.  These  three  types  have 
their  separate  fields  of  usefulness  and  find  wide  acceptance  in 
engineering  circles.  Their  records  can  easily  be  had,  so  they 
must  be  selected  according  to  local  requirements.  The  relative 
efficiency  of  the  three  types  is  i,  1.6,  and  2;  their  relative  initial 
cost  is  very  nearly  in  the  same  proportion. 

The  Cornish  boiler  utilizes  50  per  cent  of  the  fuel  value  in 
the  production  of  steam;  the  fire-tubular  boiler  absorbs  60  to 
6$  per  cent  of  the  heat  generated  in  the  fireplace;  and  the  water- 
tubular  boiler  absorbs  fully  80  per  cent  of  the  fuel  value.  The 
comparative  durability  of  the  three  types  is  about  the  same,  with 
an  advantage  in  favor  of  the  more  expensive  water-tubular 
boilers.  They  all  are  good  steamers,  though  the  last-named 
can  be  most  readily  forced  when  the  emergency  arises. 

Water-tubular  Boilers. — ^The  steam  pressure  to  which  these 
types  may  be  worked  is  respectively  60  lbs.,  100  lbs.,  and  200 
lbs.  pressure  per  square  inch,  as  a  maximum  for  ordinary  condi- 
tions. Inasmuch  as  the  simplest  method  of  increasing  the  power 
of  a  steam-engine  consists  in  raising  the  pressure  of  the  boiler 
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steam,  it  follows  that  when  such  emergency  arises  the  water- 
tubular  boiler  will  best  fit  the  case.  These  boilers  are  sectional 
and  can  be  easily  Iransporlet!.  They  are  safer  than  the  ordinary 
type  even  at  higher  steam  pressure,  because  the  excessive  p  es-  i 
sure  beyond  the  danger  line  will  overstrain  but  one  tube  instead 
of  the  entire  boiler  of  the  other  types.  They  are  quickly  cleaned,  • 
easily  repaired,  and  give  drier  steam  and  with  a  smaller  amount 
of  fuel  than  the  other  types. 

Heat   Losses. — .\1I  the  heal  developed  by  coal  must  be  ab- 
sorbed in  steam  prtHluction.    There  arc,  however,  three  sources 
of  loss — that  due  to  lit-at  carried  by  the  flue-gases  escaping  up 
the  chimney,  the  radiation  from  the  walls  and  shell  of  the  boiler,  , 
and  the  heat  remaining  in  the  ashes. 

The  waste  in  the  ashes  depends  on  the  conditions  in  firing, 
etc..  Their  weight  may  be  20  per  cent  of  the  total  fuel  burned, 
and  in  them  is  also  some  unbumcd  combustible.  The  unpro- 
lecled  boiler  surface  radiates,  per  square  fool,  650  B.T.U.  per 
hour.  Thus  the  loss  from  a  100- horse- power  boiler  and  its  wall 
is  equivalent  to  the  heat  of  too  tons  of  coal  a  year,  or  at  least 
15  per  cent  of  llie  fuel,  A  covering  of  magnesia,  hair-felt,  or 
asbestos,  i  inch  thick,  would  in  live  years'  time  save  much  more 
than  its  cost,  which  is  25  cents  per  square  foot.  A  brick  arch 
over  the  boiler,  furnishing  a  conduit  for  flue-gases  on  their  way  to 
the  chimney  would  be  sliU  Iretler.  Boilers  in  batteries,  if  placed 
back  to  back  instead  of  facing  one  another,  would  also  reduce 
the  radiation  loss,  though  the  cost  of  stoking  would  be  increased. 

Fiue-gases. — The  flue-gases  have  a  temperature  between  300° 
and  600*  F.,  being  higher  with  the  forced  draft  than  with  the  chim- 
ney draft.  In  order  to  give  place  for  the  air-supply  in  the  com- 
bustion of  the  coal,  these  flue-gases  arc  removed  as  promptly  as 
possible.  Each  pound  of  coal  produces  gases  that  transport 
1500  or  more  B.T.U.  This  is  always  more  than  10  per  cent  of 
the  total  available  heat  in  the  fuel.  The  only  recoverable  por- 
tion of  it  is  that  which  the  economizer  may  utilize.  Smoke 
increases  the  heat  loss  by  that  which  is  latent  in  the  unconsumed 
combustible. 
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The  Air-d^piy. — ^The  aggregate  of  the  above  sources  dt  heat 
lo0  is  at  least  15  per  cent  of  the  fuel  value,  and  is  more  frequently 
35  per  cent  in  the  ordinary  boilers. 

Economic  combustion  will  reduce  the  great  waste  of  heat  by 
providing  the  proper  supply  of  air,  the  perfect  burning  of  a  well- 
selected  fuel,  and  a  good  regulation  of  the  draft.  Conditions 
for  comfdete  combustion  require  that  the  particles  be  brou^t 
into  intimate  contact  mith  the  requisite  amoimt  of  ox}'gen.  The 
amount  of  air-supply  being  the  chief  consideration,  each  pound 
of  coal  will  require  an  amount  of  air  at  least  equal  to  A^' 
i.52(C-f3H— 0.4O),  in  which  C,  H,  and  O  are  the  percentages 
of  carbon,  oxygen,  and  hydrogen. 

This  is  about  160  cu.  ft.  or  12  lbs.  of  air.  More  than  this  is 
necessary  to  insure  intimate  contact  of  the  fuel  constituents  and 
the  air.  Hence  24  lbs.  are  usually  given  for  each  pound  of  fuel 
with  the  chimney  draft  and  about  18  lbs.  with  forced  draft.  Any 
excess  over  this  amount  chills  the  &re  and  will  only  carry  heat 
from  the  furnace  to  the  chinmey.  With  less  air  the  carbon  will 
develop  only  4450  B.T.U.  per  pound,  instead  of  14,500  B.T.U., 
which  is  more  wasteful  than  smoke.  The  production  of  CO  in- 
stead of  CO3  results  from  a  deficiency  of  air;  the  fire  is  dull  and 
sluggish. 

An  occasional  analysis  of  the  flue-gases,  by  the  D'Orsat  ap- 
paratus, for  free  oxygen  and  CO,  will  reveal  the  working  of 
the  furnace.  The  former  indicates  air  excess,  the  latter  air 
deficiency. 

Calorific  Value  of  Fuels. — The  heating  power  of  a  fuel  depends 
upon  its  combustible  elements  and  the  amount  of  ash.  The  fuel 
should  be  bought  on  its  calorific  value  and  according  to  analysis. 
This  latter  may  be  the  ultimate  analysis,  giving  the  percentages 
of  carbon,  oxygen,  and  hydrogen  in  the  fuel,  whence  its  calorific 
value  is  P  =  i4,ssoC+62,cooH— 54oo(0+N);  or  an  approximate 
analysis  giving  the  amount  of  volatile  matter  and  fixed  carbon  in 
the  fuel.    In  the  latter  case,  assume  M  to  be  the  percentage  of 
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volatile  matter,  V,  compared  with  the  dry  combustible,  M  =  t/"-7=c» 
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169.2  for  Af  =30  to  35; 
144.0  for  A/  =  35  1038; 
142.2  for  Af  =  38  to  40; 

for  M  =  40  to  50. 


and  A  a  coefficient  whose  values  are  gi\'en  below.     Whence  the 

calorific  power:  P  =  146.76'+ /IM. 

A^2$2forM=  a  to  12;  A  = 

A  =  216  for  3/  =12  to  17;  A  = 

A  =  198  for  If  =  17  to  24;  A  = 

A  =  183  for  M  =  24  to  30;  A  = 

The  heat  which  can  be  developed  from  a  pound  of  coal  varies 
between  11,000  B.T.U.  and  15,000  B.T.U,  As  one  pound  of 
water  requires  for  its  evaporation  and  conversion  to  steam  some- 
thing over  iioo  B.T.U.  it  follows  that  from  10  to  14  lbs.  of  steam 
can  be  produced  for  each  pound  of  coal,  though  some  boilers 
realize  only  4  to  6  lbs. 

Undoubtedly  the  semi-bituminous  coals  are  better  steam- 
producers  than  anthracite  coals,  the  amount  of  the  ash  being 
less.  But  it  is  usually  a  question  of  local  price  as  lo  which  is 
preferable  in  a  given  case.  A  superior  coal  is  that  which  has 
about  85  per  cent  of  fixed  carbon  with  some  volatile  matter  to 
assist  in  the  firing.  A  steaming  coal  should  kindle  readily  and 
bum  steadily  without  clinkers. 

Slack  is  nearly  equal  to  coal  in  its  calorific  value,  but  has 
usually  too  much  refuse  lo  be  acceptable,  except  where  the  trans- 
portation is  cheaper.  The  size  of  the  fuel  is  selected  according 
to  the  relative  grate  openings.  The  smaller  coals  and  slack'  are 
cheaper  than  the  larger  size  of  the  same  coals,  but  the  amount  of 
ash  in  the  former  increases  the  labor  of  handling. 

The  Rate  of  Combustion. — The  amount  of  coal  that  can  be 
bumed  depends  upon  the  intensity  of  the  draft  and  the  air-supply. 
The  thickness  of  the  bed  should  be  as  small  as  possible  without 
requirir^  excessive  watchfulness.  A  5-inch  bed  of  anthracite 
pea  coal  or  an  8-inch  bed  of  lump  coal  is  good  practice.  Only 
la  lbs.  of  anthradtc  or  15  lbs.  of  bituminous  coal  can  be  bumed 
per  hour  per  square  foot  of  grate  area  by  natural  draft  with  eco- 
nomical results.  The  results  from  the  boilers  depend  more  upon 
the  character  of  firing  than  on  any  other  single  element. 

The  Methods  of  Hand  Firing  usually  adopted  in  practice 
with  ordinary  grales  are  the  "spreading"  method,  in  which  a 
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tfirn  brer  of  coal  is  worked  over  the  entire  area  bom  the  bridge 
tovaixL  the  froci;  the  "aliematii^"  method,  in  which  the  fresh 
oxil  is  charged  akernately  on  either  side  of  the  fire-box;  and  the 
"coking"  system,  for  bitimiinous  coal  only,  that  charges  it  on  the 
dcad-fJate  at  the  front  of  the  fire  and  pushes  it  back,  when  coked, 
into  the  grate  to  make  room  for  a  new  charge.  This  is  advan- 
ta^tr/us  with  all  long- flame  gaseous  coak.  Two  stokers  and  two 
ejxpnyiTS  can  fire  35  tons  of  coal  per  week  under  the  boilers  during 
24  hours.  The  limit  for  one  man  firing  boiler  and  running  the 
cngiDe  is  about  10  tons  of  coal  per  week  for  a  50-H.P.  engine. 

Stokers. — ^Mechanical  systems  of  feeding  hard  coal  are  employed 
to  ad\:antage.  The  Steam  Users'  Association  of  Boston  reports 
that  in  all  plants  stokers  may  prevent  smoke,  sa\-e  coal,  and 
red-ic  labor — as  much  as  30  per  cent  in  big  plants  employing 
ako  coal  handling  machiner}-.  Mechanical  stoking  reduces  the 
smoke  nuisance  by  furnishing  a  continuous  charging.  Stokers, 
however,  cut  down  the  capacity  slightly,  though  they  respond  to 
a  sudden  demand  for  steam  as  well  as  hand  firing.  The  amoimt 
of  T^/^rTi  is  not  excessive. 

The  stokers  are  travelling  grates  or  monng  bars  fed  from  a 
hopper  continuously  at  the  front  and  carried  by  power  toward 
the  rear  at  a  slow  rate  such  as  to  insure  a  complete  burning  of  the 
fuel  before  it  reaches  the  rear  of  the  fire-grate  where  it  is  dumped. 
Fine  sizes  of  coal  can  be  utilized  and  little  power  is  required. 
Undoubtedly  they  afford  a  betterment  of  evaporative  results,  but 
it  is  a  question  whether  the  same  amount  of  improvements  can- 
not be  effected  in  other  directions. 

Fuel  Consamption. — The  consumption  of  fuel  per  hour 
averages  3J  lbs.  per  horsepower  with  a  common  boiler  and 
ordinary  engine.  The  ver}-  best  results  which  have  yet  been 
obtained  in  practice  require  1.5  lbs.  of  good  coal  to  produce  a 
horse-power  hour. 

The  quc*stion  of  fuel  economy  is  an  exceedingly  important 
one,  whether  one  considers  the  production  of  power  at  the  coal- 
mine, where  the  fuel  is  cheaper,  or  at  the  metal-mine,  where  it  is 
ver>'  dear.     Any  economy  cfTectcd  in  this  direction  represents  a 
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corresponding  gain.  The  bituminous  collieries  of  the  United  ■ 
Stales  consume  between  1.5  per  cent  iind  2  per  cent  of  their  total  I 
output  in  providing  power  for  pumping  and  waler.  The  anthra^  J 
cite  coal-mines  of  the  United  States  are  estimated  as  consuminj 
from  8  per  cent  to  10  per  cent  of  their  total  production  for  tte  I 
same  purpobc. 

A  cord  of  well-dried  spmce  is  capable  of  driWng  a  commott-l 
slide-valve  hoister  about  320  hourly  horse-powers;  a  ton  (rf.1 
lignite,  470;  a  barrel  of  petroleum,  170;  a  ton  of  anthracite,  650. 

Weathering  Coals. — FticLs  should  be  properly  housed  from 
the  weather,  and  not  piled  out  of  doors,  to  prevent  absorption 
of  moisture,  the  evaporation  of  which  causes  deterioration. 
Freshly  mined  coal  absorbs  three  times  its  volume  of  gas  or  air, 
and  this  absorption  produces  a  slight  decomposition  that  reduces 
its  heating  power.  Moreover,  spontaneous  combustion  may 
develop  from  a  ])rolonged  oxidalion,  which  can  be  prcvcnled 
only  by  a  thorough  ventilation  of  the  coal  and  its  protection 
from  the  elements.  The  practice  of  sprinkling  the  coal  arrests 
the  action  temporarily,  but  dctcrioralion  aoun  begins,  which  would 
be  facilitated  by  the  presence  of  fine  coal.  It  is  a  good  practice  to 
have  a  storage  for  500  lbs.  of  coal  for  each  indicated  horse-power 
of  engine  plant. 

Liquid  Fuels. — Petroleum  has  an  approximate  analysis  of 
carbon  85  per  cent,  hydrogen  13  per  cent,  and  oxygen  i  per  cent, 
and  a  calorific  value  of  about  Jo.ooo  heat-units  per  pound.  This 
fuel  can  be  injected  into  the  lire-bo.v  from  tanks  by  a  nozzle 
with  the  aid  of  compressed  air.  This  blast  induces  a  current, 
atomizes  the  oil,  and  delivers  a  spray  with  an  excess  of  ox}'gen 
which  permits  the  production  of  an  intense  flame.  No  grate  is 
required.  One  pound  of  oil  equals  2.1S  lbs.  of  coal  in  calorific 
value,  Where  conditions  favor  it,  gas  from  coke-ovens  can  be 
employed  to  advantage  under  a  boiler. 

Draft. — A  draft  is  necessary  to  carry  off  the  products  of  com- 
bustion and  to  admit  a  fresh  supply  of  air  to  the  fire.  The  force 
of  the  draft  is  measured  by  a  water-gauge  which  ^-arics  between 
1  inch  and  2  inches.     It  may  be  either  natural  or  forced. 


667184  A 


lOO  MANUAL  OF  MINING. 

Chimneys. — Natural  draft  is  procured  by  a  chimney  of  brick 
or  of  sheet-steel  tubing.  It  depends  upon  the  relative  densities 
of  the  hot  gases  inside  the  chimney  and  the  external  air.  The 
difference  in  the  temperatures  and  the  height  of  the  stack  will 
determine  the  velocity  of  the  flow  and  the  pressure  of  the  draft. 
The  inside  area  determines  the  volume  of  air  which  can  be  car- 
ried. This  is  known  from  the  total  hourly  consumption  of  fuel, 
F,  which  is  based  on  5  lbs.  per  horse-power.  The  desired  horse- 
power being  known,  the  effective  area,  £,  may  be  determined 
for  a  known  height  of  chimney,  H. 

The  effective  area  E  is  less  than  the  actual  area  by  the  amount 
indicated,  E  =A  —  o.6\/A  . 

The  commercial  horse-power  of  chinmey  is  3.33£>/fZ". 

The  first  cost  of  a  brick  chinmey  is  greater  than  that  of  a 
sheet-steel  stack,  but  its  stability  is  greater  and  its  repairs  are  less. 
By  the  use  of  a  damper  regulated  by  hand  or  automatically  by 
steam,  any  lower  pressure  than  the  maximum  draft  for  which  it 
is  designed  may  be  maintained  in  the  latter  arrangement.  A 
small  diaphragm  raises  the  lever  and  closes  the  damper  when 
the  steam  pressure  in  the  boiler  exceeds  a  certain  desired  limit. 

Blowers. — Forced  draft  may  be  obtained  by  the  use  of  a 
blower  driven  by  the  engine  and  dynamo  or  belt.  By  it  air  is 
delivered  through  the  pipes  into  the  fireplace  at  a  pressure  of 
perhaps  10  lbs.  above  the  atmosphere.  The  steam-jet  may  also 
be  employed,  acting  like  an  injector;  though  it  is  not  an  eco- 
nomical device,  it  softens  the  clinkers  and  aids  combustion. 
A  steam-blower  can  be  built  composed  of  a  horizontal  ring  with 
holes  punctured  in  it.  Steam  from  the  boiler  is  discharged 
through  the  openings  and  creates  a  current  that  will  increase 
the  draft  and  thereby  the  capacity  of  the  boiler  20  per  cent  to 
30  per  cent.  The  ring  is  made  of  i  J- inch  pipe  12  inches  in  diam- 
eter punctured  with  eighteen  J-inch  holes  for  a  60-horse-power 
boiler.     Such  a  blower  costs  90  cents  an  hour  for  operation. 
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Exhaust-fans  may  be  so  placed  as  to  draw  the  gases  out  of 
the  furnace  ;ind  deliver  them  inlo  short  stack  to  aid  draft. 

The  chimney  has  a  higher  first  cost  than  any  of  these  sys- 
tems which  require  short  slack  only,  but  is  cheaper  to  maintain. 
Il  b,  however,  very  wasteful  of  heat,  since  the  flue-gases  must 
be  hot  in  order  to  produce  draft.  Nevertheless,  the  laller  adapts 
the  boiler  to  a  wide  range  of  power,  for  the  lire  can  be  made  more 
intense. 

Boiler  Installation. — The  boilers  should  be  on  a  level  below 
the  engine-room  and  set  as  high  up  as  is  consistent  with  the 
fireman's  duiifa.  The  coal  should  be  stored  above  them  and 
gravitation  availed  of  for  feeding  the  boilers  and  for  removing 
ashes.  This  would  be  an  ideal  condition  as  to  labor.  The 
cost  of  power  production  is  not  always  a  matter  only  of  fuel 
selection  and  economy  of  combustion,  for  the  cost  of  handling 
is  Jnseparably  connected  with  it.  Generally  speaking,  the  annual 
coal  consumption  equals  the  initial  cost  of  the  boiler  plant,  and 
economy  in  labor  may  easily  be  effected  equal  lo  lo  per  cent  of 
the  initial  cost. 

With  the  pipes  hung  to  drain  towards  the  boiler,  covered 
with  a  layer  of  asbestos,  magnesia,  or  felt  covering,  with  a  sleam- 
Irap  properly  placed,  a  supply  of  dry  steam  will  be  deUvered 
to  the  engine.  Each  square  foot  of  exposed  surface  of  pipe 
radiates  1.8  B.T.U.  per  hour  for  each  degree  Fahrenheit  difFer- 
encc  in  temperature  between  the  steam  and  the  external  air. 
Thus  a  4-inch  pipe  carr)'ing  steam  of  90  lbs.  pressure  (320°  F.) 
40  feet  long  radiates  an  amount  of  heat  equivalent  to  17  lbs. 
steam  from  120°  F.  to  90  lbs.  absolute  pressure.  Hence  a  con- 
siderable loss  of  power  ensues  if  pipes  be  uncovered  Every 
284  feet  of  4-inch  pipe  covered  with  i-inch  layer  saves  a  horse- 
power. 

As  the  allowable  velocity  of  steam  in  pipes  is  ordinarily  50  feet 
per  second,  it  is  necessary  to  have  a  Hne  of  pipes  ample  in  area  to 
furnish  a  copious  supply  of  steam  with  but  small  loss.  A  4-inch 
pipe  will  dischai^e  115  lbs.  of  steam  per  minute,  the  initial  pres- 
sure being  100  lbs.  gauge,  or  it  will  dehver  109  lbs.  of  steam  at 
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80  lbs.  gauge.  A  2-inch  pipe  will  deliver  30  lbs.  and  24  lbs. 
of  steam  respectively.  As  it  requires  about  25  lbs.  of  steam 
to  supply  one  horse-power  per  hour,  a  2-inch  pipe  will  serve 
for  about  60  horse-powers. 

The  maximum  absolute  steam  pressures  for  successful  opera- 
tion are  ordinarily  as  follows:  For  simple  non-condensing 
engines,  60  lbs.  gauge  pressure;  for  compound  non-condensmg, 
100  lbs.  gauge;  for  simple  condensing,  90  lbs.  gauge;  and  com- 
pound condensing,  130  lbs.  gauge.  The  character  of  the  boiler 
will  largely  determine  the  maximum  pressure  available.  A 
multitubular  boiler  cannot  be  forced  beyond  100  lbs.  pressure, 
while  the  water-tubular  boiler  may  be  carried  to  200  lbs.  or  more. 

The  Steam-engines.  —  The  steam  will  be  conducted  to  the 
underground  pumps,  the  exhaust-fan  or  the  ventilating  steam- 
jet,  and  to  the  steam  end  of  all  compressors,  electric  generators, 
and  hoisters.  Its  behavior  in  the  cylinders  of  these  engines 
is  alike  in  all,  and  the  following  considerations  will  apply  to 
all. 

Classification  of  Engines.  —  The  engines  may  be  classified 
according  to  the  manner  in  which  they  utilize  the  elastic  force 
of  the  steam.  Direct-acting  pumps  and  other  engines  having  a 
constant  resistance  do  not  admit  of  a  change  of  pressure  within 
the  cylinder  of  the  engine;  but  where  the  resistance  varies,  or 
it  is  possible  to  provide  for  the  var)ing  resistance,  the  steam  is 
permitted  to  expand,  with  the  corresponding  reduction  of  pressure, 
with  marked  economy. 

The  Behavior  of  Steam. — Fig.  37  illustrates  the  behavior 
of  steam  inside  of  a  pump  in  which  the  length  of  the  diagram 
corresponds  to  the  length  of  the  cylinder,  and  the  height  of  the 
diagram  the  pressure  of  steam  at  various  points.  The  upper 
horizontal  line  represents  the  steam  pressure  admitted  to  the 
cylinder,  which,  remaining  constant,  will  be  straight.  The  atmos- 
pheric pressure  being  also  constant,  the  former  will  be  parallel 
to  it  and  at  a  distance  above  it  according  to  the  scale  on  which 
the  pressure  may  be  drawn.  The  pressure  of  the  atmosphere  being 
14.7  lbs.  per  square  inch,  a  line  may  be  drawn  below  it  at  that 
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scale  and  represents  the  line  of  absoiuto  zero  of  pressures.     OX  | 
ii  that  line,  MN  the  atmosphere  line,  and  AB  the  line  of  con-  i 
slant  steam  pressure.     When  the  piston  reaches  the  end  of  its  I 
stroke  the  exhaust-valve  is  opened  for  the  discharge  of  the  steam.  [ 
The  pressure  falls  nearly  to  atmospheric  pressure.     On  the  return  I 
stroke  of  the  piston  the  steam  is  being  expelled  at  a  constant 
pressure,  represented  by  the  line  CD,  until  the  piston  is  at  the 
end   of   the   cylinder.     Steam   is   now   admitted.     The   pressure 
rises  and  the  line  DA  represents  such  increase  in  the  pressure. 

On  the  other  side  of  the  piston,  the  operations  ensue  in  the  I 
same  order,  the  line  CD,  representing  the  back  pressure,  on  one  I 
side  being  simultaneous  with  the  steam  pressure,  AB,  on  the  other  I 


Fig.  37.^ndica[or  Card  froin  a  Non-e;(pans 

side.  If  the  steam  be  exhausted  into  the  condenser,  the  line  CDf 
representing  the  back,  pressure  upon  the  pump,  will  be  below  the 
atmospheric  line  i/iV.  Its  length  above  the  zero  line,  OX,  is  an 
amount  representing  the  \'acuum  pressure  in  the  condenser. 
This  line  would  then  be  at  about  5  lbs,  as  a  minimum. 

If  the  steam  after  being  admitted  at  constant  pressure  for  a 
portion  of  the  stroke  is  cut  off,  the  piston  will  continue  to  move  in 
its  stroke,  but  with  a  continual  reducing  pressure  to  the  end.  Fig. 
3S  will  represent  in  the  two  lines  AB  and  BI  the  behavior  of 
the  steam  during  admission  and  expansion.  The  back-pressure 
line,  CD,  will  remain  the  same  as  in  the  pump.  The  discharge 
of  the  steam  may  be  cut  off  at  some  point,  D,  on  the  return  stroke; 
the  steam  still  remaining  in  the  cylinder  will  be  compressed  and 
the  line  DE  will  indicate  the  increase  in  pressure  for  the  balance 
of  the  stroke.  When  admission  occurs  the  line  EA  will  rise 
more  or  less  promptly,  according  to  the  freedom  of  entry  of  steam. 
The  back-pressure  line  will  be  below  or  above  MN  according 
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to  whether  a  condenser  is  attached  or  not.  The  diagrams  repre- 
sent, therefore,  the  behavior  of  the  steam  at  all  periods  of  the 
piston  movements  in  the  cylinder,  and  the  area  enclosed  be- 
tween ABICDEA  measures  the  work  done  during  one  stroke. 
The  vertical  lines  represent  the  pressures  to  scale,  in  pounds  per 
square  inch  of  area  piston;  the  horizontal  line  represents  the 
length  of  stroke,  s.  The  area  divided  by  the  length  of  card  and 
multiplied  by  the  scale  of  vertical  pressures  equals  the  mean 
effective  pressure,  M.E.P.,  in  the  piston  during  the  entire  stroke. 
Diagrams  such  as  these  are  called  indicator  cards  and  measure 
the  indicated  horse-power  of  the  engine.    The  device  known 


Fig.  38. — ^Indicator  Diagram  from  a  Non-condensing  Engine  or  the  High-pressure 

Cylinder  of  a  Compound  Engine. 

as  the  indicator  (Fig.  40)  can  be  procured,  by  which  such  cards 
of  steam  behavior  can  be  automatically  registered  by  the  engine 
while  at  work. 

In  order  to  obtain  the  most  economical  consumption  of 
steam,  the  lowest  point,  7,  of  the  expansion  line,  57,  should  be 
as  near  to  the  back-pressure  line  as  possible.  The  limit,  however, 
is  3  lbs.  gauge  in  non-condensing  engines  and  about  5  lbs.  abso- 
lute when  condensers  receive  the  exhaust. 

The  expansion  line,  57,  follows  practically  the  equation  of 
the  equilateral  hyperbola,  PF==  constant;  if  the  cylinder  walls  be 
perfect  non-conductors,  the  expansion  line  would  be  represented 
by  the  adiabatic  equation  PV^'^^, 

The  most  desirable  point  of  cut-off  then  is  fixed,  the  conditions 
being  given.  Thus,  if  the  pressure  at  7  be  18  lbs.  absolute  and 
the  admission  pressure  be  90  lbs.  absolute,  the  cut-off  will  be  at 
one-fifth  of  the  stroke.    The  ratio  of  expansion  is  then  5;  that 
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15,  the  volume  of  sleam  delivered  to  the  cylinder  up  to  point  of  cut-o£E  I 
is  expanded  to  five  times  this  volume  at  the  end  of  the  cylinder. 

The  Mean  Effective  Pressure. — By  the  following  equation  ■] 
^I.E.P.  may  be  ascertained  for  a  given  admission  gauge  pres-  * 
sure,  P,  and  a  back  pressure,  B,  in  pounds  absolute  per  s<[uare 
inch.  By  gauge  pressure  is  understood  the  pressure  above  I 
the  atmosphere  as  recorded  on  the  steam-gauge.  Absolute  pres-  [ 
sure  is  the  pressure  above  absolute  vacuum.  Atmospheric  pressure  j 
is  14.7  lbs.  absolute.    p=C{P+i4.-;)-B. 

The  value  for  C  is  obtained  from  the  following  tabic  for  given 
ratios  of  cut- off. 
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For  all  practical  purposes  the  ratio  of  expansion  and  the 
point  of  cut-off  are  reciprocals  of  one  another.  The  clearance 
space  is  left  at  the  end  of  the  cylinder,  which  the  piston  never  fills 
and  in  which  steam  is  allowed  to  accumulate  and  act  as  a  cusiiion 
to  prevent  ihe  piston  from  striking  the  end  of  the  cylinder.  This 
clearance  space  contains  steam  which  is  ineffective  and  changes 
somewhat  the  ratio  of  expansion  for  a  given  cut-off.  The  clear- 
ance is  from  3  per  cent  of  the  stroke  in  the  better  classes  of 
engines  to  7  per  cent  in  the  simple  slide-valve  engines.  High- 
speed engines  may  have  a  still  lar^r  clearance. 

The  shorter  the  point  of   cut-off  the  greater  the  eEBciency  of 
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the  engine.  The  limit,  however,  depends  upon  the  character  of 
the  admission- valve.  With  a  simple  slide-valve  engine  the  cut-oflf 
cannot  be  less  than  0.4  of  the  stroke.  With  the  Corliss  valves, 
or  some  forms  of  rider  cut-off  valves,  the  cut-oflf  may  be  very  much 
shorter,  though  it  rarely  is  less  than  one-fifth  in  a  single  cylinder. 

The  iI.E.P.  and  the  area  of  the  card  in  Fig.  37  may  be  greater 
than  in  Fig.  38,  but  it  must  be  remembered  that  the  volume  of 
steam  used  in  the  former  case  is  equal  to  the  entire  volume  of 
the  cylinder,  and  in  the  latter  case  to  the  volume  up  to  the  point 
of  cut-off.  Hence  the  work  performed  per  pound  of  steam  in 
the  latter  case  will  be  greater  than  in  the  former. 

The  Use  of  the  Indicators. — An  indicator,  which  is  essentially 
a  stethoscope  to  the  engine,  reveals  the  character  of  the  steam 
expansion  compared  with  the  theoretical;  the  amount  of  water 
existing  in  the  cylinder  at  any  moment;  the  point  of  cut-oflf;  the 
setting  of  the  valves;  and  the  amount  of  resistance  to  exhaust. 
None  of  these  can  be  detected  from  the  behavior  of  the  engine. 
I^eaks,  tight  stuffing-boxes,  loose  piston  packing,  or  a  priming 
of  the  admission  steam  arc  likewise  revealed  by  the  indicator. 
The  machine  is  simple,  easily  attached,  and  requires  no  elaborate 
calculation,  and  by  the  aid  of   the  planimeter  (Fig.  39)  it  is 


Fig.  39. — ^Measuring  the  M.E.P.  of  an  Indicator  Card  by  Planimeter. 

possible  to  obtain  a  card  by  which  to  determine  the  indicated 
horsc-powcr.     Fig.  40  illustrates  one  attached  to  the  engine. 

An  indicator  is  a  device  for  registering  the  behavior  of  the 
steam  within  the  engine  cylinder.    It  consists  of  a  drum  and  a 
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cylinder;  the  latter  has  a  plunger  whose  rod  carries  a  pencil  above 
it  and  is  connected  by  a  pipe  to  the  engine  cylinder.  When 
desired,  the  steam  may  be  admitted  from  the  engine  under  the 
plunger,  which  is  then  lifted  an  amount  depending  upon  the  pres- 
sure existing  in  the  engine  at  that  instant.  With  it  the  pencil 
rises,  and  each  change  of  steam  pressure  will  be  indicated  by  a 
corresponding  rise  or  fall  of  the  pencil.  To  control  the  amount 
of  lift  of  the  piston  and  its  pencil  a  spring  of  known  strength  is 
inserted  above  the  plunger,  and  thus  not  only  each  change  of  pres- 
sure but  also  the  amount  of  such  pressure  may  be  recorded. 
Each  rise  of  pressure  lifts  the  plunger  a  definite  amount  by  com- 
pressing the  spring  correspondingly.  A  drop  in  the  pressure  is 
indicated  by  an  extension  of  the  spring.  The  pencil  then  rises 
a  certain  amount  when  the  steam  pressure  in  the  engine  and  on 
the  plunger  is  100  lbs.  per  square  inch.  It  will  rise  half  that  for 
a  steam  pressure  of  50  lbs.,  etc. 
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Fig.  40. — Attachinj^  an  Indicator. 

The  pencil  bears  against  and  rePDrds  upon  a  sheet  of  paper, 
about  6  inches  long,  which  is  slipped  on  a  drum  of  about  2  inches 
in  diameter.  A  large  wheel  attached  to  the  drum,  turned  by 
a  string  fastened  to  the  cross-head  of  the  engine,  pulls  the  string, 
turns  the  drum,  and  the  paper  moves  under  the  pencil.  As  the 
piston  travels  in  its  cylinder  the  pencil  rises  and  falls  simultane- 
ously with  it,  thus  furnishing  a  diagram  called  an  indicator  card. 
Various  devices  are  employed  to  reduce  the  long  piston  stroke 
to  a  card  length  of  about  4  inches. 
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The  plunger  springs  are  selected  according  to  the  boiler  pres- 
sure, so  that  the  height  of  lift  of  pencil  shall  not  exceed  2  inches; 
thus  for  100  lbs.  admission  pressure  a  number  50  spring  is  taken,, 
which  means  that  steam  of  50  lbs.  pressure  will  compress  that 
spring  an  amount  that  will  lift  the  pencil  i  inch;  each  change  of 
I  lb.  steam  pressure  will  move  the  pencil  ^  of  an  inch.  The 
scale  of  the  spring  is  50.  On  the  diagram  drawn  by  such  a 
si)ring  the  vertical  lines  represent  the  pressure  at  the  rate  of  50 
lbs.  per  inch  of  height,  and  the  horizontal  line  the  stroke  of 
the  piston  on  a  scale  equal  to  the  ratio  of  the  piston  stroke  divided 
by  the  card  length. 

Steam  Condensation  in  the  Cylinders — Remedies. — ^The  objec- 
tion to  a  short  cut-off  and  a  high  rate  of  expansion  lies  in  the  fact 
that  the  walls  of  the  cylinder  arc  not  non-conductors,  which,  being 
comparatively  cool  at  the  end  of  the  stroke,  condense  some  of 
the  entering  steam  whose  energj'  is  thus  lost.  The  greater  the 
ratio  of  expansion  the  larger  is  the  percentage  of  the  steam 
condensed.  It  may  reach  as  much  as  50  per  cent  during  some 
portion  of  the  stroke  in  some  engines,  and  is  always  25  per  cent 
with  unprotected  cylinders.  This  is  reduced  by  wooden  lagging- 
around  the  cylinders  or  steam  circulating  in  an  annular  space 
around  the  cylinder.  Another  remedy  consists  in  superheating  the 
steam  after  leaving  the  boiler  by  passing  it  through  the  pipes- 
heated  by  flue-gases  before  delivering  to  the  engine. 

A  better  remedy  is  to  divide  the  expansion  into  several  stages. 

+35   ^y  compounding   the   cylinders. 
30   In  this  the  steam,  after  partial 
expansion  in  one  cylinder,  is  de- 
-15   livered   to  a  second,  and  there 
expanded  to  the  lower  limit  de- 
termined by  the  pressure  in  the 
condenser  or  the  atmosphere  (Fig. 

Fig.  4i.-Combincd  Indicator  Cards.  41  )•    The  action  in  the  combined 

cylinders  is  the  same  as  in    a 
single  cylinder  with  the  same  ratio  of  expansion. 

The  Compomid  Engine. — ^These  cylinders  may  be  connected! 
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on  the  same  piston-rod  and  have  a  common  stroke  (tandem),  or  , 
axe  side  by  side  on  different  rods  (cross-compound)  and  move   ' 
in  opposite  directions.     If,  however,   the  motion  of  the  pistons 
is  to  be  at  some  other  phase,  a  receiver  is  inserted  between  the 
two  cj'Unders,  the  exhaust  from  the  high- pressure  accumulating  in 
it  liefore  being  discharged  into  the  low-pressure  cylinder. 


./rvMiff-P.  (Vfaibr 


—The  Section  of  a  Compound  Cylinder.  I 

The  compound  engine  economizes  steam  by  permitting  a 
larger  ratio  of  expansion,  having  smaller  clearance  \'olumes  and 
far  less  condensation  in  the  cylinders.  The  cost  of  the  com- 
pound is,  however,  higher  than  the  simple,  its  bulk  and  weight 
are  greater,  but  its  steam  consumption  is  very  much  less. 

Governors. — To  control  the  engine  and  to  economize  steam 
by  supplying  to  the  cylinder  only  the  amount  that  is  necessary 
to  do  the  work,  two  forms  of  gov- 
ernors are  employed.  The  steam 
pressure  may  be  reduced  before  ad- 
mission to  the  cylinder  by  closing 
the  valve  in  the  steam-pipe;  or  an 
equally  automatic   regulation    may 

be   had  by   reducing   the   volume  of  fjq.  43._in<licaior  Diagrams  from  a 
the  steam  delivered  to  the  cylinder  Thn-tiiing  s..^n>^ngine. 

by  hastening  the  point  of  cut-off. 

In  Fig.  43  are  the  diagrams  obtained  successively  in  the 
throttling-engine    as    ihe     steam-supply    is    reduced.      Fig.    44- 
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shows  the  diagrams  from  a  cut-oflF  engine.  The  throttling  is 
obtained  by  a  pendulum  governor  connected  with  the  driving- 
shaft  of  the  engine,  which  closes  the  valve  when  the  rate  of  revo- 
lution exceeds  a  certain  limit.  The  cut-oflF  is  operated  by  some 
form  of  gearing  connected  with  the  shaft,  and  when  the  rate  is 
too  high  reduces  the  travel  of  the  valve.  The  throttling-engine 
is  cheaper  and  suffers  less  from  cylinder  condensation  than  a 
cut-off  engine,  but  does  not  receive  so  sensitive  or  so  uniform  a 
regulation.  All  engines  have  an  independent  throttling  control 
for  the  engineer. 

Automatic  Cut-oflf. — ^The  mechanism  for  shutting  off  the 
steam-iiupply  before  the  piston  reaches  the  end  of  its  stroke  may 
be  fixed  in  position  or  variable,  automatic,  or  adjustable.  The 
fixed  cut-off  is  intended  for  constant  duty,  the  governor  being 
set  to  shut  off  the  steam-supply  when  the  desired  point  is  reached. 
The  variable  cut-off  is  needed  for  a  var}ang  load  during  suc- 
cessive strokes.  In  the  high-speed 
engine  the  shaft-governor  varies  the 
length  of  travel  of  the  slide-valve, 
and  thereby  hastens  cut-off  when 
the  load  is   light.     In  the  Corliss 
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engine    the   governor    operates  di- 

FiG.  44  .—Indicator  Diajrrams  from  rcctlv  upon    an  arm  which  vuries 

an  Aulomalic  Cul-olT  Engine.        ^^^  ^.^^  ^^  ^^^^^  j^^  changing  the 

tripping  posiiion.  The  latter  two  types  are  automatic  in  their 
action,  the  Clever  being  adjustable.  Its  rider- valves  (Fig.  44) 
can  be  set  at  each  end  at  any  time  to  the  desired  cut-off  without 
affecting  the  movement  of  the  lower  valve  which  determines  the 
duration  of  the  exhaust.  The  Corliss  valves  are  also  adjustable 
by  changing  the  length  of  the  rods  from  the  wrist-plate  to  valve- 
spindlcs. 

Throttling  governors  are  usually  employed  on  all  low-speed 
en;iincs  and  shaft-governors  on  high-speed  engines.  Engines 
arranged  to  run  "over"  arc  smoother  than  those  turning  "under." 
Facing  the  engine  broadside  with  cylinder  on  the  left  and  crank- 
shaft at  the  right,  right-handed  revolution  is  called  "over." 
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The    Sliding    Steam-valves. — ^The   values   for   regulating   the 

admission  and  exhaust  of  the  steam  are  of  different  types.  Sim- 
ple engines  have  one  slide-valve  to  perform  all  the  functions  for 
both  ends.  Such  a  valve  admits  of  a  cut-off  not  shorter  than 
0.4,  and  wastes  considerable  power  in  supplying  the  steam.  The 
sliding  piston-valve  (Fig.  144)  is  preferable,  because  it  is 
balanced  and  requires  very  little  power  to  move  it,  but  it  does 
not  give  a  sharp  cut-off.  The  inability  of  either  of  these  to  alter 
the  cut-off  {B,  Fig,  38)  without  also  afTecling  the  degree  of 
compression,  DE,  makes  the  Meyer  cut-off  valve  (Fig.  124)  a 
better  controller.  Separate  eccentrics  drive  the  main  slide- 
valve  and  the  rider-valve,  the  latter  to  control  the  point  of  cut- 
oEf  only,  while  the  main  valve  regulates  the  exhaust  and  admits 
steam  when  the  rider  uncovers  its  port. 

The  Corliss  Valve  consists  of  four  rotary  valves,  each  with  a 
single  function  to  perform.  One  admission  rotary  valve  and 
one  exliaust  rotary  valve  5er\-e  for  each  end  of  the  cylinder.  They 
are  all  moved  by  rods  from  a  wrist-plate,  the  admission-valve 
being  provided  with  a  releasing  trip-gear  to  make  a  sharp  cut- 
off (Fig.  45)- 


position  for  admitting 


Fig.  126  illustrates  the  Corliss  engine  and  valve  in  sectioi 
tn  the  left-hand  air-cylinder. 

The  Reversing-liiik, — The  reversal  of  the  direction  of  motioi, 
jt  the  engine  is  accomplished  by  one  of  two  methods:  engines 
supplied  with  shaft-governors  may  be  reversed  in  direction  by 
changing  the  position  of  an  eccentric  on  the  shaft  and  thus  mov- 
ing  the  valve   to  correspond;    and   slow-speed   engines  by  the 
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Stevenson  link  mocioQ  with  tvo  caxntrks  (F^  46).  Motion  is 
imparted  to  the  steam-valpe  by  a  rod  coniiectcd  to  an  eccentric, 
on  the  crankshaft.  The  eccentric  is  placed  at  an  an^  of  some- 
thing more  than  oc~  in  ad\-ance  of  the  crank-pin  positioa.  When 
a  reversal  of  motion  is  desired  the  single  eccentric  is  turned  to 
an  angle  of  more  than  oc^  in  ad\-ance  on  the  other  side  of  the 
crank-pin.  The  Stevenson  link  arc  has  each  end  connected 
with  an  eccentric.  When  the  arc  is  raised  or  lowered  till  the 
block  to  which  the  \-alve  is  ariached  is  at  the  extieme  end  of 
the  arc,  the  \'alve  vnH  have  a  ma\im;im  traveL    In  position  a 


Fig.  46. — ^Thc  Rcrersing  Link. 


(Fig.  46)  the  block  gives  a  forward  motion,  and  when  raised  to 
the  px)sition  b  a  backward  motion,  to  the  valve.  In  its  central 
position  the  block  is  acted  upon  by  both  eccentrics  and  only  a 
slight  motion  is  imparted  to  the  valve. 

The  Condenser  is  a  receiver  fitted  with  tubes  of  copper 
through  which  the  steam  may  flow  from  engine  to  a  tank  or  a 
pump  before  deliver)'  into  the  boiler.  Around  the  tubes  large 
volumes  of  cold  water  circulate,  condensing  the  steam  and 
creating  in  the  tubes  a  vacuum,  which  is  further  maintained  by 
the  air-pump.  The  vacuum  obtained  in  practice  is  about  25 
iixhcs  of  mercur\'  column  below  the  atmosphere,  or  an  absolute 
pressure  of  2.5  lbs.  per  square  inch.  This  addition  to  a  plant 
economizes  power  by  reducing  the  back  pressure,  increasing 
ccrres[X)n(lingly  the  net  effective  pressure,  as  may  be  seen  by 
com[>aring  the  indicator  cards  (Figs.  ^S  and  47),  by  nearly  15  lbs. 
I>cr  sfjuarc  inch.     This  is  the  quickest  and  simplest  means  o| 
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increasing  the  power  of  a  given  engine  and  boiler  plant.  The 
saving  in  steam  consumption  is  indicated  for  Corliss  engines 
in  a  later  table. 
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For  every  loo  feet  of  piston  speed  the  condenser  will  save 
1.03  H.P,  in  an  engine  whose  cylinder  is  6  inches  in  diameter; 
with  a  lo-inch  cylinder,  2.86  H.P.  is  saved  per  100  feet  of  veocity; 
with  a  16-inch  cylinder,  7.31  H.P.;  and  for  20  inches  diameter, 
11.42  H.P.  Thus  an  engine  with  io"Xi6"  cylinder  making 
80  r.p.m.  (213.33  ff-'^t  piston  speed)  saves  6.1  H.P. 

Influence  of  Clearance. — The  clearance  space  at  each  end  of 
a  cylinder  prcvenls  the  piston  striking  ihe  heads  and  provides  a 
space  in  which  steam  accumulates  to  form  a  cushicn  and  assist 
in  the  reversal  of  piston  movement.  A  large  clearance  is  not 
economical.  Hence  high-speed  and  slide-valve  engines  are  less 
economical  than  the  Corliss.  .\  large  clearance  implies  a  small 
degree  of  compression  in  the  cushion  and  less  back  pressurc- 

The  most  economical  mean  effective  pressure  is  that  corre- 
sponding to  a  minimum  steam  consumption.  When  the  steam 
supply  is  cut  off  at  a  point  of  stroke  that  will  permit  it  to  expand 
to  the  pressure  of  the  condenser,  a  complete  expansion  is  obtained. 
The  more  complete  the  expansion  the  less  will  be  the  mean  eiTcc- 
tive  pressure.  With  a  low  Nf.E.P.  a  higher  economy  is  attained 
than  from  a  similar  engine  with  a  high  M.E.P.  A  low  pressure 
means  large  cylinders  and  excessive  condensation.  The  degree 
of  expansion  and  the  number  of  cylinders  are  fixed  by  the  ratio 
of  the  allowable  boiler  pressure  to  that  of  the  exhaust  into  con- 
denser or  atmosphere. 

An  engine  with  a  fixed  load  is  operating  at  its  maximum  effi- 
ciency when  dri\ing  its  calculated  load.    If  the  load  varies,  the 
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engine  must  have  a  capacity  for  the  maximum  demand.  If  this 
load  is  casual  and  seldom  demanded,  the  engine  may  be  then 
forced.  Its  size  will  be  determined  by  the  demand  of  the  average 
load,  in  supplying  which  it  may  attain  its  highest  eflSciency. 

With  a  single- valve  simple  engine  the  most  economical  M.E.P. 
is  about  one  half  of  the  boiler  pressure,  which  would  represent  a 
steam  consumption  of  about  28  lbs.  and  a  M.E.P.  of  50  lbs.  per 
square  inch.  A  simple  Corliss  has  its  maximum  economy  at  a 
M.E.P.  of  35  lbs.  pressure  and  a  Corliss  compound  at  26  lbs. 
The  steam  consumption  would  be  25.3  and  19  lbs.  respectively. 

Selection  of  Engine. — Generally  speaking,  any  expenditure  for 
a  plant  is  warranted  which  will  show  a  saving  more  than  equal  to 
the  interest  on  the  expenditure,  the  depreciation  and  repairs  of 
the  plant.  But  this  balance  is  not  easily  obtained.  An  economic 
engine  is  one  with  a  low  M.E.P.,  large  cylinders,  and  costly  at- 
tachments. But  its  initial  cost  may  be  prohibitive  at  the  time  of 
its  installation.  If  the  fuel  is  cheap  and  the  amount  of  repairs 
not  known,  a  high-pressure  plant  may  not  be  desirable,  particu- 
larly as  its  piping  system  usually  gives  trouble  and  the  wear  and 
leakages  are  large.  Nevertheless  the  saving  resulting  from  its  use 
generally  more  than  offsets  the  increased  cost.  The  smaller 
boiler  capacity  and  the  diminishmcnt  of  its  cost  should  be  con- 
sidered with  the  other  items  of  saving. 

The  Speed  of  Engines. — Engines  are  classified  according  to 
their  piston  speed,  as  slow-speed,  averaging  100  feet  per  minute, 
and  high-speed,  making  nearly  900  feet  of  travel  per  minute. 
This  value  is  the  product  of  the  number  of  revolutions  and  the 
piston  stroke — two  independent  variables. 

The  Corliss  engine  is  limited  to  about  60  r.p.m.,and  electric 
engines  for  lighting,  etc.,  make  about  400  revolutions.  For 
mining  purposes  the  rate  rarely  exceeds  100  r-P-m.  The  high 
rotary  speed  is  not  economical,  because  of  the  large  clearance 
at  each  end  of  the  cylinder.  The  excellent  workmanship  and 
the  great  care  which  the  high-speed  engines  require  make  their 
first  cost  and  subsequent  maintenance  large.  They  have  less 
steam  condensation  than  slow  engines. 
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The  wcrk  of  the  pistcn  is  equal  to  the  continued  product  of 
the  mean  effective  pressure  upon  it,  the  stroke  in  feet,  its  area  in 
square  inches,  and  the  number  of  strokes  If  the  speed  is  fixed 
for  a  given  engine,  the  area  may  be  designed  proportionately  to 
s,  the  mean  effective  pressure  being  altered  at  will  (by  changing 
the  initial  boiler  pressure  or  the  cui-ofTl. 

The  Horse-power  of  an  Bagine. — The  IheorfticaJ  horse-power 
is  the  product  of  the  work  of  the  piston  and  the  number  of  strokes 
divided  by  33,000.  The  area  of  the  piston-rod  on  the  crank  side 
is  neglected,  as  also  the  losses  from  friction  of  the  engine  parts, 
steam  condensation  in  the  cylinder,  clearance,  and  compression. 
The  value  for  the  effective  pressure,  p,  is  obtained  from  the 
formula  on  a  previous  page. 

The  indkaled  horse-power  {I.H.P.)  is  the  actual  work  of 
the  steam  as  revealed  by  the  indicator  card;  the  mean  effective 
pressure  is  obtained  (Fig.  39)  by  the  card.  It  is  less  than 
p,  obtained  above  by  a  coefficient,  E,  whose  value  is  less  than 
unity. 

The  "brake"  horse-power  (B.H.P.)  is  a  certain  fractional 
part,  m,  of  the  indicated,  which  allows  for  the  mechanical  losses 
and  for  intermittence  in  running.  The  value  for  the  m<xlulus 
varies  from  0.60  in  a  very  poor  engine  to  0.90  in  one  in  good 
working  order.  A  fair  average  for  the  mechanical  efficiency, 
m,  of  the  engine  ratio  between  the  brake  horsepower  and  the 
indicator  horse-power  is  0.8. 

Let  J  =the  length  of  the  piston  stroke  in  inches; 
i6=the  diameter  of  cylinders  in  inches; 
JV"=the  number  of  revolutions  per  minute; 
D.i66iVj=the  piston  speed,  feet  per  minute; 
c=the  number  of  cylinders; 
/=the  coefficient  of  friction; 

^=mean  effective  steam  pressure,  pounds  per  square  inch; 
/'=absolulc  steam  pressure  entering  the  cylinders^ 
f  =ratio  of  expansion  or  per  cent  of  cut-off; 
5=absolute  back  pressure  of  the  steam  during  exhaust; 
fl  =horse-power  developed  by  the  engine. 
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Then 

H  «=  (p.ooooo$g66csk^N)pm. 

In  the  following  table  are  calculated,  for  certain  sizes  of 
cylinders  and  given  piston  speeds,  the  values  for  the  parenthetical 
expression. 

The  Horse-power  for  each  Pound  of  Mean  Effective  Pressure  per 

Square  Inch  of  Piston  Area. 
The  value  for  o.ooooo39665ife'iV. 


Average  Speed  of  Piston  in  Feet  per  Minute. 

Diam- 

eter of 

Cylin- 

der. 

a40 

300 

350 

400 

450 

Soo 

SSo 

600 

650 

7  so 

4 

.091 

.114 

.133 

.162 

.171 

s 

.144 

.18 

.21 

.24 

.27 

6 

.205 

.256 

.299 

.342 

.385 

.428 

.471 

7 

.279 

.348 

.408 

.466 

.524 

.583 

.641 

8 

.365 

.456 

.532 

.608 

.685 

.761 

.837 

.913 

9 

.462 

•577 

.674 

.770 

.866 

•963 

1. 059 

1. 154 

lO 

•571 

.714 

'^33 

.952 

1. 07 1 

1. 190 

1.309 

1.428 

1. 547 

1.785 

II 

.691 

.864 

1.008 

1. 152 

1.296 

1.44 

I  -  584 

1.728 

1.872 

3.160 

12 

.820 

1.025 

1. 195 

1.366 

I  •  540 

1.708 

1.880 

2.050 

3.222 

2.564 

14 

i.iiq 

I  398 

1. 631 

1.864 

2.097 

2.331 

2.564 

2.797 

3.029 

3-495 

IS 

1.285 

1.606 

1.873 

2. 131 

2.409 

2.677 

2.945 

3.212 

3.479 

4.004 

i6 

1.461 

1.827 

2. 131 

2.436 

2.741 

3  045 

3-349 

3.654 

3.958 

4.567 

i8 

1.849 

2.312 

2.697 

3.083 

3.468 

3-854 

4.239 

4.624 

5.009 

5.78 

20 

2.292 

2.855 

3'3i^ 

3.807 

4-285 

4-759 

5 .  234 

5.731 

6.186 

7.138 

23 

3.021 

3.776 

4.104 

5-035 

5.664 

6.294 

6.923 

7.552 

8. 181 

9.44 

Examples. — i.  Required  the  horse-power  of  an  engine  6"X  10"  with  a  pis- 
ton speed  of  300  feet  per  minute  (i8d  revolutions)  with  M.E.P.  of  40  lbs. 
According  to  the  table,  for  A  =  6  inches  and  the  piston  speed  of  300  feet,  a, 
constant  of  0.256  is  found.  For  40  lbs.  pressure  and  w=o.8o  the  horse- 
power, /f =0.256X40X0.80=8.19. 

2.  Required  the  horse-power  of  a  duplex  engine  io"Xi4.4"  making  100 
r.p.m.  and  having  a  cut-off  of  J  with  7  per  cent  clearance  and  initial  admis- 
sion pressure  of  too  lbs.  absolute. 

Let  m  =  o.8o  and  back  pressure  18  lbs.  according  to  table  on  page  105. 
Then  ^=0.6861(100) -18=  50.64.    C=o.686i. 

According  to  the  above  table  the  constant  for  lo-inch  cylinder  and  240 
feet  piston  speed  is  0.571.  Whence  //= 0.571X50.64X0.80=  23.13  for  each 
cylinder  and  46.16  for  the  duplex  en^ne. 

Usually  there  is  an  approximate  ratio  between  the  diameter,  A, 
and  the  length,  5,  of  a  cylinder.  In  a  long-stroke  engine  s  =  2k  to 
2,sk.     A  short-stroke  engine  has  a  ratio  s=k  to  5  =  1.2^. 
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The  Steam  Consumption  of  an  Engine, — A  one-horse- power 
engine  exerciseti  through  one  hour,  crjuiiis  i,gSo,ooo  ft. -lbs,;  one 
B.T.U.=778  ft.  lbs.;  hence  one  horse-power  hour  corresponds 
lo  2545  B.T.U.  A  pound  of  steam  represents  about  1100  B.T.U. 
above  feed-water  temperature.  Hence  one  horse-power  should 
be  obtained  during  one  hour  from  2.3  lbs.  of  steam.  The  very 
best  on  record  is  12.2  Ib.s.  per  I.H.P.,  and  for  a  stationary  engine 
of  the  Corliss  type,  compound,  about  18  lbs.  Hence  all  steam  con- 
sumption above  12. z  lbs.  may  be  regarded  as  preventable  waste. 

The  following  table  shows  the  consumption  of  steam  per 
hourly  horse-power  with  non-condensing  and  condensing  engines 
at  various  rates  of  cut-off  and  different  boiler  pressures.  An 
allowance  is  here  made  for  ordinary  cylinder  losses.  The  slide- 
valve  engine  would  show  a  steam  consumption  under  similar 
conditions  of  nearly  twice  those  indicated  in  the  table. 

In  a  slide-valve  engine  2z"X28"  at  118  r.p.m.  with  a  boiler 
pressure  of  no  lbs.  absolute,  clearance  at  8  per  cent,  a  mean 
effective  pressure  of  43.1  lbs.  is  obtained.  By  calculation  from 
the  indicator  diagram  the  steam  consumption  was  0.64703  lbs. 
per  stroke.  The  same  size  of  Corliss  engine  with  a  J  cut-off  and 
3  per  cent  clearance  used  0.32635  lbs.  of  steam  per  stroke.  Each 
engine  making  14,160  strokes  per  hour,  the  steam  consumption 
■will  be,  in  the  two  cases,  respectively  33.5  and  17.08  lbs.  per  horse- 
power per  hour.  The  Corliss  therefore  saves  nearly  one-half  the 
steam  consumption  of  the  sUde-valve  engine.  A  loc-H.P.  Corliss 
will  annually  save  150  tons  of  coa!  over  a  slide-valve  engine. 

Setting  the  Engine. — A  foundation  is  prepared  for  the  engine 
before  its  arrival.  Two  accurately  constructed  templates,  ordered 
from  the  manufacturers,  are  laid  in  proper  position  with  bolts 
connecting  them  long  enough  lo  reach  from  the  bottom  to  the  top 
of  the  proposed  masonry  foundation.  Upon  the  lower  one  a 
foundation  of  concrete  or  brick  is  built,  without  disturbing  the 
bolts,  to  the  level  of  the  bcd-platc,  which  is  finished  and  adjusted 
ready  for  the  engine.  The  upper  template  may  be  removed  and 
the  engine  at  once  dropped  into  position  whhout  delay.  Tim- 
ber foundations  are  used  only  for  second-motion  haulage-engines 
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T^ix  Mean  Effbltive  Pkzsscms  ascd  TEXxcrAL  Pusbuus  mmd  Stsam 
suMPTiogr  Df  C0KLIS8  No9f-co!n>E!isDfo  A!fD  CoecDBscs»G  Estsnns. 
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• 

These,  reduced  to  coal  consumption  at  the  rate  of  10  lbs.  of  steam  per  pound 
of  coal,  can  be  at  once  referred  to  the  coal-pile. 

The  Rotary  Effort. — ^The  "horse-power"  of  the  engine  as- 
sumes a  uniform  effort  of  the  engine  against  the  resistance,  but 
owing  to  varying  angles  occupied  by  the  crank-arm,  which  receives 
the  thrust   from    the  connecting-rod,  the  rotary  effort  upon  a 
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crank-pin  varies  from  one  dead-center  to  a  maximum  and  thence 
diminishes  lo  a  minimum  during  each  half  of  the  revolution  or 
each  stroke.  Owing  to  this  variation  in  effort  the  cylinders 
are  usually  duplicated  side  by  side,  their  pistons  operating  upon 
their  respective  cranks  90°  apart.  This  enables  the  piston  of 
one  cylinder  at  the  middle  of  its  stroke  to  assist  the  piston  start- 
ing its  stroke. 

The  go\'eniors,  discussed  above,  check  \'ariation  of  speed 
from  stroke  lo  stroke  but  not  during  each  single  stroke.  The 
variations  in  the  rale  of  rotary  effort  upon  the  crank-pin  must  be 
kept  within  reasonable  limits  by  use  of  a  fly-wheel.  There  is 
a  varying  pressure  on  the  piston  due  to  expansion,  a  varying 
thrust  upon  the  connecting-rod  due  to  its  angularity,  and  a 
varying  tangential  effort  upon  the  crank-pin  due  to  the  angular 
position  of  the  crank -arm.  These  variations  cause  a  fluctuation 
in  the  speed  of  the  crank-pin,  the  crank-shaft,  and  of  the  hoister- 
drum  which  is  attached  to  it.  The  shorter  the  connecting-rod 
the  more  nearly  equal  are  the  forces  throughout  the  stroke  and 
in  each  half-revolution.  A  diagram  drawn  to  represent  the 
tangential  effort  upon  the  crank-pin  by  vertical  lines  and  the 
rectilinear  motion  of  the  crank-pin  by  the  horizontal  distances; 
the  curve  shows  the  varying  efforts,  or  torque,  of  the  engine. 
If  diagrams  be  prepared  representing  the  rotary  effort  of  each 
piston  of  a  duplex  engine  and  be  superposed  upon  one  another, 
at  the  same  time  advanced  90°  to  represent  the  difference  in. 
the  angle  of  the  crank-arms,  the  sum  of  the  ordinates  at  any 
one  point  represents  the  aggregate  rotary  effort  of  two  pistons 
upon  the  crank-shaft. 

An  engine  must  be  capable  of  starting  from  any  position  of 
its  piston,  or  of  its  corresponding  crank-pin,  and  have  at  that 
instant  a  rotary  effort  in  excess  of  the  resistance  on  the  crank- 
ann. 

The  Steam-turbine  may  be  employed  for  purposes  of  a  motor 
engine  where  a  high  rale  of  revolution  is  desired,  as,  for  example, 
with  a  centrifugal  pump  or  an  electric  generator.  For  these  pur- 
poses it  is  particularly  adapted. 
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The  Steam-turbine  is  a  wheel  fitted  at  its  drcumference  with 
numerous  blades  receinng  the  impact  of  a  jet  of  steam  flowing 
against  them  at  a  high  velocity.  The  turbines  may  be  classified 
according  to  the  path  of  the  steam,  which  may  be  radial,  outward 
or  inward,  parallel  flow  or  spiral  flow.  The  turbine  utilizing 
the  steam  which  flows  in  a  direction  at  a  constant  distance  from 
the  axis  of  the  wheel  is  the  one  most  highly  developed  at  the  pres- 
ent time.  Of  these  the  De  Laval  single  wheel  and  the  Parsons, 
Curtis,  and  Rateau  muhiple  wheels  are  the  types. 

The  De  Laval  Wheel. — ^In  this  a  jet  of  steam  is  driven  through 
a  nozzle,  D  (Fig.  48),  where  it  expands  to  the  atmospheric  pres- 
sure, thus  creating  a  high  velocity  of  flow  whose  energy  is  imparted 
to  the  blades  of  the  wheel  producing  a  peripheral  speed  of  30,000 
feet  per  minute.  This  wheel,  being  8"  or  more  in  diameter, 
makes  15,000  or  more  revolutions  per  minute.  This  rate  being 
too  high  for  motors,  a  reduction  gear  is  employed.  Pumps  and 
electric  generators  are  attached  to  the  shaft,  making  1000  or 
more  revolutions.  In  Fig.  48  are  shown  also  details  of  its 
construction. 

The  Parsons  Steam-turbine.— This  is  a  series  of  rotary  discs 
fitted  with  blades  around  their  circumference  (Fig.  49).  Alter- 
nating with  the  discs  are  rings  of  fixed  blades  projected  inward 
from  the  casing.  The  steam  is  discharged  from  a  nozzle,  thence 
to  the  fixed  guide-blade,  which  deflects  it  to  the  rotary  blade. 
This,  after  absorbing  some  of  the  power,  again  discharges  the  fluid 
to  the  next  guide-blade,  etc.  Thirty  or  more  such  passages  are 
encountered  before  exhaust,  and  each  one  of  the  16,000  rotary 
blades  receives  a  small  amount  of  pressure,  the  aggregate  of 
which  produces  the  effective  rotation  of  the  shaft.  The  discs 
are  fitted  on  the  one  axle  and  revolve  together,  making  400  revolu- 
tions per  minute. 

The  Curtis  and  Rateau  tj'pes  of  wheels  arc  ver}'  similar,  but 
occupy  intermediate  positions  between  those  already  mentioned 
as  to  the  method  of  utilizing  the  energ}'  of  the  steam. 

The  Advantages  of  the  Steam-turbine. — It  is  a  rotar}-  machine 
requiring  ver)-  small  floor  space  and  little  or  no  foundation.    It 
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is  much  lighter  in  weight  ihan  is  a  steam-engine  delivering  the 
same  amount  of  power.  These  steam-turbines  are  employed  at 
pressures  not  to  exceed  150  lbs.  gauge.  The  steam  should  be  dry 
and  to  a  moderate  degree  is  sui^erheated  before  being  delivered 
to  the  turbine.  Condensers  may  be  added  to  increase  their 
power. 

Its  steam  consumption  is  about  the  same  as  that  of  a  steam- 
engine    of   equal   power.     There   bcini;  no   internal  lubrication, 
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the  steam  does  not  come  inio  conlacl  with  a  running  part  and 
its  condensed  exhaust  can  be  returned  to  the  boiler  free  from  oil. 
This  is  a  merit  of  great  importance  where  the  supply  of  feed- 
water  is  chemically  bad.  There  are  no  complicated  valves 
to  give  occasion  for  injury,  and  no  pistons  to  leak.  All  bear- 
ings are  easily  lubricated.  The  only  wearing  parts  are  the 
nozzles  and  the  blades.  Turbines  can  be  had  in  power  from 
those  of  10  horse-power  up  to  one  of  7400  I.H.P. 

In  point  of  efficiency  and  commercial  utility  it  has  the  field, 
which  will  soon  be  undisputed.  Its  thermodynamic  efficiency 
is  equalled  only  by  the  gas-  or  oil-engine. 


MANUAL  OF   MIXhXG. 


POWER   GEXERA  TIO?J'. 


"3  J 


Oil-engines. — WTien  the  distances  arc  loo  remote  for  econom- 
ical admission  of  steam  or  compressed  air  through  the  pipes  or 
of  electricity  by  wires  to  pumps  and  fans,  independent  oil-  or  g; 
engines  are  employed.  These  are  self-contained  and  are  placed 
on  the  same  foundation  with  the  machine  to  be  driven,  and  may 
€ven  be  portable  on  a  truck.  These  engines  require  little  allen- 
tion  and  have  a  high  efficiency  in  addition  lo  the  advantage  of 
portability.  The  motor  fluid  is  gasoline,  naphtha,  or  alcohol, 
"which  is  held  in  a  supply-tank  from  which,  by  means  of  a  small 
pump  attached  to  the  engine,  it  is  conducted  to  the  working 
cylinder  after  having  been  atomized  or  vaporized.  It  is  then 
mixed  with  air  in  proportions  regulated  by  a  suitable  device. 
This  vaporous  mixture  is  drawn  into  the  cylinder  during  the 
first  stroke  of  the  piston,  compressed  into  a  large  clearance  space 
in  the  second  stroke,  at  the  end  of  which  the  mixture  is  ignited 
and  expanded,  the  explosive  force  of  which  drives  the  piston 
forward  on  its  third  and  outward  stroke.  On  the  return  or 
fourth  stroke  the  products  of  combustion  are  expelled  into  the 
atmosphere.  The  operation  is  then  repeated,  there  being  but 
one  working  stroke  out  of  each  four  strokes  or  every  two  revolu- 
tions of  the  fly-wheel.  This  constitutes  what  is  known  as  the 
four-cycle  engine  {Fig.  50).  Two  or  more  such  cylinders  may 
be  attached  on  the  same  shaft,  with  their  cranks  at  various  angles 
to  produce  uniform  rotary  effort  A  very  heavy  fly-wheel  is 
essential  to  carry  the  engine  over  the  three  non-working  strokes. 
Il  is  started  by  hand  and  thereafter  requires  little  attention.  Its 
thermodynamic  efficiency  exceeds  that  of  the  steam-engine,  and 
it  is  useful  where  the  power  must  be  continuous,  as  for  electric 
generation  or  pumps.  Fig.  147  illustrates  one  of  these  internal- 
combustion  engines  of  the  two-cycle  type,  the  compression  being 
conducted  oulsitJe  of  the  cylinder. 

It  is  essential  that  the  amount  of  air  be  chemically  perfect  for 
complele  combustion,  when  the  initial  pressure  attained  will 
be  200  or  300  lbs.  per  square  inch.  The  temperature  of  the 
explosion  is  over  1000°  F.  The  cylinder  is  cooled  by  the  water 
circulating  in  a  jacket,  and  the  exhaust-gases  are  delivered  into 
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the  Stack.  The  former  absorbs  from  40  to  50  per  cent  of  the 
heat  developed  in  the  combustion,  and  the  exhaust  carries  off  y> 
to  40  per  cent  more,  leaving  about  20  per  cent  for  effective  work. 
The  oil-consumption  per  horse-power  hour  is  from  J  to  J  of  a 
gallon. 

Ignition  may  be  attained  by  an  electric  spark  or  a  tube  kept 
red-hot  by  a  flame  during  the  entire  nmning.    The  eflSciency  of 
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Fig.  50. — The  Four  Cycles  of  a  Gas-  or  Oil-engine. 

the  oil-engine  increases  with  the  increase  of  the  degree  of  com- 
pression at  the  end  of  the  second  stroke.  It  follows  therefore^ 
that  the  Diesel  motor,  which  raises  the  compression  to  700  lbs. 
per  square  inch — nearly  the  point  of  ignition  of  the  gases — gives 
the  highest  results  (Fig.  147).  One  I.H.P.  is  obtained  from  the 
consumption  of  0.3  lb.  oil 

The  regulation  of  these  internal- combustion  engines  is  obtained 
by  a  governor,  which  produces  a  missfire  when  the  engine  is  under-^ 
loaded. 
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CHAPTER  V. 

HOISTING  MACfflNERY. 

Hoisting  Machinery. — ^The  various  mechanisms  used  for 
hoisting  minerals  in  the  mines  are  the  windlass,  the  whim,  the 
whip,  and  the  engine.  The  first-named  is  employed  for  moder- 
ate depths  of  mine  and  in  auxiliary  underground  openings  where 
neither  the  weight  to  be  hoisted  nor  its  distance  is  very  great. 
The  whim  and  whip  usually  represent  the  next  stage  in  the  de- 
velopment of  a  metalliferous  mine,  when  the  limit  of  the  former 
hand  methods  has  been  exceeded.  These  are  driven  by  a  horse, 
or  team  of  horses,  and  are  employed  for  depths  not  exceeding 
200  feet.  The  steam-engine  is  the  motor  for  all  mines  having 
a  large  output  or  a  great  depth  of  shaft,  and  even  for  a  depth 
of  but  100  feet  is  still  more  economical  than  the  simpler  methods 
mentioned  above. 

Windlasses  are  employed  for  shafts  of  moderate  depth  and  for 
winzes  underground  where  manual  labor  is  depended  upon  for 
hoisting  purposes.  The  amount  that  can  be  raised  by  two  men 
100  feet  in  eight  hours  cannot  exceed  4  tons,  allowing  for  delays, 
etc.  The  windlass  is  a  barrel,  the  wooden  cyUnder,  6  inches 
to  10  inches  in  diameter,  long  enough  to  reach  across  the  shaft, 
raising  by  its  axle  on  uprights,  and  operated  at  each  end  by  cranks 
15  inches  long  set  at  right  angles  to  each  other.  Winches  and 
crabs  or  windlasses,  in  iron,  can  also  be  had  in  every  possible 
combination,  but  the  simpler  the  machine  the  less  is  the  friction, 
and  the  more  acceptable  it  is.  Each  additional  gearing  in- 
volves a  large  percentage  of  loss,  and  there  is  little  to  spare  from 

the  average  man-power  of  5300  ft.-lbs.  per  minute.     Windlasses 
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are,  however,  useful  for  incidental  purposes  in  handling  heavy 
pieces  of  timber,  machinery,  and  pump-pipes.  A  given  power  can 
only  equal  a  certain  product  of  weight  and  velocity;  for  an  in- 
crease of  speed  the  weight  must  be  proportionately  diminished. 
With  a  15-inch  crank-arm,  12  revolutions  per  minute,  coil  25  feet 
of  rope  on  an  8-inch  barrel,  and  with  this  speed  of  hoist  the  greatest 
load  that  may  be  moved  under  the  circumstances  by  an  average 
laborer  is  214  lbs.  Friction  and  stiffness  of  the  rope  will  reduce 
this.  A  150-lb.  load  can  be  raised  at  a  speed  of  only  35  feet  per 
minute. 

Balancing  the  Loads. — ^The  lengthened  windlass  barrel  re- 
ceives several  coils  of  rope,  from  the  ends  of  which  two  buckets 
are  suspended,  the  one  falling  to  balance  that  rising.  The  length 
of  rope  is  a  few  coils  only  greater  than  the  depth  of  the  shaft. 
At  the  start  the  weight  to  be  hoisted  is  only  the  contents  of  the 
tub  plus  the  rope.  This  weight  diminishes  in  rising,  till  at  the 
top  it  is  the  contents  minus  the  rope.  This  does  not,  how- 
ever, obviate  the  great  stress  from  inertia  which  arises  at 
the  moment  of  starting.  For  this  reason  single  or  double  conical 
barrels  are  used,  on  which  rope  is  coiled  in  such  manner  that 
the  empty  bucket  is  hung  from  the  larger  diameter,  while  the 
rope  from  the  loaded  tub  at  the  bottom  is  wrapped  around  the 
smaller  end.  The  tubs  balance  each  other,  but  the  empty  acts 
with  a  greater  leverage  than  the  loaded  tub,  and  thus  assists 
the  power  in  overcoming  the  inertia.  After  the  hoisting  is  under 
way,  the  empty  and  its  lengthening  rope  uncoils  with  diminish- 
ing leverage,  while  the  load  with  its  shortening  rope  gradually 
winds  on  a  larger  diameter  of  the  cone  The  buckets  do  not 
meet  in  the  middle  of  the  shaft,  but  in  the  middle  of  the  number 
of  revolutions  of  the  barrel.  In  any  event  the  pitch  of  the  cone 
must  be  calculated  for  the  given  conditions  of  depth  and  load, 
otherwise  its  advantage  is  manifest  only  at  the  start.  When 
properly  constructed  the  conical  drum  is  to  be  recommended. 
Not  many  attempts  are  made  to  apply  this  mechanism  to  hand 
hoisting,  but  it  is  rapidly  coming  into  favor  with  horse-  and  engine- 
power,  notwithstanding  that  it  is  dearer  than  cylindrical  drums. 
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Manual  labor  is  manifestly  too  expensive  to  be  regarded  as 
any  but  a  icmporan'  expedient  for  hoisting. 

Whims. — When  the  height  of  he  hoist  exceeds  60  feet  or  the 
output  5  tons  per  shift,  horse-power  is  employed  to  advantage. 
The  average  horse  develops  an  effort  of  135  lbs.  when  walking  at  a 
speed  of  180  feet  per  minute.  This  is  much  below  the  theoretical 
value  fixed  for  a  horse-power,  yet  it  represents  the  results  of  many  ■ 
tests  upon  the  energy  of  the  animal,  which  will  raise  9  tons  150 
feet  per  day. 

For  a  slightly  greater  quantity  two  horses  are  used.  But 
when  a  larger  quantity  is  to  be  handled,  a  more  efficient  and  eco- 
nomic power  is  employed.  The  utilization  of  horse-power  is 
but  an  intermediate  step  in  the  history  of  many  mines.  Where 
water  is  scarce,  fuel  dear,  and  the  transportation  of  machinery 
difficult,  the  horse-whim  serves  temporary  ends  as  a  simple  and 
tolerably  satLsfactorj'  hoistcr. 

The  invariab'e  arrangement  is  a  wheel-and-axle  machine, 
consisting  of  a  drum  and  driving-beam  to  which  the  horse  is 
harnessed.  Two  sticks  6"x6"  and  g  feet  long  are  mortise!  to- 
gether at  right  angles  to  each  other,  with  four  4-inch  ptanka 
trinuned  to  the  quadrant  of  a  circle.  These  are  held  a  foot  or 
two  apart  by  studs,  and  to  them  3-inch  plank  staves  are  spiked 
to  form  the  barrel,  which,  though  upheld  on  the  axle,  turns 
freely  about  it.  The  axle  is  a  round  2-inch  rod  stepped  in  a 
stone  or  iron  block  and  held  at  the  top  in  an  iron  socket  on  the 
span-beam.  The  latter  is  10  inches  square,  36  feet  long,  sup- 
ported on  legs  mortised  to  it  and  braced  A  square  iron  axle- 
rod  fastened  to  the  drum  and  turning  wi;h  it  is  often  seen,  but 
is  not  so  good  as  the  free  axle.  The  entire  frame  can  be  built 
for  $ico.  The  drum  may  be  above  or  below  the  driving-beam 
(Fig.  50- 

A  derrick  frame  is  necessary  over  the  shaft  at  a  height  suffi- 
cient for  convenience  of  handling  the  hoisted  tub.  The  hoist- 
rope  passes  over  a  sheave  at  the  top  and  to  the  drum  if  set  up 
high  over  the  driving-pole,  or  under  another  pulley  at  its  base  if 
the  drum  is  close  to  the  ground.     The  latter  arrangement  is 
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cheaper  to  build,  but  is  wasteful  o'.  power.  For  lowering  the 
tub  (Fig.  51),  a  lever  is  in  reach  of  the  driver,  by  which  the  driv- 
ing-beam may  be  disengaged  fr«m  the  drum  and  the  tub  lowered 
by  its  own  weight,  uncoiling  the  rope  from  the  drum.  A  band- 
brake  3"Xi"  regulates  the  speed.  The  brake  must  be  set  so  as 
to  work  with  the  motion,  not  opposite  to  it;  and  the  brake  force 
exerted  to  produce  larger  tension  in  the  driving,  not  in  the  slack, 
portion  of  the  band.  The  length  of  the  driving-beam  and  the 
diameter  of  the  drum  may  be  altered  at  will  but  the  ratio  be- 
tween them  is  also  the  ratio  of  the  speed  of  the  horse  lo  that  of 
the  hoist 

If  circumstances  permit,  two  ropes  may  be  operated  from  the 
same  drum,  one  ascending  and  the  other  descending  Conical 
drums  may  also  be  employed.  Iron-framed  whims  are  on  sale, 
in  which  a  drum  is  horizontal  and  turned  by  a  bevel-gear  on 
its  ajde,  fitting  to  another  at  the  central  end  of  the  drive-beam. 
While  convenient  and  easy  in  erect,  the  introduction  of  the  bevel- 
gear  involves  additional  friction. 

The  plane  of  the  derrick-pulley  should  be  tangent  to  the 
drum,  and  the  latter  far  enough  away  that  the  rope  may  coil 
and  unwind  freely  without  chafing  on  its  adjoining  coil.  This 
is  accomp'ished  by  arranging  the  point  of  departure  of  ihe  rope 
from  the  pulley  at  the  same  height  as  the  central  coil.  Where 
the  full  and  empty  tubs  are  simultaneously  operated,  this  can 
be  attained  only  approximately.  If  greater  nicety  is  desired, 
the  pulley  slides  on  an  inclined  plane  as  the  coiling  or  uncoiling 
proceeds,  or  else  the  drum  shifts  its  position  by  turning  on  a 
screw-thread.  No  lateral  motion  is  allowed  to  the  sheave,  since 
the  rope  must  occupy  a  central  ptisition  in  its  own  hoisting  com- 
partment. 

The  Hoisting-en^e. — A  hoister  is  a  simple  engine  attached 
to  a  drum  on  which  a  rope  is  wound  The  combinations  are 
numerous,  from  that  of  the  upright  boiler  and  engine  on  the 
same  ba.se,  to  the  vertical  condensing,  compound  engine  con- 
nected with  drums  on  separate  foundations.  Generally  the 
cylinders   arc   horizontal.     The   choice   between   horizontal  and 
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upright  endues  is  chiefly  one  of  space  The  horizontal  engine 
is  the  cheaper,-  the  s  rapier,  the  e^ier  to  inspect,  and  the  easier 
to  repair.  Outside  of  the  advantage  of  recjuiring  less  space, 
the  upright  engine  has  ihe  advantage  of  !ess  wear  on  the  cylin- 
der, and  a  more  direct  strain  upon  the  foundations.  The  types 
are  few,  from  the  slow  haulage-engines  for  tail-rope  to  the 
high-speed  hoists  with  large  drums  Mosi  holsters  are  oper- 
ated intermittently;  only  in  a  few  instances  are  ihey  continuous- 
The  engine  must  be  si-nple,  safe,  under  complete  control,  capable 
of  quickly  attaining  full  speed  and  \>eing  accurately  stopped. 

The  selection  of  the  type  will  largely  depend  upon  the  speed 
desired  for  hoisting  and  the  choice  of  valves,  condensers,  ratio  o£ 
expansion,  compound  or  simple  engine,  and  the  comparative  cost 
and  maintenance.  Frequently  the  question  of  economy  receives 
the  last  consideration,  simplicity  of  construction  and  safety  of 
operation  being  of  prime  importance. 

First-  £ni  Second-motion  EoUters.— The  communication  of 
motion  from  piston  to  the  drum  is  direct  or  secondary  and  may 
or  may  not  be  provided  with  a  reversing  molion.  In  the  former 
class  the  piston  is  coufled  directly  to  the  drum  through  the  con- 
necting-rod. The  load  i.i  hoisted,  held,  or  lowered  by  steam  at 
the  will  of  the  engineer.  High  speed  is  possible  with  direct- 
acting  engine  {Figs.  52,  57  and  58.) 

Second-motion  Engines.— All  engines  transmitting  the  power 
(o  the  drum  through  one  or  two  pinion  wheels  or  a  friction-clutch 
are  second-motion  engines  These  engines  are  slower  but  under 
^eater  control  than  the  direct-acting  engines,  besides  offering 
less  risk  to  ovenvinding.  The  pinion-wheels  may  be  toothed 
wheels  gearing  with  oihers  on  the  drum-shaft,  or  friction-wheels 
bearing  against  those  on  the  dnim-shaft  (Fig.  53). 

The  ratio  of  this  gear  varies  between  4  to  1  and  7  to  i,  the 
latter  ratio  being  for  very  slow  speed.  Some  quany  engines 
are  provided  with  a  double  set  of  gear-wheels  for  two  speedi 
(Fig.  54). 

The  geared  engine  is  intended  for  slow  hoisting,  shallow 
depths,  and    small  outputs.     The  direct-acting  is  employed  for 
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large  outputs  and  with  a  hoisting  speed  of  never  less  than  500 
feet  per  minute.  The  limit  to  the  size  of  the  gear-wheels  is 
determined  by  the  peripheral  speed  of  the  teeth,  which  should 
not  exceed  1000  feet  per  minute. 

Second-motion  engines  may  be  operated  with  a  short  cut-off, 
which  is  not  always  possible  with  the  direct-acting  tyye.  More. 
over,  their  repairs  are  greater  and  the  operation  easier.  A  properly 
designed  second-motion  engine  may  be  employed  economically 
on  steep  slopes,  and  occasionally  for  short  shafts  where  the 
output  is  large.  A  pair  of  i6"X3o"  cylinders  on  a  three-foot 
drum  had  an  output  of  1413  tons  from  a  shaft  370  feet  deep 
in  six  hours'  time. 

Internal  Gear  Connection. — Frequently  drums  are  fitted  with 
pinion  gearing  into  an  internal  rack  on  the  drum.  This  can  be 
slipped  out  at  will,  lea\ing  the  free  drum  to  pay  out  the  rope  until 
the  proper  depth  is  reached,  when  the  pinion  is  returned  to  place, 
and  the  drum  is  ready  for  hoisting  from  that  depth.  This  arrange- 
ment is  in  ended  for  the  variable  lengths  of  the  hoist. 

Friction-engines  have  a  pinion-wheel  on  the  driving-shaft 
of  papier  mach^  bearing  against  an  iron  surface  on  the  drum- 
shaft.  The  surfaces  are  kept  dry  and  free  from  water,  steam,  or 
other  substances  which  reduce  the  coefficient  of  friction  and 
thus  require  an  excessive  pressure  to  move  the  requisite  load. 
Friction-engines  deliver  the  power  to  the  drum  more  quietly 
than  toothed-gear  or  direct-connected  engines,  and  therefore  pro- 
duce less  shock  upon  the  rope.  Sometimes  the  engine  is  in 
continual  rotation  with  its  pinion-shaft,  and  hoisting  is  eflfected  by 
bringing  the  drum  with  its  shaft  and  gearing  surface  against 
the  pinion.  For  lowering,  the  drum  is  released  from  contact 
with  its  pinion  and  revolves  freely,  being  controlled  only  by  the 
brake  manipulated  by  the  engineer.  The  risk  of  slipping  and 
the  inability  of  the  engineer  to  apply  the  requisite  pressure  makes 
the  friction-engine  unsafe. 

V  Friction-wheels. — ^The  surfaces  of  the  drum-band  and  the 
driving  pinion  are  grooved  circumferentially  to  give  a  tight  grip 
between  them  without  excessive  pressure  on  the  bearings.    These 
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wh<- 1?  arc  c:  ci>:  ir-.c    The  irrtgular  niear  of  the  iredges,  how- 

Frictioo-clutches. —  Thoc  L-n^^^xre  the  drum  extemallv  or 
u::tmal:y.  Thtv  ait  -vjli'u.  noii^-kss.  aixl  give  link  shock. 
A  r.u::.  Ar  ^jf  bicicki-  a::-ichL>:  :o  a  hand  furnish  the  irictional 
Tumcv.  ar.d  irt  dinrcih  a::ached  :o  ihe  re^-ol^ing  shaft  and  in 
a^r.iinuJ  rf>!a:ior-  alx»u:  the  dnim.  The>-  engage  ihc  outside 
of  -ht  'irjm  when  forced  by  a  iwo-armed  driver  (^xnted  by 
btil  crLr.k  kwrs  and  re-volvc  :he  drum  Fig.  5O}.  A  grooved 
sltT.it  •  r  cC'Do  mo\-ir.g  along  ihe  shaft  may  also  cause  a  shorten- 
ir.i:  f'i  :ht  arms  whkh  bring  ihe  band  down  on  ihe  dnim  and 
Ir..:  an  :hc:r  moiion  10  i:.  For  k»wcring.  the  band  is  released  and 
:h<-  flr^m  revolve?  while  held  in  check  by  ihe  brake. 

<Jr.*:  if'un  of  internal  friciion  consists  of  driviqg-bands  with  four 

arrr.*  /.ived  to  The  drum-shafi  and  in  continuous  motion.    The 

ir.rr.  >  free  on  ihi>  <haft  and  will  hoist  as  soon  as  the  band  is 

'■•.:.  ci:<'ic<i  to  contact  with  its  rim,  by  sliding  the  sleeve  upon 

!>  *haf:  and  engaging  its  arms  against  its  inside  rim  (Fig.  55). 

The  Brake. — This  is  either  an  iron  band  with  blocks  of  hard 
v.'//j  on  end,  or  a  \ -gnx>ved  wheel  bearing  on  a  corresponding 
r  .ri'iri:  on  the  drum.  The  first  is  less  troublesome  and  safer.  It 
'.-  --.i'.;-}Jy  apj^Iiefl  Ijy  a  simple  lever,  by  a  hand- wheel  and 
v.^rrn  -'  r«.-v..  or  an  auxiliar}"  steam-piston,  according  to  the  size 
of  *h'  ];*fi<.  Some  lar^e  engines  require  a  small  regulating- 
er.L'ir.e  :o  <<*])  and  start  them. 

The  Unbalanced  Load  on  the  Engine. — The  resistance  which  an 
f'li^inc  muht  overcome  will  include  the  unbalanced  weights,  the 
f  rift  ion  ar/i  »hc  lx.-ndinj(  stress  of  the  rope.  These  having  been 
d<'t«  rrfiirjf-d,  the  size  and  the  weiirhi  of  the  rope  become  known. 

Th*-  rfiaximum  sjx-ed  of  hoist  is  limited  by  the  equipment 
of  i}j<:  -ii.'if',  ri:id  the  minimum  by  the  hourly  output  desired. 
Ov.jri'/  iff  thf  diminishin;i;  weight  of  the  rope  as  the  hoisting  pro- 
i'n  '.t-  and  thf;  unefjual  work  thrown  upon  the  engine,  a  constant 
■],'*']  of  hoi^iin;^  r.annrn  be  maintained.  The  engine,  from  the 
b';N..;ii:.;.',  ^jj<:<d-.  u\>  with  the  reducing  load,  while  the  accelera- 
lion  I.ir.reases  almost  lo  the  end  of  the  hoist. 
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Balancing  the  Dead  Load. — ^The  work  of  the  engine  divided 
between  the  live  load  and  the  dead  load  is  unequal  because 
of  the  diminishing  influence  of  the  rope  during  the  hoist.  This 
inequality  can  be  partially  reduced  by  balancing  the  weight  of 
the  rope.  The  cages  and  the  cars  carrying  the  load  may  be 
balanced  by  attaching  to  another  rope  on  the  same  drum  and 
engine  a  similar  cage  and  car.  The  weights  of  the  two,  going^ 
in  opposite  directions  balance  one  another,  though  the  weight  of 
the  rope,  its  friction,  and  its  bending  stress  are  still  unbalanced; 
so  also,  the  weight  of  the  mineral  being  hoisted. 

The  balancing  of  cage  and  car  may  be  accomplished  by  the 
use  of  two  cylindrical  drums  (Fig.  57),  a  conical  or  a  fusee  drum 
or  a  counterbalancing  system. 

Balancing  by  Conical  Drum. — The  method  of  balancing  by^ 
the  use  of  a  cone  or  a  fusee  depends  on  the  change  of  leverage 
of  the  two  loads.  The  load  is  hoisted  from  the  small  diam- 
eter of  the  drum,  while  the  descending  rope  is  suspended  from 
the  larger  diameter  of  the  cone.  As  the  hoisting  proceeds,  the 
ascending  rope  winds  upon  an  increasing  diameter,  while  the 
descending  rope  and  cage  are  gradually  operating  from  a  shorter 
radius  of  ihe  drum.  Equalization  is  somewhat  maintained  and 
an  easy  start  is  thus  made. 

A  p'ain  conical  drum,  to  be  cflfective  as  a  counterbalance^ 
requires  an  angle  so  great  as  to  be  dangerous  on  account  of  the 
liability  of  he  lope  to  sl'p.  Any  advantage  to  be  derived  from, 
having  a  safe  angle  being  trifling,  it  is  really  not  worth  the  risk. 

The  cylindrical  drum  admits  of  extension  of  the  hoisting: 
depth  but  the  conical  or  fusee  drum  is  built  for  a  specific  condi- 
tion of  load,  speed   and  depth. 

The  Conical  Dnun. — This  is  used  when  the  rope  is  heavy^ 
and  the  economy  of  accurate  counterbalance  is  clearly  indicated 
as  practicable  and  will  warrant  the  increased  cost.  It  is  much 
larger  than  ihe  cylindrical  drum,  even  if  its  mean  diameter  is 
the  same.  The  depth  of  shaft  or  the  point  of  hoist  must  be 
fixed  to  maintain  equalization  with  a  given  cone  or  fuscc.  Hoist- 
ing from  several  landings  would  not  be  economical  without  the 
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use  of  additional  counterpoises.     The  conical  drum  is  employed 
single  or  double  (Figs.  53,  58,  and  59). 

Id  designing  the  single  or  double  conical  drum  the  hori- 
zonlal  distance,  P,  between  ihe  centres  of  the  two  consecutive 
grooves  or  coils,  and  the  vertical  distance,  p,  between  them  must 
be  in  such  ratio  that  ihe  inclination  shall  not  exceed  30°;  P^P 
must  be  less  than  0.577  The  minimum  diameter,  2r,  of  the 
smaller  end  is  fixed  by  the  rope,  and  the  larger  diameter,  2d,  is 
dependent  upon  it. 

Letc=the  circumference  of  rope  circle  =  3, 1416(27'+*); 
^  =  0.2830/.; 
L  =  length  of  the  drum  between  the  first  and  last  grooves. 

The  lengih  can  be  determined  when  the  number  of  grooves 
has  been  calculated  from  the  conditions  given. 


_  V{2C-  ^y+Sp'D-  2C+  / 
2/ 
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Fic.  59.— A  Double  Conira!  Hoist. 

The  Fusee.— This  drum  is  designed  In  give  an  equalization 
of  the  dead  load,  including  the  rope,  at  all  pwints  throughout  the 
journey  of  the  cage.  It  may  be  determined  by  ihe  use  of  the 
following   formula: 

(RD+A)r=Ad=M. 
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After  one  revolution  {RD-\-A  and  the  weight  of  one  turn  of  rope 
at  the  small  end)  p  must  balance  (A  +  the  weight  of  one  turn  of 
rope  at  the  large  end)  f/  and  still  equal  Ad=^M.  For  each 
revolution  throughout  the  journey  this  balance  must  be  main- 
tained. This  is  satisfied  by  the  following  formula,  in  which 
Z  is  the  total  arc  of  revolution  described  by  a  point  on  the  rope 
at  the  small  end  from  the  beginning  to  the  end  of  the  hoist : 

\M    ;    1af~ 


R  is  the  weight  of  one  foot  of  rope. 

The  curve  of  the  drum  is  then  constructed  by  substituting 
different  values  between  r  and  rf,  which  are  the  limits  of  ^,  placing 
the  second  member  equal  to  27m,  and  solving  for  »,  the  number 
of  grooves.  The  various  assumed  values  for  p  are  ladii  of  the 
curve  at  the  various  points  along  the  axis  which  are  at  a  distance 
from  the  initial  point  equal  to  the  horizontal  pitch,  P,  multipl'ed 
by  n.  The  curve  so  plotted  is  the  section  of  the  drum  which 
will  fulfil  the  conditions,  furnishing  an  equalization  throughout 
the  journey. 

Let  D  =  2ooo  feet,  i?  =  3  lbs.,  -4  =4000  lbs.,  r=48  inches; 
then  M  =  40,000  ft.-lbs.,  and  d  becomes  10  feet.  Solving  the 
equation  and  equating  with  27r«,  ^  =  55.8  revolutions  between  the 
initial  and  final  points  of  winding.  Where  d=g,  n  becomes 
53.3  revolutions  from  the  start;  where  rf  =  8,  ^  =  49.5;  where  (f =7, 
«  =  44.4;  and  where  rf=S,   here  have  been  35.1  coils  of  rope. 

The  Reel. — This  is  a  barrel  with  spider  arms  on  either  side, 
between  which  a  flat  steel  rope  is  w^ound  in  consecutive  layers. 
It  may  be  so  devised  that  the  moment  of  resistance  will  be  nearly 
constant  The  thickness  of  the  coiling  rope  may  be  so  selected 
that  it  will  increase  the  leverage  of  the  load  at  the  same  rate  as 
the  weight  of  the  load  decreases,  in  which  event  the  work  of 
hoisting  is  uniform.  If  however,  uniform  hoisting  cannot  be 
obtained  throughout  the  trip  with  a  reasonable  thickness  of  rope. 
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the  design  must  be  carefully  considered  and  the  engine  tested 
after  being  placed  (Fig  60). 

The  smallest  allowable  diameter  of  barrel  is  fixed  by  the  rope, 
and  the  number  of  layers,  «,  of  the  rope  is  equal  to  (d— r)-^/. 
The  diameter  of  the  coil,  2d,  when  the  cage  is  at  the  top  of  he 
hoist  may  be  ascertained  by  the  use  of  the  formula  Z>/ =  3.1416 
{(P—r^),  Given  /  (§''  to  f")i  ^he  value  for  d  may  be  obtained; 
or,  having  decided  upon  d,  t  can  be  ascertained. 

Counterbalance. — The  balancing  of  the  rope  weight  and  its 
resistance  is  accomplished  either  by  the  varying  weight  of  an 
attached  counterpoise  to  the  cages  or  drum,  or  by  varying  the 
leverage  on  the  ho.'sting-shaft  of  a  fixed  weight.  The  Koepe 
and  Whiting  systems  and  the  chain  balance  arc  of  the  first  type, 
and  that  installed  at  the  Camphausen  mine  is  of  the  second  type. 
This  makes  the  moment  of  the  static  load  during  the  hoist  con- 
stant and  equal  to  that  of  weight  of  mineral  The  best  results 
are  obtained  from  a  counterbalance  when  the  hoist  is  always 
from  one  and  the  same  level 

The  Koepe  System  of  Winding.— This  form  of  counterpoise 
consists  in  extending  a  tail  rope  from  the  bottom  of  one  cage, 
under  a  sheave  at  the  bottom  of  the  shaft,  up  to  the  floor  of  the 
other  cage.    The  usual  hoist-drum  is  replaced  by  a  simple  grooved 
sheave   Fig.  61.    Not  only  is  the  weight  of  rope,  cage,  and  car 
in  each  compartment  constant  and  the  work  of  the  engine  nearly 
uniform,  but  the  comparative  lightness  of  the  sheaves  and  the 
absence  of  heavy  coils  revolving  with  the  drum  give  a  correspond- 
ingly less  inertia,  and  hence  require  Jess  engine  power,  than  with 
the  ordinary  systems.    The  net  load  which  can  be  carried  on  the 
rising  cage  cannot  exceed  the  friction  caused  by  the  aggregate 
weights  suspended  from  the  upper  sheave,  or  else  it  will  slip. 
A  positive  grip  must  be  taken  on  the  rope  by  the  driving  mechan- 
ism to  prevent  its  slip  or  creep  on  the  sheaves.     Winding  the 
main  rope  on  a  pair  of  cylindrical  drums,  or  wrapping  it  a  few 
times  over  a  pair  of  multiple-grooved  sheaves,  as  is  the  European 
practice   in   power  transmission.  Chapter  IX,  would  accomplish 
this.      Should  such  a  slip  take  place,  the  indicators  would  fail 
to  give  the  correct  location  of  the  cage. 
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This  system  meets  almost  all  the  requirements  of  a  perfect 
equilibrium,  is  highly  elTicient,  insures  against  o\'crwinding,  de- 
creases wear,  and  disposes  of  an  enormously  heavy  drum  by  using 
a  sheave  instead.  But  the  lower  sheave  blockades  the  bottom 
of  the  shaft.     The  tail-rope  may  be  a  discarded  hoisting-rope, 
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of  hoist  3500  feet  per  minute,  350  horse-power  are  saved  over 
that  required  to  operate  the  same  loads  without  this  balance. 
The  Whiting  system  (Fig.  62),  a  development  of  the  Koepe 


^tr-^^^-t:^ 


Fig.  61,— The  Whiting  System  of  Balance. 

system,  uses  two  sheaves  and  dispenses  with  the  heavy  coils  oi 
rope  revolving  with  the  drum. 

Chain  Counterbalance.^ — .\nolher  form  of  counterpoise  is  a 
heavy  chain  wound  on  a  secondary  drum  on  the  main  shaft  by 
a  cable-rope  (B,  Fig.  63).  The  chain  hangs  in  an  auxiliary 
shaft,  or  a  ladderway  in  the  hoist-shaft,  and  is  equal  in  weight 
to  the  full  depth  of  hoist-rope  A,  As  the  loaded  cage  begins  its 
Fig.  63.  Fig,  64. 


Counlcrbalaticinft  ilie  Rope  by  Chain. 

hoist  the  entire  weight  and  length  of  chain  is  hanging  from  ite 
drum  to  assist  the  engines  in  balancing  the  rising  load.  With 
the  continuance  of  hoist  the  cable  B  pays  out  chain,  which  coils 
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on  the  bottom  of  the  auxiliary  shaft.  As  the  two  cages  approach 
one  another  the  hoist-ropes  nearly  balance,  the  chain  is  coiling 
at  the  bottom,  and  the  cable-rope  is  being  paid  out.  When  the 
cages  are  midway,  the  entire  chain  is  coiled  there  and  all  the 
cable  is  also  paid  out.  The  counterbalancing  cable-rope  is  n^w 
wound  under  the  drum  and  lifts  the  chain,  whose  weight  now 
balances  the  descending  rope  to  the  end  of  its  journey.  At  all 
points  in  the  hoist  the  amount  of  suspended  chain  balances  the 
differences  between  the  weights  of  the  two  pendent  hoist- ropes  A. 

In  a  given  case  the  chain  counterbalances  a  load  of  3500  lbs., 
:age  1300  lbs.,  car  1540  lbs.,  in  a  shaft  3400  feet  deep;  the  radius 
of  the  hoist-drum  is  6  feet,  and  that  of  the  chain-drum  27  inches. 
At  the  beginning  of  the  hoist  8  tons  of  chain  are  suspended  from 
the  auxiliary  drum.  After  400  feet  of  hoist,  12,134  lbs.  are  sus- 
pended; at  400  feet  further,  8400  lbs.;  at  2200  feet  below  the 
surface,  4666  lbs.;  at  1800  feet  down,  933  lbs.  are  yet  uncoiled; 
and  at  the  end  of  the  hoist  the  full  weight  of  the  chain  is  again 
suspended.  The  bore-hole  down  which  the  chain  hangs  is  638 
feet  deep;  51  H.P.  are  required  to  overcome  the  friction  due  to  this 
increased  weight,  but  345  H.P.  are  saved  by  balancing  the  rope. 
In  another  shaft,  2200  feet  deep,  a  counterbalance-rope  700  feet 
long  and  a  chain  580  feet,  weighing  4320  lbs.,  are  employed; 
the  size  of  the  chain  is  graduated  to  meet  the  varying  weights, 
and  for  104  feet  is  of  f -inch  links,  for  162  feet  of  J-inch,  and  for 
314  feet  of  J-inch. 

In  Dcspr^'s  method  an  endless  cable  has  the  balancing  chain, 
and  is  given  one  or  two  turns  on  the  drum  between  the  full  and 
the  empty  rope  (Fig.  64).  It  passes  half-way  down  an  auxiliary 
shaft.  One-quarter  lh6  way  down  the  chain  is  swung  on  a 
pivot,  and  fixed  to  the  cable  so  that  the  other  end  of  the  chain  is 
at  the  top  of  the  auxiliary  shaft  at  the  beginning  and  end  of  the 
hoist. 

The  Camphausen  System. — A  counterpoise  (IF,  Fig.  65)  is 
suspended  from  a  supplcmentar}'  spiral  drum  mounted  on  the 
engine-shaft.  The  cable-ends  are  attached  to  the  small  and  large 
ends  of  the  spiral.    It  winds  itself  on  the  descending  side  simul- 
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taneously  with  the  winding  on  the  ascending  side,  and  thus  main- 
tains a  balance  by  the  differential  lever-arm  of  its  weight.  Until 
the  cages  meet  in  the  hoistway,  the  lower  branch  of  the  cable 
travels  faster  thafn  the  upper.  During  the  balance  of  the  hoist  the 
upper  winds  faster  than  the  lower.  For  a  depth  of  1900  feet 
the  auxiliary  shaft  was  250  feet.  The  installation  is  inexpen- 
sive and  economical. 


Fig.  65. — ^The  Camphausen  System  of  Counterbalancing. 

A  very  extended  discussion  of  the  operations  of  hoisting  is 
to  be  found  in  a  monograph  of  the  Institute  of  Mining  and 
Metallurgy,  XI,  Part  I. 

Designing  Hoisters. — ^This  step  consists  in  calculating  the 
dimensions  of  the  two  cylinders,  which  are  capable  (i)  of  starting 
the  load  from  the  weakest  position  of  their  combined  crank- 
pins,  and  (2)  of  maintaining  an  average  speed  of  hoist  with  it 
commensurate  with  the  desired  output.  The  mine  output  is 
controlled  by  the  capacity  of  the  shaft  or  the  haulage-way,  which 
in  turn  depends  on  the  size  of  the  car  and  the  number  of  cars 
delivered  per  hour. 
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Data  necessary  in  Designing. — From  a  shaft  or  a  steep 
slope  the  cars  arrive  at  the  surface  singly;  from  a  gentle  slope 
the  cars  come  in  trains.  The  dimensions  of  the  carriers  (car, 
bucket,  or  skip)  and  their  capacity  are  known  or  assumed.  The 
load,  g,  which  a  single  car  can  carry  is  also  known,  hence  the 
load  which  falls  upon  the  hoisting-  or  haulage-engine  can  be 
determined.  This  may  be  divided  into  a  dead  load  and  a  live 
load,  the  former  being  the  cage,  car,  skip,  or  bucket,  while  the 
live  load  is  the  mineral  and  the  friction  resistances. 

The  speed  depends  upon  the  character  of  timbering.  A 
mine  employing  buckets  has  usually  a  poorly  timbered  shaft,  in 
which  the  speed  cannot  exceed  300  feet  a  minute;  with  skips  or 
slope  carriages  the  timbering  must  be  of  a  better  character,  and 
the  maximum  rate  of  1000  feet  is  allowed;  if  cages  are  em- 
ployed, the  shaft  is  well  timbered  and  the  speed  may  reach  3000 
feet  per  minute. 

The  depth  of  the  shaft  is  known;  hence  the  time  required  per 
trip  is  definitely  fixed;  and  if  to  it  be  added  the  time  lost  at  the 
top  and  at  the  bottom  while  the  buckets,  cars,  or  carriages  are 
being  exchanged  and  loaded,  the  time  occupied  in  each  round 
trip  in  each  hoistway  will  be  known.  The  time  lost  in  filling  an 
attached  bucket  at  the  bottom  or  dumping  it  into  the  top  is  from 
3  to  5  minutes.  If  the  buckets  are  detached  and  promptly  replaced 
by  loaded  buckets,  the  time  is  much  less.  Skips  loaded  from 
chutes  are  almost  as  time-consuming  as  buckets.  The  skip 
occupies  2  to  3  minutes  to  side-track.  A  car  may  be  run  on  or 
taken  off  the  cage  or  a  slope  carriage  in  25  seconds.  These 
delays  seriously  reduce  the  capacity  of  the  shaft  and  the  possible 
output.  Hence  for  large  mines  cages  and  cars  are  resorted  to. 
The  influence  of  this  delay  on  the  aggregate  output  is  diminished 
by  increasing  the  number  of  compartments  in  the  shaft  or  by 
increasing  the  velocity.    The  former  is  preferable. 

Fonnulrs  fcr  Determining  the  Number  and  Duration  of 
Trips. — By  the  following  equations  may  be  determined  the  time 
occupied  per  round  trip  in  each  hoistway  and  the  number  of 
trips  possible  per  hour  in  each  hoister: 
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Let   2  =the  number  of  hoisting-compartments; 

D  =the  depth  of  the  shaft  in  feet; 

V  =velocity  of  the  hoist,  feet  per  minute; 

i/  =  velocity  of  lowering  per  minute; 

Q  =output,  tons,  per  hour; 

j=»Ioad,  tons,  per  trip; 

/«the  minutes  to  load  and  unload  at  the  top  or  the 

bottom; 

T  =-42=  minutes  per  round  trip  in  any  hoist  way; 

A  =the  interval  in  minutes  between  the  arrival  of  each 

cage,  skip,  or  bucket  at  the  shaft  top; 

n  =number  of  trips  per  hour  in  each  hoistway; 

,60         ^     ^    D    D' 
n^Q-^zq,    ^=— ,    and     ^=-^  +  ^+2/. 

Thus  in  a  poorly  timbered  shaft,  if  only  one  bucket  be  run  up  and 
down  without  detaching,  the  output  from  a  300-foot  shaft  is  about 
3.6  tons  per  hour.  With  three  buckets  in  constant  use,  each 
holding  600  lbs.,  the  hourly  product  cannot  exceed  6  tons.  With 
excellent  timbering  double  the  speed  may  be  permitted,  in  which 
event  three  buckets  will  deliver  7.2  tons  per  hour  at  the  surface. 
So  becomes  evident  the  influence  which  the  loss  of  time  at  land- 
ings has  on  the  output  when  even  doubling  the  speed  increases 
the  former  only  one-fifth.    An  additional  hoistway  were  better. 

Example. — For  an  output  of  360  tons  in  ten  hours  a  rate  of  360  feet  is 
necessary  with  but  one  hoistway;  with  two  hoistways  and  cars  holding  3000 
lbs.  each  the  rate  need  be  only  144  feet  per  minute,  because  of  the  time  saved 
at  the  changes.  s=i;  /=o.4i;  1^=300  feet;  ^=1.5;  0=36;  »=24;i4  =  25o 
min.;  T=2.$  min.;  whence  t/=v,  =  366  feet.  With  Z=2,  A  becomes  2.5 
and  w=i2.  r=5  min.;  whence  v=v^=i^  feet.  The  horse-power  in 
the  two  cases  would  be  100  and  32  respectively.  This,  at  the  coal -pile,  amounts 
to  40  tons  coal  per  month. 

Determining  the  Size  of  Rope. — ^Thc  rope  supports  the  total 
load,  the  friction,  and  the  starting  stresses.  The  latter  is  larger 
than  is  usually  suspected.  A  gentle  start  gives  a  stress  of  2  per 
cent  only,  whereas  a  start  from  12  inches  of  slack  rope  would 
make  the  stress  1.4  times  as  great  as  the  actual  load.    The  stress 
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at  starting  is  usually  assumed  at  lo  per  cent  of  the  gross  loady 
including  friction.  The  total  tension  produced  by  these  resist- 
ances must  not  exceed  one-third  of  the  ultimate  strength  of  the 
rope. 

The  Bending  Stress  on  the  Rope. — ^Thc  rope  must  be  sufl5cient 
for  the  maximiun  stress  falling  on  the  rope  after  hoisting  begins, 
including  the  stress  induced  by  bending  the  rope  over  its  sheave 
or  drum.  This  sum  is  not  to  be  over  one-third  of  the  ultimate 
strength  of  the  rope.  Frequently,  with  a  small  drum,  the  bend- 
ing stress  may  far  exceed  that  due  to  the  load.  The  value  for 
the  bending  stress  is  represented  by  the  formulae  in  Chapter  VII. 

The  Available  Strength  of  a  Rope. — ^After  deducting  for 
bending  stresses,  this  should  be  at  least  one-eighth  of  its  ultimate 
strength.  The  size  required  may  be  ascertained  from  manu- 
facturers' tables. 

Example. — A  6-strand,  19-wire  rope  of  cast  steel  i  inch  diameter  will  be 
required  if  it  is  to  support  a  load  of  7270  lbs.  over  a  sheave  44  inches  diameter. 
jb»  14,606,  load  and  friction »  8000,  and  maximum  load  is  23,606.  Ultimate 
strength  must  be  67,800  lbs.  Had  the  drum  been  84  inches  diameter,  k 
would  have  been  5583  lbs.  and  have  required  an  ultimate  strength  40,752  for  a 
{•inch  rope. 

Determining  the  Dimensions  of  Cylinders. — ^The  size  of  the 
rope,  the  dimensions  of  the  drum,  and  the  values  for  the  various 
loads  and  resistances  to  be  overcome  having  been  determined, 
the  area  and  stroke  of  the  piston  is  made  sufficient  to  start  the 
load  with  the  allowable  initial  pressure  and  hoist  it  at  the  desired 
speed.  The  work  of  the  engine  must  also  be  calculated  for  the 
average  resistances  at  the  mean  velocity  per  minute.  The  cylinders 
should  not  be  too  large,  because  the  throttling  that  must  ensue 
for  the  economic  work  is  wasteful  of  steam,  for  the  condensation 
would  be  excessive.  Neither  can  they  be  calculated  for  an  over- 
load, as  then  they  might  not  meet  the  probable  emergency.  The 
cylinders  should  te  apportioned  largely  according  to  the  conser- 
vative judgment  of  the  engineer.  Care,  however,  must  be  taken 
to  assure  a  sufficiently  large  starting  moment  of  the  engine  to  pick 
up  the  load.    The  mechanical  efficiency,  w,  may  be  used  as  0.7 
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for  a  slide-valve  engine  and  a  cut-off  of  one-half.  The  Corliss 
engine  may  be  calculated  to  have  an  eflBciency  of  0.85  with  a  cut- 
off of  one-third,  for  a  normal  load. 

The  Hoisting  Capacity  of  an  Engine. — ^The  following  equa- 
tions will  then  be  employed  for  determining  the  depth  to  which 
a  given  engine  can  work  within  the  normal  limits  of  boiler  pres- 
sure which  is  available  and  the  average  r.p.m.  for  that  class 
of  engine.  They  will  also  sen^e  to  calculate  the  required  dimen- 
sions of  one  or  two  cylinders  for  given  conditions: 

L^the  length  of  the  drum,  inches; 
r«=the  smaller  diameter  of  the  drum,  inches; 
d=the  larger  diameter  of  the  drum,  inches; 
w  =  the  number  of  grooves  in  the  drum; 
X=the  diameter  of  the  rope,  inches; 
2?= the  weight  of  the  rope  in  pounds  per  foot. 

,    .       I.  ,    .      r                 .           6.283Arf 
v=the  velocity  of  hoist,  feet  per  nunute, — ; 

il  =  the  weight  of  bucket,  cage,  car,  skip,  or  carriage  lbs.; 
ikf  =  unbalanced  load  on  the  drum  at  the  start; 
if = the  moment  of  resistance  at  starting; 
TV-* the  average  load  during  the  hoist; 
/^— the  friction  of  the  gross  load,  including  the  acceleration 
of  the  moving  parts; 

y 

f— gear  ratio,  second-motion  engine,  =—; 

y= number  of  teeth  on  the  gear-wheel; 
5f= number  of  teeth  on  engine-shaft  pinion. 

The  capacity  of  the  engine  may  be  known  from  its  indicator 
cards  or  from  a  knowledge  of  the  cylinder  dimensions  and  the 
proposed  boiler  pressure,  P,  and  engine  speed.  The  velocity 
for  a  given  output,  number  of  trips,  and  depth  will  have  been 
determined.    Then 

H = o.ooooo^g66csk^m  pN = Wv. 
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Or,  the  value  for  k  and  s  may  be  ascertained  for  a  given  set  of 
conditions  of  load  and  speed  as  well  as  for  P  and  N.  The  ratio  of 
5  to  i  is  assumed  between  1.3  and  2,  according  to  the  class  of 
engine  desired. 

With  a  direct-acting  engine  ^=1.    In  all  cases  the  mean 

piston  speed  is  0.31841--^. 

Hoisting  on  Inclines.— If  the  hoist  is  not  in  a  vertical  shaft, 
the  load,  Af ,  must  be  multiplied  by  the  sine  of  the  angle  of  the 
slope  (the  percentage  of  inclination),  and  the  value  for  F  is  multi- 
plied by  the  cosine  of  the  slope  angle,  in  calculations  for  the 
cylinder  dimensions. 

The  coefficient  of  friction,  /,  is  4  per  cent  with  a  bucket  in  a 
vertical  shaft,  6  per  cent  with  a  cage  or  skip,  and  8  per  cent  with 
a  bucket  in  a  slope.  All  of  these  are  reduceil  to  the  pull  at  the 
circumference  of  the  drum. 

The  Starting  Moment  of  an  Engine. — ^In  designing  an  engine  to 
start  the  unbalanced  load,  ilf ,  it  is  necessary  to  determine  by 
the  equilibrium  of  moments  the  value  for  the  moment  of  the 
load,  friction,  and  starting  stress,  and  equate  this  with  the  mini- 
mum rotary  effort  upon  the  crank-pin.  The  starting  moment 
of  the  engine  is  ascertained  by  the  substitution,  in  the  following 
formula,  of  the  value  for  c,  corresponding,  to  the  given  cut-off 
and  ratio  of  connecting-rod  to  crank-arm. 

The  minimum  rotary  effort,  i?,  of  a  duplex  single-expansion 
engine  =  CsPfi^mg  =  i?,  inch-pounds.  The  maximum  rotan-  effort 
=^R'  =  CiSPik^tng.  s  and  k  are  in  inches,  Pj  is  the  net  initial 
pressure,  P—B,  and  C,  the  coefficient  representing  the  minimum 
rotary  effort  as  ascertained  from  the  following  table  for  the 
particular  ratio  of  connecting-rod,  Z,  to  crank-arm,  a,  and  a  piston 
clearance  of  7  per  cent. 

The  values  given  are  the  rotary  efforts  exerted  upon  the 
two  crank-pins  for  each  pound  of  net  initial  pressure  for  each 
inch  of  one  piston  diameter,  the  pair  having  their  cranks  at 
quarters.  The  clearance  is  assumed  to  be  7  per  cent,  and  a  back 
pressure  of  18  lbs.  absolute  is  allowed.    If  the  engine  is  a  con- 
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densing  engine,  with  3  lbs.  absolute  back  pressure,  the  values  for 
C  and  C  are  somewhat  larger  than  those  in  the  table.  A  pair 
of  cylinders  of  10  inches  diameter  and  20  inches  stroke  with 
connecting-rods  50  inches  long,  receiving  an  initial  steam  pres- 
sure of  100  lbs.  absolute,  will  have  a  minimum  rotary  effort 
equal  to  48,480  in.-lbs.,  if  the  cut-off  be  assiuned  at  J  and  the 
back  pressure  be  3  lbs. 


Table  of  Maximum  and  Minimum  Rotary  Efforts  for  Certain  Ratios 
OF  Connecting-rod  to  Crank-arm.    Duplex  Engines. 

Values  for  Q  and  C. 


Apparent 
Cut-off. 

/-4.S<». 

/-S.50. 

/-7fl. 

0.00 

\ 

i 

i 

0-5615 
0.4664 

0.4380 

0.4256 

0.3893 

o.3«)74 

0.3633 
0.2472 

0.1878 

0.1469 

0.5600 
0.4606 

0.4365 
0.4193 

0.3818 

0.3974 
0.3688 

0.2499 

0.1923 

0.1473 

0.5580 
0.4586 

0.4350 
0.4124 
0.3786 

0.3974 
0.3696 

0.2550 
0.1966 
O.T512 

The  hoisting-engine  must  be  able  to  start  the  load  from  any 
point  in  the  shaft  and  at  any  point  in  its  stroke,  and  hence  should 
have  in  its  weakest  position  a  rotary-effort  moment  greater  than 
that  of  the  maximum  load  which  may  fall  upon  it.  Doubtless 
all  the  masses  involved  will  have  attained  sufficient  velocity 
in  one  revolution  to  produce  an  average  effort  on  the  applied 
moments  from  both  cylinder-cranks.  The  engine- friction  moment 
decreases  during  the  hoist  nearly  commensurate  with  the  load 
moment. 

Hoisters  cannot  be  regulated  by  fly-wheels,  and  their  sole 
means  of  maintaining  a  uniform  rotar}^  effort  is  that  which  is 
afforded  by  the  drum  or  a  weight  of  the  connecting-rod.  If 
these  are  made  heavy,  the  velocity  may  be  somewhat  uniform. 
But  inasmuch  as  the  engine  must  furnish  an  excess  of  power 
at  the  beginning  which  is  50  per  cent  more  than  the  average, 
and  the  inertia  of  the  rope,  sheaves,  drum,  etc.,  must  be  over- 
come, and,  later,  the  kinetic  encrg)-  absorbed  by  the  brake,  some 
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fonn  of  energy  accumulator  should  be  devised  for  the  purpose 
of  economizing  power. 

Determining  the  Size  of  the  Drum. — ^The  minimum  allowable 
<iiameter  of  the  cylindrical  drum  is  fixed  by  the  size  of  the  rope 
•{Chapter  VII),  it  must  be  more  than  forty  times  the  diameter  of 
the  rope — one  hundred  times  the  diameter  would  be  preferable, 
isince  thereby  it  would  reduce  the  bending  stress  of  the  rope  and 
increase  the  net  working  load.  The  smaller  end  of  the  cone 
or  fusee,  and  of  the  barrel  of  the  reel,  is  also  fixed  by  the  same 
Tatio.  The  desired  hoisting  speed  also  influences  the  final  de- 
cision as  to  the  diameter.  The  drum  or  drums  are  geared  to  the 
same  shaft  and  placed  centrally  between  the  cylinders. 

The  length  of  the  drum  is  controlled  by  the  depth  of  the  hoist 
and  its  location  with  reference  to  the  shaft.  On  cylindrical 
drums  the  rope  coils  are  contiguous  to  one  another.  Conical 
drums  are  provided  with  spiral  grooves.  Reels  have  the  suc- 
cessive coik  of  rope  winding  on  one  another.  The  length  of 
the  drum  and  its  distance  from  the  shaft  must  be  such  that  the 
acute  angle  from  the  sheave  to  the  ends  of  the  drum  must  not 
exceed  6°.  When  this  fleet  angle  exceeds  the  limit,  the  rope 
mounts  its  adjoining  coil,  and  provision  must  be  made  for  guid- 
ing the  rope  upon  sheave  and  drum,  or  the  drum  must  be  set 
back  from  the  shaft.  In  the  first  case  the  engine  may  be  set 
on  a  carriage  to  move  with  a  varying  position  of  the  rope  on 
the  drum. 

The  cases  are  rare  where  but  a  single  rope  with  a  single  cylin- 
<lrical  dnim  is  sufficient.  Two  ropeways  are  the  rule  with  two 
independent  cylindrical  drums;  or  a  double  cylindrical  drum,  two 
conical  drums,  or  a  double  cone,  the  fusee,  or  two  reels  are 
employed  according  to  the  requirements  in  the  given  case.  These 
may  be  operated  independently  of  one  another,  though  provision 
is  always  made  for  locking  the  pair  of  drums  together  to  obtain 
•simultaneous  hoist  and  lowering.  This  is  true  whether  the  engine 
T)e  a  direct-acting  or  a  second-motion  engine. 

The  General  Formulae  for  Hoisting  Calculations. — ^The  follow- 
ing table  then  gives  the  value  for  the  starting  resistance  of  the 
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load  for  any  variety  of  drum,  the  moment  of  which  is  equated 
with  the  starting  eflfort  of  the  engine,  to  determine  the  dimensions 
of  the  cylinders.  The  value  for  the  unbalanced  load  to  be  hoisted 
throughout  the  trip  at  a  requisite  velocity  is  also  given  for  the 
selected  drum.  Then  the  resistance  M+F,  multiplied  by  the 
velocity  v,  is  equated  with  the  value  for  engine  power,  to  deter 
mine  the  engine  dimensions  for  the  dynamic  load. 


The  Startino  Moments,  Working  Loads,  etc.,  with 

Engines  and  Drums. 

Various  HoisTma 

Maximiim 

Unbalanced 

Load,  M, 

Friction  of 
Load.  F. 

Minimum  Admissible 

Radius  of  Drum  d. 

Inches. 

One-cylinder  drum..  . 

A+RD-{-200oq 

Ml 

Two-     *•          ••    ... 

Rl)  +  2000^ 

(Jl/  +  2^)/ 

<< 

Double  conical  drum. 

<< 

<« 

2i4  +  2000^ 

Fusee 

20009 

{M+7A-¥RD)f 

RD-\-A 

f 

A 

<< 

(C 

Reel 

•4-«f/'  \/'»  A'>r)iX»3 

W      ,     •-•  f       -     ^.w^A^v     ,     r 

Koepe  system 

<< 

{M-\-2A-\-2RD)l 

25^ 

- 

Number  of 
Grooves,  n. 

Length  of 

Drum,  L, 

Inches. 

Starting  Moments. 
A'.  Inch-lbs. 

One-cylinder  drum. . . 

I.90Q8Z) 
d        • 

nX 

(M-^F)d 

Two-     «*          "... 

3.8196D. 
d 

2nX 

iM+F)d 

Double  conical  drum . 

3.8106D 
r  +  d 

Pin-i) 

ii    -d* 

(rt+OA'  +  Jw 

Fusee 

>|'(#)"-"N  (5 

(M+A+RDXi+/)r 

^    \/V   /                      ^    '  /\    ' 

-  A(i—f\d 

I2.566r'         i2.^6()d^ 

Reel 

d-r^    3.82Z) 
/    *      d  +  r 

tt 

Koene  svstcni 

(M-^F)d 
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The  following  examples  will  suflSce  to  illustrate  the  use  of 
the  formulae  and  tables  for  calculating  the  work  of  hoisting. 

1.  Duplex  engine  J  single  drum. 

In  a  shaft  400  feet  deep  an  output  of  100  tons  per  ten  hours 
is  desired  from  a  single  compartment.  The  load  in  a  car  is 
I  of  a  ton;  weight  of  car  and  cage,  1800  lbs.  Assuming  a  duplex 
■engine,  single  drum,  and  full  steam  pressure  available  for  starting, 
required  the  size  of  the  cylinders,  number  of  trips,  etc. 

A  19- wire  rope  at  starting  (Chapter  VII),  on  an  8-foot  sheave, 
suffers  a  stress  K='A  +  2Qooq+F+RD.  Assume  the  rope  to 
weigh  I  lb.  per  foot.  The  total  load  (i8oo+i5oo+4oo)(i.i)-« 
4070  lbs.  This  requires  a  |-inch  cast-steel  rope  weighing  0.9  lb. 
per  foot,  because  the  total  load  must  be  less  than  \  the  ultimate 
strength,  which  must  be  28,490  lbs. 

,     367ooo:x;' 

*  = — ; =3200. 

3200  lbs.  is  less  than  one-third  the  ultimate  strength. 

Output  per  hour,  10  tons;  g  =i ;  hence,  with  single  cage,  » =14 
trips;  time,  4.3  min.  for  round  trip.  Allowing  for  loss  at  top 
and  at  bottom  of  30  seconds  each,  the  hoisting  time  is  1.65  each 
way  and  ^=360  feet  per  minute.  A  drum  of  4  feet  diameter 
makes  28.6  r.p.m.  Let  /=o.i,  ^=0.75,  the  engine  stroke  =  1.5)6, 
and  the  mean  cut-off  =  J. 

(1800+400-}- i5oo)(i -1-0.1)360  =44.4  H.P.; 
o.ooooc3966s*Wm^  X2  =44.4; 

whence  Jfe'^=»i74,oi2  and  ^  =  13.5  inches. 

With  7  per  cent  clearance  ^=0.8925(100)— 18 «7i. 25  lbs.  per 
square  inch.  Cylinder  is  i7j"X26",  nominally,  with  counter- 
bore  at  each  end  of  ij  inches. 

For  starting,  the  dimensions  should  be  (page  10) 

CsPik^mg=R=g'jjy  10  inch-pounds; 

C —0.3688;  ^  =  1;  Pi  =82;  whence  Ps  =4308  and  ^  =  14.25  inches. 

2.  Double  drum  and  duplex  engine. 
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A  shaft  IS  2000  feet  deep;  car  and  cage,  5000  lbs.;  load,  2\ 
tons;  velocity  of  hoist,  2000  feet;  gear  ratio,  i;  drum,  60  inches 
radius;  engine-stroke,  48  inches;  modulus,  0.8;  admission 
steam  pressure,  100  lbs.  gauge;  back  pressure,  5  lbs.;  cut-oflF 
average,  J;  sheave,  12  feet;  and  /,  o.i.  Required  the  size  of 
19-wire  rope,  diameter  of  engine  cylinder,  and  output  of  mine. 

At  the  same  velocity  of  lowering  as  of  hoist,  the  round  trip  is 
made  in  three  minutes,  including  stops.  In  each  hoistway  20 
trips  are  made  hourly.    The  output  is  1000  tons  daily. 

The  starting  stress  is  (5000+ 5000+ i?Z>)(i.i)  + if;  assuming 
a  weight  of  7- wire  rope  of  3  lbs.  per  foot,  and  a  diameter  of  if 
inches,  the  load  is  17,600  lbs.,  and  the  bending  stress  13,060  lbs. 
The  aggregate  starting  stress  must  be  less  than  one- third  the 
ultimate  strength.    That  for  a  if -inch  cast-steel  rope  is  62  tons. 

Dimensions  of  cylinders  for  normal  running: 

F  =  (6000 +15,000)0.1  =2100  lbs.; 
(6000+5000+2100)2000  =  26,000,000  ft.-lbs.  =793.6  H.P.; 
2  Xo.ooooo3966^^Ww^ =793.6. 

The  depth  of  shaft  equals  in  this  case  the  velocity  of  hoists 
hence  the  number  of  coils  =  the  r.p.m. 

iV=63.6  r.p.m.;  piston  speed  =508.8;  whence  P^  =40,966. 
For  an  average  cut-off  J  with  3  per  cent  clearance, 

/^  =0.8658(100+ 14-7)-  5  =99-3; 

k^  =397  and  diameter  of  cylinder  =  23  inches. 

At  63.6  r.p.m.  for  t'  =  2ooo  feet,  the  diameter  of  drum  is  9,91 
feet.  The  starting  resistance  is  17,600  X59.5  =0.3688  X48  X109.7 
Xo.8XiX^^  whence  A  =26  inches. 

With  these  dimensions  of  cylinders  the  M.E.P.  at  the  average 
rate  may  be  56  lbs.,  corresponding  to  a  cut-off  of  0.18  for  3  per 
cent  clearance: 

56=C(ii4-7)— 5,  whence  C  =0.532. 

Or,  at  a  cut-off  of  J,  an  initial  pressure  of  71  lbs.  absolute  will 
suffice.     56=o.8658(P)-5;  P  =  7i. 
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The  noimal  rate  of  running  being  at  \  cut-off,  the  Corliss 
engine  of  26"X48",  giving  733.3  H.P.,  will  consume  17,600  lbs. 
steam  per  hour. 

3.  Double  conical  drum  and  duplex  engine. 
Same  specification  as  in  2. 

The  smallest  diameter  of  the  drum  is  assumed  at  80  inches, 
for  the  rope  of  if  inches.  The  angle  of  the  cone  is  14°  30'; 
^=0.47;  P=i.825;  c =230.6  inches;  ^=4.178. 

To  maintain  equal  moments  of  resistance  when  the  load  is  at 
top  and  at  bottom, 

,    5000+2X6000+2X5000  .    , 

d  = — ; 40  =  72  mches. 

2X5000+5000  ' 

3.8106X2000 
n^~ — =68.2  grooves;   £  =  1.825X68.2=10  ft.  4.5  in. 

This  is  rather  a  long  drum.  To  obtain  a  fleet  angle  of  6®  it 
must  be  100  feet  from  the  shaft. 

The  horse-power  required  for  the  normal  rate  of  running  is, 
as  before,  763.9;  AT  =68.2  r.p.m.;  piston  speed,  545.6  feet;  and 
^=99.3  lbs.  per  square  inch;  k  becomes  19.5  inches. 

The  starting  resistance,  neglecting  the  lengths  of  rope  above 
the  surface  landing  to  the  head  sheave,  requires  a  diameter,  k^ 
of  15.6  inches 

(5000+6000+ 5ooo)(i. 1)40— 5000(0.9)72 

=.3688  X48  X  109.7  X0.8  X*'. 

4.  Reels  with  duplex  engine. 
Same  specifications  as  in  2. 

Barrel  diameter  is  40  inches  and  flat  rope  is  iX5j,  weighing 
4.2  lbs.    The  bending  stress  is 

the  diameter  of  the  outer  length  of  rope  is 

rf  =  \/3.82£>/+r2=65  inches; 
and 

w  =  2(65—  20)  =90  coils. 
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If  the  cylinders  are  direct-connected,  the  piston  speed  will 
be  720  feet  per  minute,  whence  *=  17.08  inches.  The  above 
speed  is  rather  high.  If  the  barrel  be  enlarged  to  60  inches, 
then  d  becomes  97.5  inches,  JV«=6o  r.p.m.,  and  fc-2of  inches. 

The  starting  moment  of  the  engine  at  an  assumed  cut-off  of 
^  would  be 

R  =0.3688  X48  X82  X571.8  X0.8  X2  « 1,328,000  inch-pounds. 
The  moment  of  the  starting  resistance  is 

(i6,ooo)(i.i)2o—  (sooo)(o.9)6s  =94,700  inch-pounds. 

5.  Koepe  system  with  duplex  engine. 

Same  specifications  as  in  2. 

The  load  upon  the  engine  is  at  all  times  5000+  the  friction  of 
the  gross  weight,  moving  at  2000  feet  per  minute.  Neglecting 
the  weight  of  the  12-foot  sheaves,  and  assuming  the  rather  large 
frictional  coefficient  of  o.i, 

i^=  (5000+6000+ io,ooo)(o.i)  =2100  lbs.; 

(5000+  2100)2000  „  ^ 

•^^^ — — =430-3  H.P.; 

33,000 

430.3  =2  Xo.ooooo39665^Wm^. 

iV'= 53.05  r.p.m.,  if  ^  =  1;  and  the  piston  speed  =«424.4  feet, 
whence  k  becomes  17.05  inches. 

If  the  drum  is  geared  with  a  ratio  of  2,  k  would  become  14 
inches.  Then  (5000+ 2700)72  =o.3688^A'5w^,  the  minimum 
rotary  effort  of  the  engine  with  a  cut-off  of  J  being  0.3688. 

Electric  Holsters  may  be  located  in  relation  to  incline  or 
shaft  exactly  where  they  can  be  operated  to  the  greatest  advan- 
tage, considering  convenience  of  position,  without  the  pipes  insep- 
arable from  air-  or  steam-hoisters.  Their  speed  is  constant, 
the  motor  is  economical,  and  the  only  power  consumed  is 
that  actually  required  to  handle  the  load.  One  objection  to 
their  use  is  the  large  gear  ratio  which  is  required  to  bring  the 
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speed  of  motor  down  to  speed  of  hoister  (Fig.  66).  But  they  ] 
have  none  of  the  ills  of  the  engine,  with  its  tremendous  vibration,  1 
rattle,  heat,  and  noise  of  exhaust,  or  of  the  compressed-air  hoist^  | 
which  has,   in  addition,  the  extremely  cold  exhaust. 


The  motors  for  elecirir  hoist  are  cilher  of  the  continuous- 
current,  scries-  or  compound- wound  types,  or  of  the  alternating- 
current  induction  type,  designed  for  either  constant  or  variable 
speed,  and  geared  to  the  drum.  They  are  fitted  with  appropriate 
rheostats.  The  direct  current  series  motor  is  particularly  adapted 
to  cases  which  demand  a  \'ery  high  starting  toniue  and  where 
closeness  of  speed  regulation  is  not  imperati\'e.  The  compound- 
wound  motor  should  be  employed  when  there  is  liability  of  the 
motor  racing  on  throwing  off  the  load.  It  has  a  high  starling  torque, 
and  its  speed  will  not  rise  above  a  certain  definite  value  when  the 
mechanical  load  is  thrown  off. 

The  variable-speed  induction  motor  is  best  used  for  hoisting. 
Its  starting  torque  is  quite  high  and  its  speed  regulation  sufficiently 
flexible  to  make  it  verj'  desirable. 


I 
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Calculating  the  Size  of  Wire  for  a  Hoister. — One  of  the  three 
variable  quantities  are  to  be  determined:  the  horse-power  of  the 
motor,  the  load,  Af ,  and  the  speed  of  hoist,  v. 

The  mechanical  efficiency,  m,  for  the  direct-current  motors 
is  0.85  and  may  be  regarded  as  unity  for  the  induction  motors. 

The  effective  horse-power  of  the  motor  must  equal 

0.00003032;  (Af + F) 
and 

Jlf-}-JP=33oooXhorse-powerX — . 

In  determining  the  size  of  wire  for  the  direct-current  circuit 
the  formulae  given  in  the  next  chapter  will  be  used. 

Example. — It  is  desired  to  operate  a  30-horse-power  moto  •  at  a  distance  of 
500  feet  from  the  generator  by  a  direct  current  of  440  volts.  Then  D—$oo;  Cy 
for  i-horse-power  (Chapter  VI),  is  2  amperes  for  440- volt  circuit.  Let  F,  the 
loss  in  volts,  be  10  per  cent,  or  44  volts.  Then,  for  a  30-horse-power  motor, 
30  X  2  amperes  (—60  amperes)  will  be  required.  Substituting  in  the  formula,  the 
wire  must  have  14,300  circular  mils  and,  according  to  the  table,  will  be  of 
No.  8  size.    The  weight  of  the  wire  will  be  69  lbs.  in  the  total,  and  its  cost 

$17.25. 

If  the  current  be  a  three-phase  alternating,  the  value  ioxK  being  assumed 
as  17,  a  No  10  wire  with  11,600  circular  mils  will  be  sufficient.  Its  total 
length  of  1500  feet,  weighing  73  lbs ,  will  cost  $18.25. 
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CHAPTER  YL 

ELECTRIC  GEXERATIOX  AXD   WATER-FOWnL 

Ike  Amiinrtioa  of  Ekctridtf  to  Wimg. — ThoQ^  the 
iitiEtT  and  cojoomy  of  electridtv  for  imdergnxzad  work  haTc  loog 
httn,  recognized  by  the  mining  engineer,  the  coosemtism  forced 
cpoa  hfm  by  resmctfre  legisladoo  has  made  its  inscallatioQ  under- 
gr^md  oat  of  sJox  growth.  Its  economy  and  convienience  have 
been  vtoxpizeti;  iis  adaptabOitr  to  aQ  operauoos  of  mining, 
lighting,  blasting,  coal-cutting,  hoisting,  haulage,  etc..  its  dexibilirr 
to  all  distances,  is  conceded;  it  never  \'itiates  the  air.  as  do  steam- 
en^pnes.  nor  does  it  fog  or  chil!  it,  as  does  compressed  air;  and 
it  b  capable  of  automatic  regulation,  requiring  but  a  small  number 
of  emplojees.  The  low  cost  of  maintenance  and  repairs,  its  h^ 
ecoryjmy,  as  compared  with  other  motors,  and  the  fact  that  there 
is  no  leakage  of  power  when  the  motor  is  not  in  use,  gi^Ts  positive 
assurance  of  funre  benedt,  especially  where  the  power  is  to  be 
intermittently  applied.  It  is  capable  of  transmission  over  gieat 
distances  with  small  loss,  and  to  localities  where  ihe  haulage  of 
coal  for  steam  generation  is  exceedindv  dirncult.  In  this  field 
it  Ls  unrivalled.  The  development  of  the  steam-turbine  and 
impulse- wheels  makes  possible  direa  conneaions  with  the  electric 
generator,  forming  an  ideal  combination  in  point  of  ecoiKMny  of 
pov/er  and  space. 

Two   serious  objections   obtain   a^inst   elearic   installations 

for  mining  purposes,  and  they  are  all  important.     The  first  is  the 

rirk  of  nre  and  sh^Kk  of  those  comingj  in  contact  with  the  electric 

current.    They  cannot  be  wholly  eliminated  without  ver>-  great 

cost  of  copper  and  its  insulation.     Xevenheless  it  is  possible  to 
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insu'aie  lo  a  high  degree,  to  place  the  wires  remote  from  acci*;a 
dental  contact  by  ihe  men,  and  to  reduce  the  fire  risk  by  the  uae-l 
of  non-sparking  devices  and  enclosed  machinery.  The  partial  I 
success  in  this  direction  has  removed  the  chief  objections  to  J 
underground  uis.allations.  A  less  potent  objection  is  that,  elec-  } 
tricity  not  being  applicable  for  every  operation  of  mining,  thai 
owner  is  compelled  lo  maintain  two  separate  power  systemSi  I 
where  percussion-drills  are  needed  and  large  bodies  of  water  ara  f 
to  be  pumped. 

Electrical  Units. — TJ:c  electric  units  are  the  ampere  and  tbftl 
voll,  corresponding  to  quantity  and  pressure.  The  unit  of  resist- 
ance, R,  to  the  electric  flow  is  the  ohm,  whose  value  corresponds  lo 
a  unit  electromotive  force  and  permits  the  flow  of  a  unit  of  current. 
The  standard  ohm  is  the  resistance  offered  by  a  column  of  pure 
mercury  at  o°  C,  of  uniform  cross-section,  106.3  cms.  long  and 
14.4521  grs.  weight. 

Electromotive  Force. — This  is  the  electric  pressure  which  forces 
a  current  through  a  resistance,  or  is  the  difference  of  potential 
between  its  termini.  The  unit  of  eUclromolive  jorce,  E.M.F., 
is  that  pressure  which  will  force  a  unit  current  through  a  unit 
resistance.  The  unit  is  the  voll,  which  is  0,6974  of  ihe  difference 
of  pressure  between  the  poles  of  a  Clarke  cell  at  15°  C,  whose 
E.M-F.  is  1.434  volts. 

Current  Capacity. — An  electric  current,  /,  has  unit  strength 
when  a  resistance  of  one  ohm  will  afford  an  E.M.F,  of  one  volt 
between  its  ends.  The  unit  is  the  ampere,  that  current  which 
will  electrolytically  deposit  silver  at  the  rate  of  o.cx3iiii8  gr. 
per  second. 

The  quantity  of  electricity  which  passes  through  a  gi\'en 
cross-section  of  an  individual  circuit  in  /  seconds  when  a  current 
of  /  amperes  is  flowing  is  equal  to  //  units.  The  unit  is  the 
coulomb,  whose  value  equals  the  flow  of  one  ampere  for  one 
second.     One  ampere  for  one  hour  equals  3600  coulombs. 

Capacity,  C,  is  the  property  of  a  material  for  holding  a  charge 
of  electricity.  A  condenser  has  unit  capacity  when  a  constant 
of  electricity  will  charge  it  to  a  potential  of  one  volt.     The  jarad 
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is  the  name  of  this  unit,  but  since  its  value  is  much  greater  than 
actual  practical  \-alueSy  its  millionth  pait,  the  micro-farad,  is 
used  as  the  practical  unit. 

Electric  Eneigy,  W^  represents  the  work  done  in  a  drruit 
or  conductor  by  a  current  flowing  through  it.  The  joule  is  the 
name  of  this  unit,  its  value  being  the  work  done  by  the  passage 
of  one  ampere  through  one  ohm  for  one  second.  Electric  power, 
Pj  is  one  joule  per  second  and  represents  the  passage  of  one 
ampere  of  current  under  a  pressure  of  one  volt.  Its  vahie  is 
measured  in  watts.    One  waU  per  second  is  a  joule. 

I  watt  =0.7373  ft.-lbs. 
746  watts  =  I  horse-power. 

In  order  to  avoid  the  use  of  large  numbers,  the  term  hUawatt^ 
or  1000  watts,  is  universally  used  in  power  and  lighting.  Allowing 
for  15  per  cent  drop,  the  following  table  has  been  computed,  show- 
ing the  quantity  of  current  necessar}'  to  deliver  one  horse-power 
at  the  various  stated  pressures: 

To  De\'elop  One  Mechanical  Hokse-po^'er  at  the  Motor  Shaft. 


8  amperes 

7        **        

iio-volt  circuit. 

125     •' 

220     **         ** 

250     "         «' 

440     "         •• 

475     " 

500     "         " 

550     *«         " 

/                   

^        **        

35     "          

2        **        

1.85  "        

1.6     "         

Ohm's  Law. — Resistivity,  /?,  is  the  specific  resistance  of  a 
substance,  and  is  the  resistance,  in  ohms,  of  a  cubic  centimeter 
of  material  tr)  a  flow  of  current  between  opposite  faces.  In 
any  eler'trir:al  circuit,  the  current  which  flows  equals  the  electro- 
motive force  divider!  by  the  resistance.  Expressed  in  the  form 
of  an  equation,  Ohm's  law  is  //?=£,  in  which  /  is  the  number  of 
amfKTCs  flowing  in  an  undivided  circuit,  E  the  algebraic  sum 
of  all  the  K.M.F.  in  the  circuit,  and  R  the  sum  of  all  the  re- 
sistances in  series  in  the  circuit. 

Since  conductors  ofi'er  more  or  less  resistance  to  the  passage 
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of  current,  there  will  be  a  drop  or  fall  of  potential,  £j,  along  the 
circuit,  the  amount  of  which  will  depend  upon  the  resistance  of 
the  conductor  and  the  current  that  is  flowing: 

The  resistance  of  a  conductor  may  be  found  from  the  equation 

in  which  pis  a  constant,  termed  the  resistivity,  whose  value  depends 
upon  the  material  and  the  temperature  of  the  conductor;  L  is 
the  length  in  centimeters,  and  A  the  cross-section  in  square  cen- 
timeters. The  resistance  of  pure  metals  increases  with  a  rise 
in  temperature.  A  rise  of  1°  C.  increases  the  resistance  by  0.004. 
times  that  at  0°  C. 

Circular  Mils. — ^A  circular  unit  is  a  circle  o.ooi  inch  in  diam- 
eter. A  conductor  one  foot  long  and  one  circular  unit  cross- 
section  is  called  a  mil -foot. 

Electric  Currents. — Two  forms  of  currents  are  generated 
and  transmitted  for  power  purposes — the  continuous  current 
and  the  alternating  current.  In  the  former,  known  also  as  the 
direct  current,  the  electric  fluid  maintains  a  flow  in  one  direction 
through  the  circuit.  An  alternating  current  is  one  which  changes 
the  direction  of  its  flow  at  regular  recurring  inter\'als.  Dynamos 
generating  electrical  energy  are  of  two  classes,  according  to  the 
currents  to  be  produced. 

Electric  Generator. — The  continuous-current  dynamo  con- 
sists of  field- magnets,  an  armature,  and  a  commutator.  The  field- 
magnets  are  poles  of  iron  arranged  in  pairs.  The  dynamo  may 
have  two  field-magnets,  when  it  is  known  as  the  bipolar  machine, 
or  several  pairs  of  field-magnets,  then  called  a  multipolar  ma- 
chine. In  the  first  case  the  armature  revolves  between  the  oppo- 
site ends  of  two  magnets,  the  other  ends  being  directly  connected. 
In  the  multipolar  machine  the  magnets  project  inward  around 
a  ring,  or  casing,  inside  of  which,  and  nearly  touching,  the  arma- 
ture revolves.    Each  pole  is  wound  with  wire,  through  which,  a 
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current   flows   to   maintain   ihc   magnetism   in   I  he   poles, 
number  of  poles  may  be  2,  4,  6,  8,  or  more,  the  wire  being  w 
right-handed  about  the  first  pole  and  lefl-handed  about  the  S" 
in  order  to  produce  with  the  same  current  the  alternate  polarityfl 
in  [he  respective  piece-. 


rThe  armature  may  be  of  the  drum  or  the  ring  type,  the  fom 
being  stronger  and  generally  employed  for  power  transmission, 
A  rotary  shaft  (Fig.  67)  is  built  to  a  solid  core  of  thin  plates  o/fl 
soft  iron  projecting  radially  and  insulated  from  one  another  by« 
mica  or  paper.     They  are  bolted  logethetfl 
j[p|f\  with  the  surface  slotted  longitudinally.     In  J 

^^rffj^tW-','''^!)  'he  slots  are  laid  coils  of  wire  whose  project-  I 
r^Cjlnf  l,i*^\  '"2  ^"''^  ^""^  connected  with  copper  strips  J 
I  I  jy  I  ^J  J  composing  the  commutator.  Fig.  68  illua^l 
]^C^/^*>i^^i(  trates  the  ring  type  of  armature. 
^^^^^Im;;^-^^  The  commutator  has  an  equal  number  '' 

F.G.68.-Rin^™>aiu,*.  °^  "^"PP^r  i"su"at«i  Strips,  held  firmly  in 
place  by  a  bronze  sleeve.  Brushes  collect 
the  current  from  the  commulator,  one  set  for  each  pair  of  poles. 
They  are  composed  of  wire,  or  of  small  blocks  of  carbon  coated 
wiih  copper. 
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The  Winding  of  Generators. — According  to  the  method  of 
winding  the  coils,  ihere  are  series-wound  machines,  shunt-wound 
machines,  and  compound-wound  machines. 

In  the  series- winding,  Ihe  arrangement  of  coils  provides  for 
the  whole  current  flowing  continuously  and  directly  from  one 
brush  through  the  winding  of  the  magnets,  then  through  the 
external  circuit  and  back  to  the  other  bni^.  The  wire  around 
the  field-magnets  is  of  large  diameter  and  low  resisiance.  This 
form  of  winding  is  suitable  only  where  a  constant  current  ii 
required,  as  for  arc  lighting  (Fig.  69).  ■ 

In  the  shunt-winding,  two  paths  are  open  to  the  current" 
Leaving  one  brush,  one  branch  flows  through  the  external  circuit 
and  the  other  through  the  field -magnets.  Both  join  at  the  other 
brash  before  returning  to  the  armature.  This  also  gives  constant 
E.M.F.,  but  with  varying  conditions  in  the  extemai  circuit. 
The  fields  are  wound  with  a  large  number  of  turns  of  small  wire 
(Fig.  70). 


^ 


fto.  69. — Series  Dynamo.     Fig.  70. — Shuni  Drmmo. 


The  compound-windmg  is  a  combination  of  both  the  shunt 
ajid  the  series.  The  dynamo  gives  a  constant  E.M.F.  The  shunt 
coils  are  of  numerous  turns  of  thin  wire  overiaid  by  a  few  turns 
of  series  coils  of  thick  wire.     Both  are  coupled  up  (Fi".  -11. 

The  Theory  of  the  Dynamo.— The  dx-namos  are  driven  by 
belts  from  the  engine,  or  may  be  directly  coupled  to  an  engine, 
water-wheel,  or  steam-turbine.  Belt  connection  is  cheaper  than 
the  direct  connection. 

The  rotation  of  the  armature  presents  successively  the  plates 
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of  soft  wire  in  apposition  to  the  poles  of  the  field-magnets.  This 
develops  in  each  coil  about  the  corresponding  plate  a  small 
current  of  electricity,  which  is  conveyed  to  their  ends  at  the  com- 
mutator. The  aggregation  of  the  currents  thus  successively  pro- 
duced in  the  multitude  of  coils  by  a  high  rotary  speed  is  a  cur- 
rent of  high  potential  and  large  quantity,  which  may  be  drawn 
by  the  brushes  to  the  external  wire  circuit.  The  E.M.F.  developed 
is  proportional  to  the  number  of  turns  of  wire  in  the  rotating 
armature. 

Two  wires  from  the  brushes  to  the  electric  motor  or  lamps 
complete  the  external  circuit  for  the  current  flow. 

Alteinating-current  Machines. — ^Thc  wiring  of  the  alternating 
machine  is  similar  to  that  of  the  direct-current,  but  the  conmiutator 
is  replaced  by  two  insulated  rings  on  the  armature  shaft,  one 
end  of  the  numerous  armature  coils  being  attached  to  one  ring 
and  the  other  end  to  the  other  ring.  The  field-magnets  on  a 
bronze  base  around  the  rotor  constitute  the  stator.  Their  north 
and  south  poles  alternate,  their  windings  being  excited  by  a 
similar  continuous-current  machine  driven  from  the  alternator. 

The  armature  of  the  alternating  machine  is  called  the  rotor. 
It  carries  the  secondary  circuit  and  has  as  many  coils  systematic- 
ally arranged  around  the  laminated  soft  steel  discs  as  there  are 
pairs  of  field-magnets.  In  its  revolution  an  electric  current  is 
generated  in  the  armature  coils,  which  changes  its  direction  as 
often,  during  each  revolution,  as  there  are  pairs  of  field-magnets. 
This  gives  rise  to  the  alternating  currents. 

If  a  second  set  of  coils,  similar  to  the  first,  but  independent 
of  them,  be  wound  in  the  spaces  between  the  first  set  on  the 
armature,  then,  by  the  revolution  of  the  rotor,  are  induced  two 
distinct  sets  of  currents,  one  leading  the  other  by  one-half  a  perioc^. 
Such  a  current  is  known  as  a  two-phase  current.  If  three  sets 
of  independent  coils  be  arranged  equally  around  the  armature, 
then  a  three-phase  current  will  be  obtained,  with  its  pulsations 
having  their  maximum  one-third  of  a  period  from  one  another. 
The  three-phase  current  is  sometimes  called  a  polyphase  or 
multiphase  current. 
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The    Frequency. — The   \-aIue   of   the   current   varies   in   the 
(iifferent  inlen^als  from  zero  to  a  maximum,  diminishes  with  a 
like  regularity  to  zero,  and  rises  to  the  same  maximum  in  the 
opposite  direction,  returning  finally  to    zero.      One  such  com-  I 
plcte  interval  is  a  cycle,  the  tilde  (•»-)  being  used  to  denote  it.  1 
The  time  in  which  the  cj'cle  of  changes  of  such  currents  is  com-   l 
plcted   is  known   as  its  period.     The  number  of  cycles  com- 
pleted   per   second    is    its    frequency.     The    frequency    usually 
adopted  in  practice  for  power  transmission  is  usually   between    1 
25  and  40  cycles.     The  number  of  cycles  completed  in  a  minute 
is  known  as  its  rate  of  alternations. 

As  the  points  of  maximum  pressure  are  removed  izo"  from 
that  of  the  other  circuits,  the  algebraic  sum  of  the  phase  cur- 
rents, when  balanced,  is  at  every  instant  equal  to  zero.  Two 
wires  should  be  employed  for  each  of  the  currents  and  three  1 
return  and  three  direct  wires  for  the  three-phase  system.  But, 
for  the  reason  stated  above,  the  three  return  wires  may  be  dis- 
pensed with.  Three  wires  then  serve  for  the  practical  three- 
phase   circuit. 

The  Double-current  Generator. — This  is  wound  to  produce 
either  or  both  varielies  of  current,  and  is  used  where  the  cost 
of  two  separate  dynamos  has  deterred  many  from  introducing 
electric  power.  There  is  a  definite  ratio  between  the  voltages 
on  the  direct  and  alternating  sides.  For  the  two-phaac  it  is 
0.76  of  that  of  the  direct  current  which  it  could  produce,  and 
o.6g  of  the  voltage  if  a  three-phase  current.  Hence  the  double- 
current  dynamo  is  a  low-voltage  machine. 

The  diETercncc  of  potential  which  can  be  obtained  from  a 
D.C.  generator  cannot  exceed  1000  volts,  because  of  the  ina- 
bih'ty  to  prevent  short-circuiting  at  the  commutator.  The  alter- 
nating-current machine  is  not  limited  in  voltage  from  this  source 
of  leakage. 

;  defect  of  the  D.C.  machines  is  the  sparking  of 
their  brushes,  due  to  faulty  alignment,  an  insufficient  bearing 
or  imperlect  contact,  and  the  short-circuiting  in  the  windings. 
These  faults  suggest  simple  remedies  without  further  mention. 
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The  heating  of  the  coils  occurs  when  any  current  is  forced  throu^' 
the  coils.,  but  no  harmful  results  ensue  unless  [he  temperature 
rises  above  80°.  When  exceeded,  the  insulation  softens  and  is 
burned.  This  may  be  detected  by  the  odor  of  burning  shellac 
or  rubber.     Dampness  may  produce  the  same  results. 

The  copper  bars  of  the  induction  machine  are  all  short-cir- 
cuited, rendering  attention  to  insulation  unimportant. 

Properties  of  Copper  Wire. — ^The  manufacturers'  tables  fur- 
nish the  data  for  wires  of  various  diameters  by  which  may  be 
known  their  resistances  to  the  passage  of  a  current.  Below  is  a 
brief  table  which  will  aid  in  the  solution  of  proUems  connected 
with  the  wiring  of  a  mine  for  motors. 


Weight  per 

S^»  Cufxeil. 

Win  No. 
B-*S.; 

irUils. 

100=  Fe«of 

sniiiSf^ 

■^^i^^r 

American 

iSrfWiJl?" 

Ohni*..t6o'P. 

•od  Bir- 

Poundt 

mrnghim 

B.«S. 

B, 

B.&S. 

^- 

fl.»S. 

a. 

B.«S. 

B. 

000 

167,806 

■80.6J5 

603 

647 

=9S 

3'5 

.0606 

■05(14 

00 

'33.076 

144.400 

483 

5'7 

171 

.0764 

0755 

io';,534 

,.5.600 

38s 

4JS 

337 

.0964 

088? 

8.-i,6qi 

90,000 

idl, 

3^5 

180 

193 

.i3ig 

<i3t 

66,371 

80.686 

146 

388 

ISO 

161 

■529 

)>e> 

56,644 

■S' 

198 

■  18 

.3446 

'797 

6 

Vbl\\ 

4i,j09 

148 

So 

85 

-3R79 

3471 

8 

i6,S0Q 

37.135 

69 

60 

64 

.6314 

3769 

■0.383 

i:.«6 

49 

It 

40 

43 

.9785 

y^ 

" 

6.5*9 

u,88. 

35 

5' 

30 

1.55^0 

8569 

The  Electric  Symbols  as  applicable  to  motors  ore : 
.E=  volts  at  the  terminals; 
F=volts  loss  in  transmission; 
£+V'=E,M.F.  at  the  generator  terminals; 

/  =  current  required  at  the  motor  to  deliver  .ff,  medianfcal 

horse-power  at  the  shaft  of  the  motor; 
Z)  =  single  distance  between  motor  and  generator  in  feet; 
i,  =  aggregale  length  of  conductor  in  feet; 
H'=-the  number  of  mechanical  H.P.  delivered  at  the  motor 

shaft; 
A  =  the  area  of  cross-section  of  conductor  in  circular  mils; 
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d=th'  diameter  of  the  wire  in  circular  mils; 

if=ihe  total  conductor  resistance  in  olims  for  the  length,  L, 

or  2D; 
H'  =  the  weight  in  pounds  of  copper  conductor; 
m  =  the  commercial  efficiency  of  motor  in  per  cent ; 

"  '  "         "  generator,  90  per  cent; 

5=  "  '  "         "  whole  circuit,  per  rent; 

^  =  per  cent  of  energy  lost  in  system. 

Continuous-current  Distribution. — The  following  rules  are 
serviceable  as  guide.*;  in  calculating  the  dimensions  of  D.C.  con- 
ductors. The  E.M.F.  varies  directly  with  the  amount  of  energy 
transmitted. 

Knowing  the  work  to  be  done,  line  loss  and  E.M.F,  at  the 
terminals  and  point  of  distribution,  then  the  cross-section  of  the 
conductor  varies  directly  with  the  distance,  and  the  weight,  as 
the  square  of  the  distance. 

The  conditions  remaining  as  given,  the  weight  of  conductor 
will  vary  inversely  as  the  sfjuare  of  the  E.M.F.  at  the  terminals. 
Given  the  amount  of  power  which  is  to  be  transmitted  by  a  slated 
weight  of  conductor  and  loss  in  distribution,  then  the  distance 
over  which  the  power  can  be  transmitted  varies  directly  as  the 
E.M.r.  For  a  given  amount  of  power  and  a  given  conductor  it 
varies  as  the  square  of  the  E.M.F. 

The  Resistance  of  Conductors.— The  resistance  of  a  mil-foot 
of  pure  copper  at  0°  C.  =  Q.sg  ohms. 

The  resistance  of  a  mil-foot  of  96  per  cent  conducting  Cu 
(which  is  the  commercial  conductivity  usually  specified  at  70*  F.) 
=  10.81  ohms. 

Then  the  electrical  horse-power  at  the  motor  lerminals=— . 


_IE_ 
-746 


746^ 


The  resistance  of  the  conductors,  both  ways,  is 
„     21.63Z)     10.80L 


i 
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The  line-drop 

V^IR •—    and    A -^ . 

Example. — A  motor  of  50  horse-power  of  0.93  efficiency  is  to  be  installed 
in  a  mill  with  the  terminal  volts  at  500.  The  transmission  distance  is  500 
feety  and  the  allowable  loss  in  that  line  6  per  cent.    Required  the  size  of  con- 

ductors.    The  E.M.F.  .t  dy„amo= £-33.-9  vo.U. 

0.94 

The  line-drop  F»  531.9— 5co«  31.9  volts,  and  the  area  of  the  condactof 

16,128.5X50X500 


500X0.93X31.9 


s  27,863  circular  mils. 


•«,  ^    746X50    „    , 

The  current  /«= =  80.6  amperes. 

500X93  •^ 

The  National  Code  allows  only  97  amperes  for  No.  5  B.  &  S.  gauge  con. 
ductor.  To  transmit  80.6  amperes  safely,  at  least  No.  4  wire  would  be  re- 
quired.   For  underground  work  a  No.  6  wire  would  be  permissib'e. 

The  resistance  of  No.  4  B.  &  S.  wire  =0.2480  ohms  at  2cP  C. 

The  resistance  of  500  feet  of  No.  4  wire  «=  0.1240  ohms  at  20°  C. 

Then  the  volts-drop -/jB«  80. 6X0. 1240=  99. 94  volts;  hence  volts  atc^ 

oamo  -  5oo-f  99.94  -  599-94  volts;  and  per-cent  drop  « — '—  - 1.870 percent 

599-9 

General  Wiring  Formula  for  Alternating-current  Distribu- 
tion. — 

Let  £)  =  distance  of  transmission  one  way  in  feet; 
IV  =  total  watts  delivered  to  consumer; 
^  =  per  cent  of  power,  W,  lost  in  line; 
£  =  voltage  between  main  conductor  at  the    consumer's 

end  of  circuit; 
X  =  constant,  whose  value  depends  on  the  kind  of  system 

and  the  power  factor  table,  page  178; 
A  =  factor  for  determining  weight  of  conductor  (table  on 

page  178); 
F= variable,  whose  value  depends  on  the  kind  of  system 

and  the  nature  of  the  load;  and 
ikf  =  variable,  which  depends  on  the  size  of  wire,  the  power 

factor,  and  the  frequency. 


ELECTRIC   GENERATION   AND   WATER-POWER.  »;; 

DWK  . 


Volts  lost  in  line  =  o.oi  pEW. 

WF 

E  ' 


Current  in  main  conductors  = 


^        ,      ,  D^WKA 

Pounds  of  copper  = -„>.-,. 

'^^       i,ooo,ooo/'£;* 

Example. — Find  the  size  of  conductor  necessary  to  tiansmil  40,000  watts  to 

s  distance  of  ao.ooo  feet,  the  line  voltage  being  3000  and  the  pennissible  loss 

10  per  cent.    Transmission  is  to  be  by  the  three-phase  three-wire  system, 

al  60  cycles,  power  factor  of  85  per  cent. 

.         i       J  -        20,000X40,000X1500  .      ,        ., 

Area  of  conductor= — =  10,000  circular  mils. 

10  >:  4,000,000 

The  Dearest  size,  No.  5  B.  &  S.  gauge. 

Volts  lost  in  line=o.oiX  10X2000X1. 06-=  21 2  volts. 

Current  in  c 


Resistance. — In  altemaling  current  resistance  is  the  same 
in  kind  as  in  continuous  current,  but  is  generally  considered  as 
negligible  in  comparison  with  other  alteraating-current  factors. 
The  effective  value  of  an  alternating  current  is  1.41  times  its 
apparent  value. 

The  Power  Factor  of  an  alternating-current  circuit  is  the 
ratio  of  the  kilowatts,  as  indicated  by  a  watt-meter,  to  the  ap- 
parent watts  or  volt-amperes.  It  enables  one  to  readily  deter- 
mine the  true  energy  in  a  circuit  when  the  apparent  energy  is 
known;  likewise,  the  resistance  when  the  impedance  is  known; 
the  energy  E.M.F.,  when  the  impressed  E.M.F.  is  given,  and 
the  eneigy  current  when  the  maximum  current  is  known. 

Electric  Systems. — The  available  electric  power  systems  com- 
prise the  continuous-current,  the  polyphase  altemaling  current, 
and  a  combination  of  the  two.  When  the  machinery  to  be  installed 
is  merely  traction  and  lighting,  the  continuous-current  system 
■will  be  employed.  Being  essentially  a  low-pressure  current,  it 
must  be  used  locally  and  cannot  be  transmitted  over  great  distances. 

Either  a  two-wire  or  a  Ihree-wire  line  may  be  supplied  by 
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Value*  at  K. 
Per  Cmi  Power  Pictor, 

Per  Cent  Power  factor. 

„= 

,. 

0= 

«5 

-1- 

.. 

90 

«, 

- 

6. 04 

13. of 
9.06 

I160 

1080 
1080 

1400 

IIOO 

3660 

■33° 
'330 

j'w 

I. OS 

■| 

1-1; 

:8 

''A 

-72 

Two-phase  (4-wire).... 
Threp-phMe(3-wire).,. 

1600 

.690 

■50 

Values  of  M  foe  Wises  iS  Inches  Apakt. 


Si»of 

Area  of 

Wdpht 

^r^%" 

^    ijCyclej. 

Per-S^'^ier 

1000 'i^t 

Mils. 

''"c"' 

Gauge, 

(in  Ohms) 

V) 

Sfl 

»J 

UJ 

»o 

80 

000 

2II.600 

640- 7,3 

.04879 

i-'3 

i.-(1 

1-14 

1     S2 

i-';i 

1,61 

1,67 

00 

133.0-g 

401.97 

.07758 

[.l: 

i,i( 

(,ie 

I,H 

nj 

4 

5 

41,741 

100. J3 

■:'4?3 
.JlIO 

I'tc 

I!m 

I*™ 

I'm 

1.05 
1.01 

1.03 

I.OC 

1,00 

I,0( 

1 

10.B16 

63-03 

■  40.';8 

For  siies  7  iind  8  wire  the  consta  nts 

'6,so9 

49.99 

are  nithin  .0$%  (average)  of  5  and  6. 

Area  of 

Wei,{ht 

Resiaunce 

Per^^nr^ier 

^^-^-^t 

UJ 

v 

«s 

50 

»s 

Bo 

000 

I J  1.600 

(■■40.73 

,04879 

i,6j 

1.84 

1,90 

2-09 

\& 

>-8e 

1.14 

v40 

00 

i^.l.T'l 

.07758 

'-(' 

J.4t 

41.7^' 

IJ6.40 

■'473 

,3120 

t,o» 

I.Ot 

I,0( 

I.W 

I 

10.816 

63-03 

.49.'!8 

i6,SOQ 

49-99 

,6250 

are  within  .O5?o  (nvenifie)  of  5  and  6. 

the  D.C.  generators.  With  the  latter,  the  generator  must  have 
three  wires  to  deliver  continuous  current  of  two  pressures,  one 
being  double  that  of  the  other.  If  this  type  of  dynamo  is  not 
used,  either  two  generators  are  installed  in  series  or  else  some 
complex  form  of  balancing  device  is  required. 

When  the  power  is  required  for  pumping,  lighting,  coal-cut- 
ting, etc.,  the  alternating  current  can  be  more  economically 
transmitted.  Its  machines  are  easier  to  construct  than  D.C. 
machines  of  similar  pressures  and  its  motors  give  less  sparic  and 
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are  of  more  general  application.  Its  higher  efficiency  is  due  to 
the  high  voltage  to  which  it  can  be  carried.  This  is  what  gives 
the  [wlyphase  current  its  chief  claim.  Particularly  is  this  true 
in  mountainous  districls,  where  sources  of  water-power  distant 
from  the  mines  can  be  developed  for  electric  generation  and 
thence  distributed  to  various  points. 

In  the  event  that  both  systems  must  be  maintained  in  the 
mine,  both  currents  may  be  generated  and  conducted,  or  it  is 
practicable  lo  produce  the  cheaper  polyphase  alternating  cur- 
rent, and,  by  the  use  of  converters  at  suitable  points,  lo  change 
■only  such  portion  of  the  energy  into  direct  current  as  will  be 
required  for  the  haulage  and  lighting,  leaving  the  remaining 
portion  of  the  current  for  the  other  mining  operations. 

Converters. — Changes  from  the  alternating  current  to  a 
direct  current,  or  the  reverse,  can  be  effected  by  the  means  of  a 
rotary  converter.  Changes  from  a  high-pressure  to  a  low-pres- 
sure current,  or  the  reverse,  whether  D.C.  or  alternating,  may  be 
effected  by  a  transformer  for  stepping  down  or  stepping  up  in 
pressure.  As  reliability  is  of  the  utmost  importance,  transformers 
are  always  installed  of  twice  the  capacity  for  the  expected  service. 

Their  efficiency  is  about  96  per  cent. 

The  Transmission  Difficulties. — The  great  objection  to  elec- 
tricity is  the  high  cost  of  wire  and  erection.  Economy  of  copper 
■wire  b  possible  only  by  emjjioying  high  voltage  in  the  currents, 
as  shown  by  the  formula;  already  discussed.  .\s  an  example, 
195  lbs.  of  copper  can  transmit  50  amperes  at  2000  volts  over  a 
5000-foot  line  with  the  same  [wrcentage  of  line  loss  that  795  lbs. 
of  No.  3  B.  &  S.  gauge  can  transmit  the  same  quantity  at  500 
volts.  But  fn  the  transmission  other  difficulties  are  introduced. 
The  insulation  must  be  perfect  and  the  wires  separated  from  one 
another  sufficiently  to  prevent  an  induction  of  one  current  upon 
the  other.  From  both  sources  the  line  loss  would  be  large. 
With  proper  insulaiion,  however,  the  limit  of  voltage  which 
can  be  carried  would  be  fixed  by  the  distance  between  the 
wires.  There  must  be  a  wide  gap  between  them,  for,  with  the 
enormous  voltage  which  is  now  being  used,  we  are  approaching 
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the  conditions  in  lightning,  not  in  a  single  stroke  but  a  number 
of  strokes  following  each  other  in  very  rapid  succession.  The 
length  across  the  air-space  increases  as  the  voltage  increases,  and 
for  currents  of  50,000  volts  the  arms  carrying  the  wires  at  their 
ends  must  be  12  feet  long. 

There  is  no  limit  to  the  E.M.F.  which  the  alternating-cur- 
rent machines  can  impart  to  the  current.  The  majority  of  long- 
distance transmission  companies  employ  the  three-phase  system 
and  at  as  high  a  difference  of  potential  as  possible.  A  high- 
voltage  current  may  be  obtained  either  directly  at  the  d)niamo- 
whence  it  is  delivered  to  the  distant  end,  or  the  dynamos  may 
generate  a  low-tension  current  which  is  transformed  into  the  high- 
voltage  current  at  the  dynamo  station  for  transmission  to  the 
distant  point.  At  the  mine  it  may  be  transformed  wholly  into 
alternating  current  of  tension  suitable  for  the  machines,  or  only" 
in  part,  the  balance  being  converted  to  a  continuous  current  for 
haulage. 

The  Most  Economical  Area  of  Wire. — ^The  losses  in  trans- 
mission are  due  either  to  resistances  or  to  leakage.  The  drop- 
in  pressure  caused  by  leakage  of  the  current  from  the  wire  through 
the  points  of  support  is  deduced  by  insulating  the  supports  and 
an  enveloping  tube  of  non-conducting  material  around  a  rubber- 
covered  wire.  The  drop  in  voltage,  due  to  interaction  of 
neighboring  parallel  circuits,  is  averted  by  an  ample  air-gap. 
That  due  to  the  resistance  of  the  wire  to  the  passage  of  the  cur- 
rent is  controlled  by  the  use  of  a  larger  wire.  The  resistance  of 
the  wire  varies  inversely  as  the  area  of  its  cross-section.  A  small 
wire  offers  a  great  resistance  to  the  electric  fluid.  This  loss 
reduces  the  available  pressure  at  the  terminals,  and  consequently 
the  amount  of  power  there  obtained.  It  develops  heat  in  the  con- 
ductor, which  is  not  only  injurious  to  the  wire,  but,  without 
secure  fire  protection,  is  also  dangerous  to  the  surrounding  medium. 

In  calculating  the  dimensions  of  the  conducting  wire  a  balance 
is  made  between  the  elements — great  first  cost  of  a  large  quantity 
of  copper  and  the  waste  of  power  during  the  life  of  the  plant  by 
use  of  small  wire.      The  allowable  expenditure  of  wire,  in  any 
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given  plant,  will  determine  the  E.M.F.  which  can  be  used;  the 
efficiency  ref|uired  of  the  plant  will  fix  the  allowable  line  loss. 
Hence  the  most  economical  area  of  conductor  is  that  for  which 
the  annual  interest  on  the  capital  outlay  equals  the  annual  cost  of 
the  energy  thus  wasted. 

The  Allowable  Voltage  in  Mines. — There  are  many  con- 
flicting requirements  for  electric  wiring  in  mines.  The  great  > 
distances  of  distribution  require  high  voltage  to  save  copper. 
This  demands  a  high  degree  of  insulation,  which  is  difficult  to 
maintain  in  the  moist  air  and  the  mine-gases.  Moreover,  the 
conditions  cf  work  require  bare  wires,  and  their  position  is  such 
as  make  them  dangerous  to  life.  The  porcelain  or  glass  tubes 
are  convenient  insulators,  but  ihey  do  not  prevent  shock. 

The  lowest  difference  of  potential  causing  fatal  accidents  is 
220  volts  vrith  a  direct  current  and  no  volts  with  an  alternating 
current.  The  more  the  dilTcrencc  of  potential  increases  beyond 
these  figures  the  more  must  all  tensions  be  regarded  as  equally 
dangerous.  Though  a  higher  voltage  would  be  more  economical 
in  the  cost  of  copper  for  a  given  power  transmission,  the  miner  is 
restricted  to  a  low  voltage  because  of  the  risks  imposed  by  fire  and 
shock.     The  aUowable  maximum  voltage  has  been  fixed  at  450. 

In  the  three-wire  system  one  trolley  \vire  is  used  on  each  side 
of  the  traction  generator  or  to  the  free  sides  of  two  generators 
in  series.  In  the  former  case  the  conductors  from  the  rails  should 
connect  with  a  small  dynamo  to  keep  the  rail  pressure  to  one-half 
that  of  the  main  terminal.  In  the  latter  case  all  rail  conductors 
are  taken  to  a  common  point  of  connection.  By  grounding  the 
neutral  wire  the  shock  at  contact  would  not  be  so  serious  unless 
both  wires  were  simultaneously  touched.  The  trolley  circuits, 
however,  subject  the  maker  of  the  contact  to  the  full  discharge 
of  pressure  between  the  two  sides  of  the  three-wire  system.  So, 
too,  a  ground  connection  of  the  high-pressure  circuits,  or  a  cross 
between  the  high-  and  low-pressure  circuits,  inside  the  trans- 
former, would  subject  him  to  fatal  results. 

For  traction  a  pressure  of  250  \'olts  is  quite  sufficient,  even 
with  an  induction  motor,  for  i    can  be  operated  by  transformers 
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at  every  few  hundred  feet  to  keep  the  voltage  down.  Incaur 
descent  lamps  on  a  two-wire  D.C.  system  are  operated  on  125 
or  250  volts,  and  at  double  these  pressures  on  the  three-wire 
distribution  system..  On  alternating-current  circuits  the  lamps 
are  supplied  by  near-by  transformers.  Lamps  and  stationary 
motors  are  carried  under  a  maximum  pressure  of  250  or  500 
volts,  with  corresponding  dififerences  of  pressure  between  any 
wire  and  the  earth  of  one-half  the  quantity. 

The  Motor. — ^A  motor  converts  the  current  into  mechanical 
energy.  It  is  directly  connected,  or  is  belted,  to  the  mechanism 
to  be  operated.  The  construction  of  the  motor  is  practically  the 
same  as  the  dynamo,  but  its  function  is  exactly  the  opposite.  The 
current  flows  in  the  reverse  order,  passing  through  the  coils  of 
the  armature  and  the  field-magnets.  These  react  upon  the  coils, 
carrying  a  current  into  the  armature  and  thus  produce  rotation. 
The  force  turning  the  armature  is  called  its  torque  and  is  its 
capacity  to  do  work.  Around  the  field,  magnetized  by  the  cur- 
rent flowing  around  the  magnets,  a  current,  called  the  back  E.M.F., 
is  induced  in  the  opposite  direction.  This  increases  with  the 
current  intensity  and  the  number  of  coils  and  their  speed.  Taking 
current  in  proportion  to  the  work  performed,  the  motor  is  self- 
acting. 

The  continuous  motors  are  wound  in  three  ways,  correspond- 
ing to  those  of  the  dynamo,  each  having  its  own  field  of  useful- 
ness. In  the  series  motor  there  is  but  one  continuous  circuit 
through  the  stationary  and  rotary  pieces.  This  exerts  a  greater 
starting  torque,  but  its  speed  will  change  with  every  variation 
of  the  load.  It  is  intended  for  constant  load  only.  If  it  is  over- 
loaded, its  speed  is  slackened.  Its  torque  is  increased  by  its 
greater  draft  of  current,  and  if  it  is  overloaded,  it  nms  slower, 
the  field-magnets  heat  up  and  bum  out,  or  a  fuse  blows.  Re- 
moving the  load  suddenly  causes  it  to  race,  because  the  field 
is  weakened  and  the  back  E.M.F.  is  diminished.  The  increased 
speed  which  ensues  may  ultimately  injure  the  motor.  The  shimt 
motor  will  maintain  a  constant  speed  and  a  back  E.M.F.  even 
with  variations  of  the  load,  but  its  starting  power  is  low.     Designed 
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for  the  maximum  load  which  it  is  expected  to  drive,  it  is  employed 
in  mining  work.  It  is  heavier  than  the  series  motor.  The 
compound  motor  is  used  about  the  mines  and  combines  the 
shunt  and  the  series  features  of  motors. 

Altemating-ctirrent  Motors. — ^These  motors  are  either  syn- 
chronous or  non-synchronous.  The  speed  of  the  former  type 
bears  a  constant  relationship  to  the  frequency  of  the  driving 
current.  Being  unable  to  start  until  it  synchronizes  with  that 
of  the  generator,  miners  use  it  very  little. 

In  the  non-s)mchronous  motor,  also  called  an  induction  motor, 
the  speed  varies  with  the  load  and  is  independent  of  the  frequency 
of  the  current.  It  is  self-starting.  Induction  motors  may  be 
obtained  of  the  two-phase  four-wire  type,  or  the  polyphase  type 
with  three  wires.  In  the  two-phase  motors  each  coil  of  a  set  in  the 
rotor  receives  its  own  current.  One  induces  a  current  in  the 
conductors  of  the  rotor,  causing  attraction  between  them  and 
the  stator  coils.  The  slight  rotation  that  follows  changes  the 
current  to  the  next  set.  Each  set  of  windings  produces  similar 
results  and  adds  to  the  rotary  eCFort.  In  the  three-phase  system 
continuous  rotation  occurs  under  similar  conditions,  except  that 
the  entering  current  is  divided  among  three  separate  sets  of  coils. 
A  back  E.M.F.,  as  an  opposing  pressure,  is  induced  in  the  con- 
ductors of  the  rotor,  as  in  the  D.C.  machine.  When  the  load 
is  increased  the  speed  falls,  the  opposing  pressure  becomes  less. 
There  is  an  increase  in  the  available  driving  pressure,  or  torque, 
and  an  increase  of  current  in  the  rotor.  This  alters  its  speed 
relative  to  the  rotating  field.  Every  alteration  of  current  in  the 
rotor  conductors  reacts  on  the  stator  coils  and  reduces  the  strength 
of  the  magnetic  field,  until  the  energy  supplied  to  the  motor  is 
insufficient  for  the  work  and  the  motor  stops.  In  this  respect 
the  induction  motor  differs  from  the  D.C.  motor.  An  increase 
of  load  brings  the  former  to  a  standstill,  but  results  in  the  burning 
of  armature  coils  in  the  latter.  An  induction  motor  can  take 
an  excess  of  20  per  cent  over  its  normal  load  without  injury. 
Having  neither  commutator,  induction  brushes,  nor  movable 
contacts,  it  is  the  ideal  motor  for  mining  machinery  where  the 
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air  may  be  laden  with  dust,  gas,  or  moisture.    The  power  factor 
is  over  90,  with  an  efficienqr  proportionately  high. 

The  objections  urged  against  the  polyphase  induction  motoi 
are  its  excessive  starting  current,  which  results  in  a  drop  of  voltagp 
with  consequent  bad  regulation  to  other  apparatus  in  current, 
and  its  inflexibility  in  the  matter  of  speed  regulation.  The  first 
objection  against  the  short-circuited  secondary  type  is  negligible 
if  the  power  be  increased  at  the  generating  station  on  starting. 
The  machine  is  essentially  a  constant- speed  motor.  When 
variable  speed  is  required  it  would  be  more  advantageous  to 
employ  a  variable  resistance  with  the  secondary  type  of  induction 
motor  eCFected  by  a  rheostat. 

Rheostats. — ^There  is  no  back  E.M.F.  in  the  circuits  at  the 
moment  of  starting  a  motor,  and,  to  prevent  the  heavy  entering 
currents  from  doing  damage  to  the  armature,  extra  resistances 
must  be  introduced  into  the  current  until  such  times  as  the  motor 
has  got  up  speed.  The  starting  resistance  consists  of  coils  of 
German-silver  or  iron  wire  contained  in  fire-proof  boxes.  A  mova- 
ble contact,  turned  to  one  side  or  the  other  from  its  central  position, 
determines  the  direction  of  rotation.  It  is  operated  by  an  attend- 
ant. On  closing  the  circuit  the  current  flows  through  the  entire 
resistance  of  all  the  coils.  As  the  motor  speeds  up,  one  after 
the  other  of  the  coils  in  the  circuit  is  gradually  cut  out.  The 
diverter  of  columns  of  iron  and  mica  in  five  separate  portions  is 
used  for  locomotives. 

The  resistance,  on  shunt-  and  compound-wound  machines,  is 
placed  in  the  shunt  winding  of  the  fields  to  increase  or  decrease 
the  E.M.F.  There  is  usually  on  pump-motors  an  additional 
safeguard  of  an  automatic  release  for  the  rheostat  contact  lever. 
The  contact  arc  is  worked  against  a  spring,  and  is  held,  when 
fully  on,  by  means  of  a  magnet,  which  is  connected  in  series  with 
the  shunt  fields  of  the  motors. 

For  alternating-current  machines  the  starting  resistance  con- 
sists of  two  rings  connected  to  the  conductors  and  insulated  from 
one  another  and  from  the  motor  shaft.  Fitted  to  them  are  brushes 
with  a  resistance  inserted  between  them,  which  can  be  automatic- 


ELECTRIC  GENERATION  AND  WATER-POWER.  185 

ally  cut  out  as  the  motor  attains  its  speed.  These  slip- rings 
are  covered  in  mining  machines  to  confine  the  spark.  Another 
class  of  starter  is  that  in  which  the  current  passes  through  water 
into  which  is  lowered  a  lead  cone  from  the  surface  to  the  bottom 
where  the  other  terminal  is  located.  This  form  of  switch  is  free 
from  spark,  though  it  might  be  dropped  too  quickly  and  thus  be 
almost  valueless. 

The  variable  speed  induction  motor  has  a  two-drum  con- 
troller for  resistance  and  reversing  operated  by  a  single  handle. 
The  resistance  is  in  series  with  the  rotor  windings,  and  is  cu:  out 
in  the  usual  way  until  the  approx  mately  constant  speed  is  attained. 

Reversing-motors. — ^When  the  direction  of  the  motor  is  to  be 
reversed,  its  brushes  should  bear  vertically  on  the  commutator 
and  a  reversing- switch  be  used.  This  appliance  for  changing  the 
direction  of  the  current  in  the  field-magnets  is  arranged  as  a  part 
of  the  starting  resistance. 

Enclosed  Motors. — If  possible,  motors  should  be  run  open, 
for  if  totally  enclosed  a  much  larger  motor  will  be  required  for  the 
same  work  on  account  of  the  diflScul  y  of  dissipating  the  heat 
developed  in  the  coils.  If  precautions  are  observed  not  to  over- 
load the  machine,  the  danger  is  reduced  and  certainly  would  not 
be  greater  than  that  existing  from  either  cause  in  the  daily  opera- 
tionb.  They  are  rarely  placed  near  gaseous  mixtures,  and  the 
danger  of  igniting  neighboring  timbers  by  their  spark  is  very 
slight.  For  safety  in  mines,  however,  electric  motors  are  enclosed 
to  protect  them  from  fall  of  rock,  dust,  and  dampness. 

The  Efficiency  of  a  Motor. — Not  all  the  current  which  the 
motor  receives  is  usefully  applied.  Part  of  it  is  spent  in  heating 
the  circuit  of  the  motor  and  part  in  overcoming  frictional  resist- 
ance. The  remainder,  which  is  available  for  mechanical  work, 
is  still,  however,  quite  large.  As  large  motors  have  high  eflSciency, 
it  is  possible  to  attain  very  high  results,  if  their  capacity  be  large 
enough.  This  is,  however,  a  question  of  weight  and  first  cost. 
The  efficiency  of  a  machine  is  not  far  from  90  per  cent  under 
•average  conditions,  and  will  reach  92  per  cent  when  operating 
under  the    load   and  speed  for  which  it  was   designed.    The 
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table  below  gives  the  number  of  watts  necessary  to  produce  one 
effective  horse-power  at  the  terminals  of  a  motor  with  stated 
commercial  efficiencies.  Thus  a  motor  with  lo  effective  horse- 
power having  an  eflSciency  of  85  per  cent  will  require  8780  watts 
of  current. 


Efficiency 
of  a  Motor. 

Watts  to  be 

Delivered  to  it 

per  Horse-power. 

T.OO 
0.98 

0-95 
0.90 

0.85 

0.80 

0.75 

746 
764 

774 
830 
87S 

933 
1000 

Example. — ^The  efficiency  of  a  50-H.P.  motor  is  0.90.  It  is  to  be  driven  a 
half  mile  from  a  dynamo  whose  efficiency  is  0.85.  The  modulus  of  the  engine 
driving  the  generator  is  0.80  Required  th  horse-power  of  the  engine. 
Volt  ge,  400. 

The  motor  requires  830  watts  per  horse-power  or  41,500  watts  total: 

41,500-^400=103.75  amperes. 

For   this   the  wire  must  be  No.  4.     Its  resistance,  per  thousand  feet,  is 
0.245  ohms. 

The  watts  lost  per  thousand  feet  are 

PR  =  1 04  X  1 04  X  o.  245  =  2650. 

For  the  mile  of  line  in  the  circuits  13,992  watts  are  lost 
The  dynamo  must  therefore  furnish 

41,500+13,992  =  54,492  watts. 

This  corresponds  to  a  voltage  at  the  dynamo  of  533,  and  a  'oss  of  33  per  cent. 


B.H.P=— ^^'~^4-=87.6 


87.6 
nd    I.H.P.= — --  =  109.5. 
0.80 


746X0.85 

A  No.  2  wire,  B.  &  S.  wire,  will  show  a  loss  of  20  per  cent,  a  dynamo  voltage 
of  481,  and  an  I.H.P.  of  100. 

Water-power. — In  the  immediate  vicinity  of  the  wheel  water 
the  power  has  been  employed  for  various  operations,  but  not 
until  the  modem  successful  utilization  of  electricity  has  a 
cheap  efficient  means  been  discovered  for  its  transmission  to 
great  distances.  The  installation  of  electric  plants  is  opening 
the  possibilities  of  water-power  to  an  enormous  degree. 
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The  gross  power  possessed  by  water  and  the  potential  energy 
which  is  capable  of  being  transmitted  and  converted  into  kinetic 
energy  is  measured  by  the  product  of  the  weight  of  water  dis- 
charged by  the  height,  fe,  through  which  it  has  fallen.  Assuming 
the  weight  of  a  cubic  foot  of  water  at  62.5  and  Q  as  the  number 
of  cubic  feet  discharged  per  minute,  then  a  horse-power  equals 
0.00161QA.  The  net  power  obtained  from  this  in  effective  work 
is  from  40  to  90  per  cent  according  to  the  character  of  wheel 
used. 

This  energy  develops  power  by  driving  one  of  several  types 
of  wheels,  of  which  the  undershot  and  the  overshot  were  the 
earliest.  They  consume,  however,  enormous  volumes  of  water 
and  are  used  only  for  small  machinery.  The  turbine-wheels, 
placed  horizontally,  revolving  under  a  pressure  due  to  a  head 
of  water  above,  give  a  high  efficiency  with  the  use  of  a  large 
volume  of  water.  These  wheels  are  not  very  large  and  are  en- 
cased in  a  globe  or  cylindrical  casing  above  which  is  a  penstock 
through  which  the  water  flows.  The  water  enters  centrally 
and  discharges  circumferentially  and  produces  a  high  rate  of 
revolution.  The  heads  at  which  these  turbines  are  used  rarely 
exceed  200  feet. 

Impulse  Wheels. — ^The  more  recent  forms  of  wheels  are  of 
the  impulse  type,  in  which  a  small  wheel  receives  at  its  circum- 
ference the  impact  of  a  stream  flowing  with  a  high  velocity  due 
to  a  head  which  in  some  cases  is  as  great  as  1900  feet.  The 
periphery  of  the  wheel  carries  a  number  of  small  cup-shaped 
vanes  whose  curves  and  position  are  such  as  to  receive  the  full 
impact  of  the  stream  and  to  discharge  the  water  at  a  velocity  of 
nearly  zero.  The  efficiency  of  these  wheels  is  therefore  high, 
and  their  construction  is  very  simple ;  the  inferior  limit  of  head 
with  which  they  may  operate  to  advantage  is  about  30  feet.  The 
maximum  limit  of  head  is  determined  only  by  the  strength  of 
the  material  in  the  wheel.  As  is  the  case  with  the  De  Laval 
steam-turbine  (Fig.  48),  multiple  jets  are  also  used  on  water- tur- 
bines. 

The  diameter  of  the  wheel  is  proportioned  to  the  rate  of 
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revolution  desired  for  the  main  shaft.  Usually  the  latter  is  that 
for  which  the  electric  generator  has  been  wound  and  designed. 
The  diameters  vary  between  i8  and  90  inches. 

There  are  several  types  of  impulse  motors  in  America,  of 
which  the  Doble,  Pelton,  and  Knight  are  excellent  patterns. 
The  efficiency  of  these  wheels  when  properly  regulated  by  gov- 
ernors is  85  per  cent  of  the  theoretical  head,  due  to  the  velocity 
of  discharge  fronl  nozzles  against  the  wheel-cups.  In  the  moun- 
tainous districts,  where  the  numerous  creeks  do  not  carry  much 
water  but  have  a  large  fall,  these  wheels  may  be  used  to  advan- 
tage by  laying  a  pipe-line  from  the  wheel  to  some  elevated  reser- 
voir in  the  creek  constructed  for  the  purpose.  Not  infrequently 
two  or  even  three  nozzles  feed  the  wheel  when  the  quantity  is 
large  enough  to  permit  it. 

The  supply  of  water  delivered  to  the  wheel  is  usually  esti- 
mated in  miners'  inches,  representing  a  flow  of  something  near 
1.5  cubic  feet  per  minute.  The  miner's  inch  is  known  as  the 
volume  of  water  which  can  be  discharged  through  each  square 
inch  of  an  aperture  2  inches  high  and  4  inches  long  which  is  cut 
through  a  plank  1.25  inches  thick,  the  lower  edge  of  the  aper- 
ture being  2  inches  above  the  bottom  of  the  measuring-box  and 
the  upper  edge  5  inches  below  the  level  of  the  water. 

Flow  of  Water  through  Pipes.— Owing  to  the  roughness  of 
the  internal  surface  of  a  pipe  and  the  restrictions  which  occur  at 
elbows,  joints,  and  valves,  the  actual  velocity  of  discharge  of 
water  from  a  pii)e  is  not  equal  to  that  due  to  the  pressure  at  its 
inlet.  Any  change  of  area  or  of  direction  affects  the  flow  of  the 
water  and  produces  frictional  resistances  which  arc  directly  pro- 
portional to  the  length,  inversely  as  the  diameter,  and  increase 
with  the  velocity.  Though  a  theoretical  formula  may  be  evolved 
which  exj)resses  the  relation  between  the  discharge  of  water  and 
the  head  i)roducing  such  discharge,  empirical  formulcT  are  em- 
ploved  wnth  coefficient  inserted  to  provide  for  the  various  elements. 

The  formulcT  below  are  given  to  assist  the  engineer  in  deter- 
mining the  dimension  of  a  pipe  requisite  for  the  given  flow  of 
water  with  a  stated  resistance. 
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Fluid  Friction  in  Pipes. — Assuming  very  long  clean  pipes  of 
uniform  size,  ihe  resistance  which  is  afforded  by  the  interior 
surface  of  the  pipe  to  flow  is  measured  in  terms  of  the  head. 


LetQ—thequantity  of  water  discharged,  cubic  feet  per  s 
»— the  velocity  in  feet  per  second; 
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d=the  diameter  of  the  pipe  in  feet; 
/=the  length  of  pipe  in  feet; 
/=the  coefficient  of  friction; 
^=the  gross  head  of  water — the  difference  in  elevation 

between  the  two  termini  of  the  pipe; 
h  =the  frictional  loss  measured  in  terms  of  feet  of  head,  and 
h^  =the  effective  head  =ff  —  h. 
In  clean  pipes  of  smooth  bore,  /  «o.oo4  and  in  ordinary  mine 
pipes  /  =0.006. 


/J  \  0.694/^X0.555 
h  =0.000606/ 


(/4.8S5  » 

i.8otno.3o6 


0.000606/— r—  I 


Qf  for  the  maximum  horse-power, 

I 


:  2/0.  SSS(f  a.  694. 


o(.ooi7/)°-"5  • 
The  maximum  horse-power  to  be  obtained  is  equal  to 

H.P.  =2.466iy'-55s^-^-i— V  6^4. 

In  Fig.  73  are  cur\'es  based  upon  the  above  formulae,  giving 
the  loss  of  head  due  to  the  frictional  flow  through  pipes  which 
arc  ordinarily  used  in  pumping  and  for  transmitting  power  to 
impulse  wheels.  On  the  right-hand  side  will  be  found  a  verti- 
cal line  giving  the  theoretical  horse-power  necessary  to  raise  a 
invcn  quantity  of  water  indicated  on  the  left  vertical  line  through 
a  height  of  100  feet.  Thus,  raising  7  cu.  ft.  per  second  through 
any  pipe  for  a  height  of  100  feet  requires  80  horse-power  theo- 
retically. When  the  height  is  other  than  100  feet  the  result 
obtained  from  the  diagram  is  a   multij)le   of  the   loo-ft.    eleva- 
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lion.  To  rabe  the  same  quantity  of  water  in  ihe  same  pipe 
through  600  feet  of  pipe  will  therefore  require  (80X6  =  )  480 
horse -power. 

FEIT  OF  HTDNAUI.IC  HUD  LOST  PER  1 ,000  LINIAR  FEET  OF  MH, 


IS 

-^ 

— 



y 

\ 

\ 

~" 

■ 

■41 

. . 

— 

= 

\U 

\ 

■^ 

— 



— 



^ 

^ 

/[ 

\ 

'^ 

.- 

Js- 

' 

/ 

-h 

3 

\ 





-i 

■^ 

y 

III 

,1^ 

\ 

^ 

H 

% 

6 

^' 

\ 

_^ 

/ 

rf 

\\ 

\ 

\ 

^ 

> 

/ 

1 

s    - 

^r^ 

\ 

\ 

V?- 

/ 

_l_ 

X 

i 

\ 

\ 

f 

< 

y 

y 

T 

i 

\\ 

\ 

A 

N 

^ 

y 

A 

/- 

3 

■ 

-V 

\ 

\ 

-^ 

/ 

"/ 

•s 

\ 

\' 

^ 

, 

/ 

\ 

~  ' 

A 

rA 

\ 

\^ 

y 

..^ 

K- 

A 

-^ 

\ 

f- 

" 

^ 

, 

\ 

/ 

9 

\ 

\ 

\ 

\ 

s 

/ 

' 

.-- 

'     \ 

\ 

\ 

>( 

— 

s 

\ 

\ 

\ 

/ 

\ 

if 

i- 

■ 

A 

: 

\\ 

; 

L 

^ 

^ — 

, 

(— 

i: 

= 

Fic.  73,— Loss  of  Hjdraulic  Head  in  Pipes, 

The  horizontal  Une  at  the  top  gives  the  amount  of  head  lost 

by  friction,  and  the  horizontal  Une  at  the  bottom  the  horse-power 

needed  to  overcome  the  friction.     Thus  let  it  be  required  to  find 

the  head  lost  and  the  horse-power  while  raising  7  cu.  ft.  pei 
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second  in  a  12-inch  pipe  5000  feet  long  on  a  slope  of  12  per  cent. 
The  curve  shows  that  1000  feet  of  12-inch  pipe  carrying  this 
volume  of  water  consumes  20  feet  of  head.  Thus  5000  feet  will 
consume  ico  feet  of  the  head.  Likewise  1000  feet  will  consume 
in  this  lost  head  about  28  horse-power,  while  5000  feet  will  con- 
sume 140  horse-power  in  overcoming  friction. 

The  frictional  loss  in  a  10-inch  pipe  1000  feet  long,  carrying 
2,ico,ooo  gallons  per  day  (3.245  cu.  ft.  per  second),  is  12.8  feet. 
An  8-inch  pipe  would  have  consumed  38.5  feet  of  head  under 
the  same  conditions  of  length  and  discharge. 

Example. — ^A  pipe  500  feet  long  is  to  deliver  4  cubic  feet  per  second.  Re- 
quired its  diameter  if  its  frictional  loss  of  head  allowed  b  30  feet.  For  30  feet 
hydraulic  head  per  thousand  feet  of  pipe  and  4  cubic  feet  of  flow  the  diameter 
should  be  9  inches.  500  feet  of  pipe  consuming  30  feet  will  correspond  to 
a  length  of  1000  feet  consuming  60  feet  of  head.  For  this  condition  and 
4  cubic  feet  of  discharge  the  pipe  may  be  of  8  inches  diameter. 

Kutter's  Formula  for  Ditches  and  Flumes. — Fig.  74  contains 
curves  plotted  according  to  the  Kutter  formula,  which  is  accept- 
able for  all  ditches  and  flumes  of  medium  dimensions.  The 
formula  is  based  on  the  average  condition  of  the  frictional  sur- 
face. The  upper  curves  are  for  flumes  with  hydraulic  radii  of 
from  I  to  9.  The  coefficient  of  roughness,  N,  for  flumes  is  taken 
at  o.oii,  and  for  ditches  at  0.026.  On  the  left  are  laid  off  the 
gradients  in  terms  of  length  of  line  giving  a  fall  of  i  foot,  and  the 
computed  velocity  of  flow  is  on  the  top  line.  Then  the  four 
lower  cur\es  on  the  left  represent  the  relation  between  velocity 
and  grade  in  ditches  having  hydraulic  mean  radii,  H.M.R.,  of  0.5, 
I,  2,  and  3,  respectively.  By  the  hydraulic  mean  radius  is  under- 
stood the  quotient  obtained  by  dividing  the  cross-sectional  area 
of  the  ditch  by  the  length  of  the  watered  surface  of  the  ditch. 

ExAMPLKS. —  I.  What  would  be  the  loss  of  head  in  pumping  2000  gallons  of 
water  per  minute  through  an  8-inch  pipe  600  feet  high?  ()=4.44,  and 
//  =  47.6,  or  38.3  feet,  according  to  the  equations  employed. 

2.  WTiat  horse-p(^wer  is  consumed  in  overcoming  friction  in  the  previous 
example?    Assume  h  to  l)e  38.3.  19.4  H.P. 

The  flow  is  4.44  cubic  feet  per  second,  and  the  horse- power  is  0.1134  QH. 
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5.  What  horse-power  will  be  given  out  by  the  discharge  of  400  cubic 
feet  of  water  per  minute  from  a  pipe  of  13  inches  diameter,  3600  feet  long. 
Kith  a  head  of  400  feet? 

The  loss  of  head  is  33.53  fe«t,  and  the  horse-power  available  a  376. 
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Fbl.  74. — Flow  of  Water  in  Flumes  and  Ditches,  according  10  Kultcr's  Komiula. 

4.  Let  it  be  re<]uired  to  determine  the  flow  in  a  trapezoidal  ditch  whose 
area  b  73  square  feel  and  whose  welled  pcrimeler  is  24.  TheH3f.R.  b  there- 
fore three.    If  the  fall  of  the  ditch  b  i  foot  in  1500  feet,  the  velocity  of  the 
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flow  is  3.5  feet  and  the  discharge  is  (72X3.5—)  252  cubic  feet  per  seooiuL 
What  should  be  the  grade  of  a  flume  la'Xd'  which  has  a  H Jd.R.  of  3,  whea 
the  quantity  desired  is  to  be  547  cubic  feet  per  second?  This  corresponds 
to  a  velocity  of  discharge  7.58  feet  per  second. 

In  the  event  that  a  ditch  under  computation  has  a  mean  hydraulic  radius 
other  than  that  platted  among  the  ciures  it  may  be  easily  interpolated.  Thus 
one  of  an  h.m.r.  of  1}  on  a  grade  of  i  foot  in  400  feet  will  be  found  to  have 
a  velocity  of  about  3.8  feet  per  second. 

5.  A  pipe  is  500  feet  long  and  3  inches  diameter.  What  should  be  the 
head  to  produce  a  dbcharge  of  180  feet  per  minute? 

Here  Q=3,  1=500,  (f=o.25,  and  assmning  /  to  be  0.00566, 

A= 0.1007  X  0.00566  X  500  X  9  X 1024=  2624  feet. 

H'=h-\-hi^  2624+ — =3124  feet. 

2^ 

6.  What  diameter  should  it  have  to  deliver  the  same  quantity  of  water 
with  a  head  of  82  feet? 

7.  Required  the  flow  of  water  through  a  pipe  2000  feet  long,  13  inches 
in  diameter,  and  200  feet  head.    For  the  maximum  horse-power  we  have 

(20o)®*'*'(i.o8)***^*, — r;nn= 0-864  cubic  feet  per  second. 
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CHAPTER  Vn. 

HOISTING  MACHINERY  AND  UNDERGROUND  CON\T-YANCES. 

Underground  Conveyances. — Where  possible,  the  mineral  is 
loaded  at  the  face  into  cars  or  buckets  to  avoid  frequent  handh'ng. 
But  in  metal-mines  and  in  steep-pitching  coal-veins  this  is  not 
possible,  and  the  product  is  delivered  through  shutes,  or  bat- 
teries, to  the  cars  at  the  lower  level. 

Where  the  output  is  small  and  the  depth  of  shaft  is  slight, 
metal-mines  employ  buckets  which  are  frequently  drawn  through 
the  haulage-way  on  the  trucks,  and  thence  hoisted  to  the  surface 
to  be  dumped.  All  coal-mines  and  the  larger  metal-mines  em- 
ploy cars  as  the  common  carriers  for  the  mineral.  They  are 
loaded  as  stated  and  drawn  through  the  haulage-ways  to  the  foot 
of  the  shaft,  or  slope,  through  which  they  are  hoisted  to  day- 
light. 

Occasionally  when  the  pitch  of  the  slope  exceeds  40°  the  cars 
are  emptied  at  the  level  landing  into  skips,  which  are  hoisted  ta 
the  surface,  while  the  car  returns  to  its  loading  station.  Slope 
carriages  are  also  used,  upon  which  the  car  is  delivered  and 
drawn  to  the  surface  to  be  emptied.  In  vertical  shafts  the  car 
is  hoisted  to  the  surface  on  a  cage,  and  returned  underground 
when  emptied. 

The  several  conveyances  named  will  be  here  discussed  together 
with  the  hoist-rope,  signalling  and  safety  devices,  and  the  method 
of  dumping  at  the  surface. 

Hoist-ropes. — Hemp,  aloe,  fibre,  and  iron  or  steel  wire  are 

used  for  hoisting  purposes  and  for  the  transmission  of  power  in 
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mines.  They  are  wound  into  strands  and  ropes  to  furnish  a 
strong,  flexible,  light  means  of  haulage.  The  hempen  ropes  for 
hoisting  purposes  have  been  supplanted  by  the  flexible  steel  wire 
for  many  reasons,  prominent  among  them  being  the  great  weight 
of  the  former  compared  with  its  strength  and  the  unreliability  of 
its  fibres.  So  frequently  are  the  hempen  ropes  built  up  of  strands 
of  discarded  ropes  that  long  service  is  never  obtained  from 
them.  This  fact,  together  with  their  absorption  of  moisture 
while  in  use,  contributes  to  their  rapid  decay. 

Steel-wire  Ropes. — The  successful  production  of  fine  iron  or 
steel  wire  and  its  conversion  into  flexible  ropes  for  hoisting  has 
Jed  to  the  abandonment  of  various  vegetable  fibres.  The  usual 
number  of  strands  in  a  multi-wire  rope  is  six,  with  nineteen 
wires  in  each  strand,  or  sometimes  onlv  seven  wires  are  used 
to  the  strand.  The  latter  are  more  frequently  employed  for 
guide-ropes  than  for  motor  purposes,  being  less  pliable  than 
the  former. 

The  increased  strength  imparted  to  metallic  wires  by  draw- 
ing, and  the  high  grade  of  steel  wire  as  compared  with  iron,  at 
once  recommend  it  for  any  purpose  where  strength  and  light- 
ness are  requisites.  Good  crucible-steel  wire  has  an  ultimate 
breaking  strength  of  75  to  100  tons  per  square  inch.  Tem- 
pered steel,  usually  known  by  the  indefinite  name  of  plow- 
steel,  is  a  high-grade  cast  steel,  used  for  ropes  of  the  greatest 
tensile  strength. 

Standard  Ropes. — Hoisting-ropes  in  the  United  States  are 
made  with  hemp  centres,  around  which  are  twisted  six  strands  of 
nineteen  wires  each,  the  individual  wires  being  about  one- fifteenth 
the  diameter  of  the  rope.  The  hemp  centre  imparts  flexibility 
and  furnishes  a  soft  yielding  core  upon  which,  with  a  minimum 
of  injury  or  friction,  the  strands  may  "creep"  as  the  rope  passes 
around  the  drum  and  sheave.  When  great  flexibility  is  re- 
quired, each  strand  has  also  its  own  centre,  but  this  is  unneces- 
sary for  ordinary  hoisting  service.  On  account  of  the  hardness 
and  diminished  flexibility  of  plow-steel  wire,  hoisting-ropes  of 
this  metal  are  often  made  with  eight  instead  of  six  strands,  the 
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wires  being  of  smaller  gauge  and  therefore  more  flexible.  Though 
the  enclosing  figure  of  the  hoisting-rope  is  a  polygon,  the  rope  is 
iisually  called  a  round. 

The  Lay  of  the  Rope. — By  this  is  meant  the  twist  or  pitch  of 
the  wires  in  the  strands,  and  of  the  strands  in  the  rope.  As 
ordinarily  constructed,  the  lay  of  the  wires  is  opposite  to  the  lay 
•of  the  strands.  The  former  is  as  long  as  possible  in  order  that 
the  frictional  wear  on  each  rope  shall  be  distributed  over  a  great 
length  rather  than  to  have  a  short  twisted  strand  on  which  the 
wear  is  concentrated.  The  so-called  Langlay  ropes  have  a 
longer  twist  to  each  wire,  thus  distributing  the  wear  over  a  greater 
ength  and  giving  a  smoother  surface. 

Locked-coii  Ropes. — In  order  to  increase  the  smoothness  of 
the  rope  and  thus  to  reduce  wear,  ropes  are  frequently  made  of 
wires  which  are  locked  together  or  dovetailed.  The  locked- 
coiled  rope  is  of  this  type,  and  prevents  the  ends  of  the  broken 
wires  from  protruding.  Its  wires  are  built  of  a  specially  shaped 
cross-section  and  wound  in  concentric  layers,  the  successive 
layers  being  twisted  in  opposite  directions.  The  exterior  layer 
presents  a  perfectly  smooth  surface. 

Flat  Ropes  are  employed  with  winding  reels  where  it  is 
desirable  to  aid  the  engine  without  the  use  of  a  long  conical  drum. 
Moreover,  the  tendency  to  uncoil  which  exists  in  the  several 
strands  and  wires  of  round  rope  develops  a  whirling  tendency 
upon  the  cage  as  it  travels  in  the  shaft.  This  the  flat  rope  prevents. 
Flat  ropes  are  heavier  than  a  round  rope  of  the  same  strength, 
but  are  of  shorter  life,  costing  more  and  requiring  greater  care. 
A  flat  rope  is  composed  of  an  even  number  of  loosely  twisted  four- 
stranded  round  ropes,  without  hemp  centre,  laid  side  by  side  and 
sewed  through  the  wires.  The  lay  of  any  two  adjacent  strands  is 
in  opposite  directions.  The  sewing  wires,  from  eight  to  twelve  in 
number,  are  passed  from  side  to  side  through  the  centres  of  the 
strands.  Flat  ropes  range  in  width  and  thickness  from  2j"Xf" 
to  9"Xi". 

Although  the  breaking  strength  of  a  flat  rope  is  nearly  the 
:same  as  that  of  a  round  rope  of  equal  weight  per  foot,  its  safe 
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working  load  is  considerably  less,  due  to  the  practical  impossibility 
of  so  constructing  the  rope  that  all  the  strands  will  stretch  uni- 
formly and  be  equally  loaded  in  service. 

Taper  Ropes. — As  the  depth  of  shafts  increases,  the  use  of 
round  wire  rope  of  uniform  cross-section  is  attended  with  many 
difficulties.  The  diameter  of  the  rope  becomes  greater,  the  in- 
equality of  the  work  upon  the  engine  is  more  marked,  and  an 
excessively  large  of  diiim  will  be  required.  There  is  a  limit  beyond 
which  a  rope  of  uniform  section  cannot  safely  carry  its  own  weight. 
At  12,000  feet  of  depth,  exclusive  of  any  live  load,  the  rope  has 
reached  the  limit  of  its  safe  working  stress.  The  additional  weight 
of  car  and  load  reduces  this  materially.  With  the  margin  provided 
for  safety,  the  maximum  depth  is  3000  feet.  A  given  rope  for 
carrying  men  having  a  factor  of  safety  of  15  when  less  than  1000 
feet  deep  has  a  factor  of  but  10  at  2500  feet  and  only  7  at  3000 
feet. 

Meanwhile  the  cross-section  of  the  rope  at  the  bottom  is  exces- 
sively heavy,  ha\'ing  little  load  to  support.  If  the  cross-section 
be  such  as  will  support  the  live  load,  cage,  and  car,  then  the  cross- 
sections  of  the  rope  to  the  top  may  increase  in  area  by  an  amount 
equal  to  that  sufficient  to  support  the  additional  weight  of  rope 
below  that  point.  Hence  tapering  ropes  are  employed  in  special 
cases,  being  of  uniform  strength,  with  such  a  factor  of  safety  as  may 
be  desired.  Theoretically,  the  use  of  a  tapering  rope  increases 
the  limit  of  depth  which  can  be  reached  within  mining  possibili- 
ties, but  practically  it  is  not  a  popular  hoister.  The  round  tapering 
rope  :s  made  by  discontinuing  at  intervals,  throughout  the  length, 
a  single  wire  at  a  time.  The  cross-section  of  the  rope  is  uni- 
formly decreased  toward  the  lower  end,  the  thickness  at  any 
point  being  sufficient  to  carry  safely  the  load  at  that  point. 
One  round  taper  rope  is  of  steel  of  five  sections,  varying  in 
diameter  from  i\  to  \\  inch.  The  sections  arc  spliced  to- 
gether and  the  ends  of  the  wires  soft-soldered.  In  some  Eu- 
ropean districts  flat  taper  rope?  of  Manila  fibre  are  still  employed 
for  deep  shafts. 

The  taper  rope  is  not  well  adapted  to  long  slopes,  for  its  lower 
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portion,  which  b  the  smaller  end,  traverses  a  greater  distance  than 
any  other  portion  of  the  rope  and  is  subjected  to  the  greatest  amount 
of  abrasion.  This  b  the  reverse  of  the  situation  in  a  shaft,  where 
the  thickest  part  of  the  rope  has  the  wear. 

The  Strength  of  a  Wire  Rope.— This  is  greater  than  that  of  a 
steel  rod  of  equal  cross-section  and  same  material,  because  of  the 
increased  strength  imparted  to  wires  during  the  process  of  draw- 
ing; but  it  is  not  equal  to  the  sum  of  the  strengths  of  the  indi- 
vidual wires. 

The  approximate  weight  of  a  wire  rope  in  pounds  per  foot  is 
ascertained  by  multiplying  the  square  of  its  diameter  in  inches 
by  1.58 


Cast-steel  IJoistinG'BO 
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The  Minimum  Radius  of  Curvature. — The  minimum  drum 
diameter  admissible  for  (irdinar^'  service  is  from  50  to  100  times 
the  diameter  of  the  rope.  By  using  the  larger  ratio  the  average 
life  of  hoisting-ropes  would  be  materially  lengthened.  The 
English  make  the  sheave  diameter  a  multiple  of  A''.  The  length 
of  the  arc  of  contact  between  rope  and  sheax'e  and  the  angle 
between  the  two  branches  of  rope  arc  not  the  same  as  would  be 
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the  case  with  a  belt  or  Manila  rope.  A  large  part  of  the  total 
strength  of  the  rope  is  consumed  in  the  mere  strain  of  bending, 
and  this  is  wholly  a  question  of  radius  of  curvature  depending 
upon  the  diameter  of  the  sheave. 

This  bending  resistance  increases  the  tension  on  the  wires 
of  the  ropes  and  reduces  the  available  load  which  it  can  safely 
carry  by  that  amount.  The  continual  bending  naturally  reduces 
the  life  of  the  rope. 

In  the  following  table  are  given  the  values  of  the  radii  of 
curvature,  i?,  in  inches,  assumed  by  new  steel  ropes  of  stated 
diameters  having  a  tension  of  one  pound  upon  them  and  having 
an  angle  of  deflection  or  of  bending  of  i°. 

The  Radius  of  CmtVAxuRE  R  or  Steel-wire  Rope,  in  Inches,  having 

I®  Deflection  and  i  lb.  Tension. 


Diameter. 

7-wire. 

1  o-wire. 

h 

257,270 

84,210 

» 

592,970 

220,950 

i 

1,241,510 

454,120 

2,315.930 

860,400 

I 

3,971,290 

i,430»85o 

;} 

6,386,740 

2,246,670 

10,049,650 

3,369,820 

To  obta'n  the  radius  of  curvature  under  similar  conditions 
for  any  other  angle  of  deflection,  it  is  only  necessary  to  divide  the 
corresponding  quantity  by  the  number  of  degrees  of  bend.  Thus 
a  new  i-inch  19-wire  rope,  for  a  tension  of  one  pound  upon 
it,  would  have  a  curvature  whose  radius  is  1,430,850  inches 
when  bent  through  an  angle  of  i®.  If,  however,  it  is  bent  90** 
over  a  given  sheave,  the  radius  of  the  curve  which  it  will  assume 
then  becomes  15,898  inches.  When  the  tension  becomes  1000 
lbs.  the  curvature  which  it  will  assume  will  have  a  radius  of 
16  inches. 

Bending  Rope  Aroimd  Curves. — When  a  rope  is  carried  over 
a  sheave  with  an  angle  of  contact  or  wrap  exceeding  30°,  the 
diameter  of  the  sheave  must  be  of  liberal  dimensions  WTien, 
however,  the  rope  is   slightly  deflected  by  a  pulley  or  sheave. 
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the  stress  put  upon  the  rope  in  bending  is  smalL  When  it  is 
bent  over  a  succession  of  shea%'es  at  close  inten'als,  as  in  carry- 
ing a  rope  around  cun'es  in  a  roadway,  the  ^grcgate  bending 
stress  may  become  significant.  The  rope  assiunes  between  each 
pair  of  sheaves  a  cur\-ature  depending  upon  the  tendon  it  cairies 
and  the  amount  of  each  deflection. 


Fig.  75. — Turning  the  HauUge-rope  at  Curves. 

The  distance  between  the  sheaxcs  may  be  detennined  from 
the  formula  below  when  the  tension  is  known  and  the  radius  of 
cun-alure  has  been  asccnained  by  the  pa'ceding  table 

Let  Ji  =  ni(Uus  of  cur\alurc  1°  bend  with  i  lb.  tension  for  rope 
of  diamelcr  X  (from  the  preceding  table); 
r=radius  of  curvature  assumed  by  ro(x;  under  tension  T\ 
d=diameler  of  individual  wires  in  rope,  inches; 
«  =  numlxT  of  wires  in  roix-; 
7'=tensi(m  on  ihe  rt)(x.',  1I)S.; 
i=distance  iK'twcen  sheave  centres,  inches; 
a  =  angk-  of  detlcction  over  a  pulley,  and 
/»  =  radius  of  centre  line  of  sheaves,  inches. 
Then 

d'n 
r=  5,427, (>25y7:-tz- 

The  sheaves  shfmld  \>c  laid  on  a  cur^■e  of  radius  r — that 
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is,  f^p\  d'^o.iiiX  for  a  7-wire  rope  and  0.066  for  a  19-wire 

rope. 

R 
a— 


ii,32S,9oo»d' ' 
5  =  2/>  sin  ^a. 


The  Influence  of  Bends  on  the  Durability  of  a  Rope.— The 
diameter  of  the  sheave  over  which  the  rope  is  bent  must  in  all 
cases  exceed  the  minimum  diameter  of  curvature  assumed  by 
the  rope  under  the  conditions  as'  calculated  above.    Not  only 
is  the  life  of  the  rope  increased,  but  also  its  bending  stress  is  con- 
siderably   diminished   and  the  safe  working  load  of  the  rope 
correspondingly  increased.    Under  ordinary  conditions  of  wear, 
the  life  of  a  rope  for  mining  purposes  averages  about  seventeen 
months,  after  which  time  the  abrasion  of  some  wires  and  the 
breaking  of  others  render  it  unsafe.    This  assumes  proper  care 
in  lubrication,  in  testing,  care  during  hoisting  to  avert  shocks, 
and  the  use  of  liberal-sized  sheaves.    Tests  upon  wires  of  various 
sizes  passing  over  pulleys  of  various  dimensions  have  demon- 
strated that  a  wire  subjected  to  repeated  bending  soon  breaks, 
the  time  of  rupture  being  hastened  as  the  diameter  of  the  sheave 
or  the  angle  of  the  bend  is  small.    For  example,  a  wire  of  No.  20 
B.W.G.,  subjected  to  repeated  bending  over  a  5-inch  pulley, 
broke  after  making  15,200  turns;  one  of  the  same  size  and  pre- 
sumable strength  made  453,000  turns  over  a  pulley  of  24  inches 
in  diameter  before  breaking. 

ExAUPLE. — It  is  desired  to  cany  a  i}-inch  19-wire  steel  rope  around  a  curve 
(Fig-  75)  whose  track  radius  is  50  feet,  by  guide-sheaves  44  inches  inside 
of  the  track  centre.    What  should  be  the  distance  between  the  sheaves? 

r— 660,    X— 1.25,    f«  1,430,900  inches,    and    ^—554  inches.    Then 

a=3°  00'    and    5—2  feet  5  inches. 

The  Working  Load. — ^This  is  a  fraction  of  the  ultimate  strength 
of  the  rope,  depending  upon  the  margin  of  safety  desired.  For 
ordinary  conditions  of  hoisting  the  factor  of  safety  is  taken  at  7  for 
hoisting-ropes  and  6  for  those  employed  on  slopes.  The  maximum 
stress  to  which  the  rope  can  be  subjected  should  be  less  than 
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Fic.  76.— The  Net  Working  Load  of  Ropes  over  Sheaves. 


HOISTING  MACHINERY,  ETC.  205 

one-seventh  or  one-sixth,  respectively,  of  the  ultimate  strength 
of  the  rope.  A  larger  factor  of  safety  would  unnecessarily  in- 
crease the  size  of  the  rope,  which  in  turn  increases  the  dead  load, 
due  to  its  own  weight  and  the  diameter  of  the  sheaves  over  which 
it  must  pass. 

The  stresses  to  which  a  rope  is  subjected,  in  addition  to  the 
live  load  to  be  carried,  are  those  due  to  its  own  weight  and  friction, 
its  bending  over  the  sheave,  its  rigidity,  and  the  shock  induced 
at  the  time  of  starting.  Some  of  these  can  be  calculated,  but 
the  tension  induced  by  the  rigidity  of  the  rope  is  not  so  easily 
ascertained.  An  initial  strain  is  set  up  in  the  wires  by  the  bend- 
mg  around  the  drum  or  sheave  which  is  not  equally  distributed 
throughout  the  rope.  Its  value  depends  upon  the  sharpness  of 
the  bend  and  is  ascertained  by  the  formula  given  below.  A 
small  sheave  and  a  larg^  angle  of  deflection  produce  a  laige 
bending  stress. 

The  Resistance  Due  to  Bending. — ^This  must  be  determined 
before  the  available  load  which  the  rope  can  carry  can  be  ascer- 
tained. Usually  the  live  load  represents  the  difference  between  the 
safe  or  minimum  allowable  tensile  stress  and  the  stress  due  to 
bending.  In  deep  shafts  regard  must  also  be  taken  for  the 
weight  of  the  rope,  which  is  to  be  subtracted  from  the  working 
load. 

The  bending  stresses,  i,  which  are  developed  in  a  rope  when 
bending  over  a  sheave  or  hoisting-drum  through  an  angle  ex- 
ceeding 30°  are  indicated  below. 

Let  X= the  diameter  of  the  steel  rope  in  inches; 
r=the  radius  of  the  sheave  or  drum  in  inches; 
/=the  thickness  of  the  flat  wire  rope  in  inches; 
Jfe=the  bending  stress  in  pounds. 

Then  for  a  7-wire  rope 


for  a  19-wire  rope 


367,000^^ 
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for  a  flat  wire  rope 


r-2^3^ 


The  (fiagiam  in  F^  7^  grapokalhr  sborvs  the  od  iraridnig 
load  wfaich  a  gnren  rope  of  pliabk  5(ed  can  carrr  ofrr  a  paHeT  of 
a  given  diaxnetcr.  This  dxagram  is  based  on  boch  fonnofae.  and 
is  taken  from  a  tieadse  of  the  Trenron  Iron  Ox  on  Wire^rope 
Transmissioa.  As  an  iHustraiioQ  oi  its  use  let  ix  be  requiied  to 
determine  the  net  load  for  a  i-inch  it^  on  a  loo-inch  sheave.  At 
the  intersection  of  the  verical  line  from  the  point  on  the  top  fine 
marked  100  inches  to  tiie  curve  representing  the  i-inch  rope,  the 
horizontal  line  carried  to  the  ri^t-hand  ed9  shoirs  i>.>oo  lbs. 
as  the  net  load.  It  wiD  be  noticed  that  a  2-inch  lope  oq  a  76- 
inch  sheave  has  a  net  working  load  not  greater  than  that  of  a 
finch  rope  on  the  same  sheave.  This  diagram,  therefoie,  indi- 
cates the  reduction  in  the  capacity  ol  the  rc^  due  to  bendiiq; 
stress. 

Elastic  Connections  between  Rapt  and  Cag^ — ^Usualhr  while 
lowering  to  a  platform  an  excess  of  rope  is  paid  out  and  tends  to 
coil  upon  the  top  of  the  cage.  This  operates  disastroushr  upon 
the  wires  of  the  rope,  which  become  bent  and  ultimately 
broken.  A  flexible  connection,  therefore,  is  pro\'ided  of 
a  length  sufficient  to  aUow  for  the  probable  slack.  This 
consists  of  a  short  length  of  chain  with  a  snap-hook  i^Fig. 
77;,  which  can  be  released  when  desired.  Owing  to  the 
shock  which  these  links  receive,  they  must  be  carefully 
examined  at  short  inter\-als.  In  some  mines  it  is  the 
practice  also  to  anneal  the  iron  by  heating  to  a  red  heat 
and  cryjling  slowly.     This  is  done  once  a  month. 

These  connections  should  be  as  short  as  practicable 
in  order  to  diminish  the  amount  of  shock  induced  at 
starling.      Carelessness    in    paying  out    excessi\*e   slack 
'        rcriuces  the  life  of  the  rope  and  increases  the  stress  at 

starting. 

Results  of  obscr\ations  in  Prussian  mining  districts  during 
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the  past  twenty  years  showed  the  effect  due  to  repeated  shocks 
at  starting  to  be  more  disastrous  to  ihe  flat  than  to  the  round 
steel  ropes.     In  cenain  districts   6  per  cent  of  flat  steel  ropes 
broke  suddenly  out  of  1419  in  use;    12  per  cent  of  flat  charcoal- 
iron  ropes  gave  way  suddenly;   7  per  cent  out  of  124  flat  Manila  J 
ropes  broke  without  previous  warning;   2  per  cent  of  5527  round  | 
steel  ropes  gave  way,  and   10  per  cent  of  1350  round  charcoal  J 
ropes  failed  without  giving  previous  wammg. 

The  tension  due  to  jerks  is  twice  that  due  to  the  dead  load  1 
with  6  inches  of  slack,  and  more  if  the  slack  is  greater. 
Let  r=the  total  tension  at  starting; 

a  =  acceleration  at  beginning  of  hoist; 

fc  =  slack  in  inches; 

J  =  elongation  of  rope  due  to  total  load,  W. 

TF=weigbt  of  car,  cage,  mineral,  and  rope. 


■nI'+tI-ia)- 


r=ir(i+o.s^ 


Rope  Sockets. — ^There  are  two  types  of  sockets  for  round  ropes  \ 

— the  conical  and  the  double-pin,  the  former  being  the  stronger. 
The  conical  socket  (Fig.  78)  is  slipped  on  to  the  rope,  the  wires 
are  untwisted,  hemp  centres  cut  out,  the  wires  bent  back  and 
forth  into  a  tangled  mat  to  fill,  as  nearly  as  possible,  the  conical 
socket,  which  is  then  slipped  into  place.  This  b  slightly 
heated,  and  soft  lead  poured  in  to  solidify  the  mass. 
The  socket  and  rope  are  surrounded  with  wet  clay  to 
prevent  heating  of  the  wires  beyond.  The  double-pin 
is  treated  in  the  same  manner,  but  its  connection  with 
the  chain  is  by  a  pair  of  pins  through  the  Unks,  instead  , 
of  a  ring  for  hooking,  as  in  Ihe  former  case.  A  "goose-  / 
neck"  socket  consists  of  a  pair  of  trough-shaped  longs,  ^ 
bent  to  a  loop,  and  riveted  to  the  rope  by  three  or 
four  rivets,  driven  cold.  Flat  ropes  have  riveted  to  | 
them  shackles  with  eyes,  which  receive  the  first  link 
of  the  chain.  Six  inches  of  the  end  are  untwisted  and 
doubled  back,  bound  w-ith  wire,  the  shackles  slipped  on,  riveted 


Fig.  78. 
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■through  the  rope,  and  the  hoops  finally  slipped  on  and  driven 

tight. 

In  securing  the  rope  on  the  drum  it  is  only  necessary  to  con- 
tinue several  extra  coils  of  the  rope,  insert  the  end  through  the  j 
wooden  lagging,  and  fasten  it  on  the  hub  or  shaft;   or,  instead,  ] 
the  end  may  be  bolted  to  inc  ::rm  of  the  casting.     If  the  fastening 
have  but  a  lo-lb.  grip  on  the  rope,  it  will  resist  a  weight  of  90 
lbs.  if  there  is  only  one  coil  around  the  drum;    if  there  are  two 
extra  coils,  800  lbs.  will  not  budge  the  lo-lb.  grip;    with  three 
extra  coils  it  requires  7300  lbs, ;   while  with  four  it  has  a  65,000-  ] 
lb.  resistance  and  can  support  that  amount  of  tension. 

Wire  rope  is  spliced  in  the  same  manner  as  hemp.     The  1 
strands  are  unlaid  for  3  feet,  and  each  passed  over  one  and  under 
another  of  its  corresponding  strands  on  the  opposite  rope,  for  | 
a  like  distance;  the  free  ends  are  then  trimmed  off  close.    Short-  J 
twisted  rope  is  more  easily  spliced  than  one  of  long  twist. 

The  Head-frame  is  designed  to  withstand  the  stresses  from 
the  weight  of  the  dead  and  live  loads  on  the  rope  and  their  fric- 
tional  resistance  operating  vertically,  and  from  a  pull  of  the  engine 
along  the  inclined  rope.  The  latter  exceeds  the  former  by  an 
amount  equal  to  the  frictional  resistance  at  the  sheave  and  its 
bending  stress.  The  frictional  resistance  may  be  taken  as  one  per 
cent  of  the  gross  load  on  the  journals,  and  the  bending  stresses 
of  the  rope  may  be  determined  from  the  preceding  formulte. 
The  combination  of  these  two  forces  produces  a  resultant  operating 
in  a  direction  which  nearly  bisects  the  angle  between  the  two 
ropes.  From  these,  with  the  load,  may  be  obtained  ihe  direction 
of  the  resultant.  Its  line  should  fall  nearly  central  within  the 
base  of  the  head-frame,  when  the  latter  is  of  wood.  It  is  not  so 
essential  if  the  derrick  is  of  steel. 

The  frame  over  the  shaft  is  built  in  one  of  two  patterns.  The 
form  of  the  derrick  is  essentially  two  vertical  right-angle  triangles, 
each  upright  and  brace  being  respectively  parallel  to  the  two 
directions  of  the  rope.  The  apex  of  the  triangle  should  be  at  the 
centre  of  the  axis  of  the  sheave.  The  triangular  frames  are 
connected  in  a  transverse  direction  by  braces  and  ties.     Instead 
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of  single  sticks  for  the  uprights,  a  vertical  frame  is  built  of  four 
uprights  surrounding  the  shaft-opening  with  two  or  three  struts 
projecting  from  their  top  toward  the  hoisting-engine  and  inclined 
to  furnish  ample  base  for  the  derrick. 

In  the  other  pattern  the  four  posts  are  batired  outward  to 
afiford  an  ample  square  base  of  support  without  the  use  of  any 
additional  struts  (Fig.  80).  The  frames  may  be  built  of  wood  or 
steel,  the  latter  being  extensively  employed  in  collieries  where 
the  speed  of  hoist  is  great  (Fig.  81).  The  steel  frames  are 
built  by  construction  companies  to  order  and  are  composed 
of  the  usual  structural  shapes  in  steel. 

The  foundation  may  be  either  masonry  pillars  or  concrete, 
extending  some  distance  outside  of  the  lines  of  the  shaft.  The 
lower  base  consists  of  three  longitudinal  sills  framed  with  three 
cross-sills.  Bolted  to  the  former  are  cast-iron  shoes  to  receive 
the  uprights  and  braces.  The  base-frame  is  bolted  and  anchored 
to  heavy  timbers  buried  in  the  ground  or  in  the  concrete. 

The  Height  of  the  Derrick. — ^The  essential  requirements  of  the 
head-frame  are  stability  and  safety.  The  former  is  obtained  by 
a  broad  base  and  a  rigid  construction  of  frame;  the  latter  is 
obtained  by  its  construction  of  fire-proof  metal  and  a  height 
sufficient  to  satisfy  the  conditions  of  hoisting.  The  risk  of  fire> 
the  effect  of  weather,  the  working  of  the  joints,  and  the  difficulty 
of  securing  sound  slicks  of  requisite  length  render  the  adoption  of 
material  other  than  wood  advisable.  Height,  which  is  an  essen- 
tial feature  of  the  head-frame,  is  difficult  to  attain  without  a 
rigid  frame,  and  this  implies  steel  construction.  This  is  the 
rule  at  large  mines.  Steel  frames  are  more  desirable  and  immeas- 
urably more  rigid  than  wooden  ones.  To  withstand  injury  from 
the  continual  vibration,  pin  connections  are  more  suitable  than 
riveted  connections. 

The  height  of  the  derrick  should  be  such  as  will  furnish 
security  against  overwinding  by  providing  sufficient  margin  within 
which  the  engineer  may  stop  the  hoist.  The  greater  the  speed 
of  the  engine  the  greater  is  the  necessity  for  a  high  derrick.  The 
minimum  allowance  is  that  which  corresponds  to  the  length  of 
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two  coils  of  rope  on  the  drum  plus  the  height  of  the  cage.  The 
distance  from  the  landing  station  for  cars  to  the  sheave  would 
give  the  engineer  four  or  five  seconds  in  which  to  secure  control 
•of  his  engine.  Usually  the  derrick  is  of  a  height  twice  the  amount 
stated.     In  anthracite  regions  it  is  often  more  than  this. 

Steel  frames  in  some  instances  are  65  feet  in  height,  the  base 
•of  the  first-mentioned  type  being  about  16  feet  square  with  the 
sides  extended  for  the  braces.  Of  the  second  t)rpe  there  are 
numerous  steel  frames  with  base  of  25  to  30  feet  square,  with  a 
height  of  50  feet.  Derricks  are  frequently  extended  to  a  heigLt 
above  that  of  the  tipple  or  breaker  platform  to  permit  of  a  con- 
tinual descent  of  the  mineral  from  the  time  of  unloading  to  the  time 
of  shipment.  In  such  cases  as  these  the  head-frame  is  over  100 
feet  in  height.  Those  in  the  zinc-mining  districts  of  Missouri 
are  of  the  four-post  type,  30  feet  high,  with  suitable  braces.  Some 
in  the  anthracite  district  are  as  high  as  130  feet. 

The  hoist-frame  is  rarely  enclosed,  and  preferably  is  not 
housed  because  of  the  danger  from  fire.  A  fire  breaking  out  in 
the  building  over  a  shaft  would  be  uncontrollable  with  a  draft 
■from  below,  besides  risking  the  communication  of  the  fire  to 
timbers  of  the  shaft.  A  fire  communicated  to  the  hoist- frame 
from  below  would  endanger  the  only  means  of  exit  which  the 
men  have  from  underground. 

The  tipple  type  of  head-frame  is  built  of  bents,  suitable  for  the 
screens  and  pockets.  It  connects  with  and  extends  from  the 
head  frame  in  a  direction  opposite  to  that  of  the  back-stays.  It  is 
of  wood  or  steel  with  all  members  carefully  calculated.  The 
rhythmic  motion  set  up  by  the  vibrating  screens  must  be  pro- 
vided for,  and  the  design  varies  radically  between  one  having  a 
dump  in  the  plane  of  the  hoist- rope  and  one  in  which  the  shocks 
of  dumping  are  at  right  angles  to  that  plane. 

Slopes  require  no  high  head-frame,  for  the  line  of  track  extends 
directly  from  the  shaft  mouth  to  the  elevated  structure,  and  in 
reality  forms  the  back-stay  for  resisting  the  overturning  tendency 
of  the  structure.  This  is  the  strongest  possible  type  of  frame, 
for  the  resultant  falls  inside  of  the  base  of  the  tipple. 
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the  Sheave. — Upon  the  top  of  the  uprights  is  a  frame  which 
supports  the  sheave  on  a  short  horizontal  axle.  It  may  be  built 
directly  upon  the  braces  and  uprights  of  the  head-frame  or  upon 
the  platform  above  it.  The  dimensions  of  the  sheave  are  deter- 
mined by  the  size  of  the  rope.  It  consists  essentially  of  a  spider 
frame  canying  a  grooved  circumference  filled  with  some  material 


which  has  a  large  coefficient  of  friction,  as,  for  instance,  wooden 
blocks  on  the  end,  or  rubber.  These  latter  prevent  slip  and 
render  the  hoisting  more  secure,  as  well  as  protect  the  rope  from 
excessive  wear.  Its  hubs  are  double,  connected  to  the  rim  by 
rods  let  into  sockets.  The  entire  construction  is  made  as  light  as 
possible  consistent  with  strength,  to  reduce  the  inertia  and  avoid 
the  abrasion  that  occurs  with  a  heavy  wheel  continuing  to  revolve 
after  hoisting  has  ceased. 
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The  cost  of  the  high  steel  head-frames  of  a  mine  averages 
$32.20  per  ton  of  material,  including  the  design  and  details.  The 
erection  averages  $13.00  per  ton  when  the  connections  are  riveted. 

As  regards  the  cost  of  wooden  head-frames,  the  following  may 
afford  a  suggestion  for  average  conditions.  The  four-post  frame 
for  small  mines  of  31  feet  requires  1800  feet  of  board  measure 
and  costs  from  $100  to  $150  for  labor  and  supplies.  Larger 
frames  without  back-stays  for  the  height  of  50  feet  consume 
14,000  feet  of  lumber  and  cost  $550.  Tipple  head-frames  for 
vertical  shafts,  with  60  feet  of  height,  require  15,000  feet  of  board 
measure  and  cost  about  $800.  Slope  tipples  for  inclined  shafts, 
built  to  a  height  of  31  feet,  are  completed  for  $3300,  using  40,000 
feet  of  board  measure. 

Cage  Indicators. — Several  independent  devices  are  used  to 
indicate  the  position  of  the  cage  in  the  shaft  at  all  times  during 
its  hoist.  Automatic  indicators  are  installed  in  view  of  the 
hoisting  engineer.  An  indicator  has  a  pointer  which  moves 
around  a  dial  or  vertically  along  the  side  of  a  column,  the  dial 
or  the  column  being  graduated  to  the  depths  of  the  shaft-  or 
slope-landings.  A  string  winding  on  a  miniature  counterpart 
of  the  hoisting-drum  moves  the  index  a  distance  commensurate 
with  that  of  the  cage  and  shows  the  lattcr's  position  after  starting 
and  its  proximity  to  the  landing  station  during  the  hoist.  The 
approach  of  the  cage  is  also  indicated  by  an  electric  communi- 
cation automatically  established  by  the  cage  in  its  ascent.  In 
this  arrangement  the  cage  makes  an  electric  connection  as  it 
passes  a  given  point  in  the  shaft  below  the  point  of  landing, 
which  is  signalled  to  the  engineer.  A  second  notice  is  given  in 
a  similar  manner  when  the  cage  is  just  about  to  reach  the  land- 
ing. This  notification  is  independent  of  the  automatic  devices 
for  the  guidance  of  the  engineer  in  braking  the  engine.  In  addi- 
tion to  these  means,  the  brakeman  or  landing-man  at  the  head 
of  the  shaft  having  charge  of  the  cars  may  signal  the  engineer 
as  the  cage  approaches  the  top  and  furnish  another  control, 
which,  being  sentient,  is  always  to  be  preferred  to  any  mechanical 
device,  no  matter  how  perfect. 
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Signalling. — ^The  communication  between  the  employees  below 
and  the  engineer  above  may  be  had  by  the  use  of  a  wire  with  a 
bell  or  some  electric  annunciator,  or  by  a  speaking-tube  or  tele- 
phone. Whatever  may  be  the  means  employed,  it  is  essential 
that  it  should  be  quick  and  accurate,  presenting  no  opportunity 
for  mistakes.  The  early  clumsy  arrangements  depending  upon 
the  signal  of  the  gong,  bell,  or  triangle  which  is  struck  by  a  lever, 
operated  from  below  by  a  rope  or  wire,  are  untrustworthy.  The 
pull  on  the  rope  may  be  too  light  to  strike  the  blow,  or  more  strokes 
may  be  rung  up  than  are  intended,  and  there  is  no  means  of  making 
a  correction  before  the  engineer  will  have  proceeded  to  answer 
the  call.  Accident  may  then  ensue.  The  annunciator  is  another 
method  which  is  quick  and  convenient  for  signalling  to  the  engineer 
or  between  stations,  but  its  scope  is  limited  to  a  very  small  set 
of  signals.  Unquestionably  electricity  offers  the  best  means 
of  signalling  between  stations  in  dry  shafts.  One  wire  or  a  couple 
of  wires  may  be  placed  within  easy  reach  of  those  in  the  cage, 
furnishing  a  means  for  its  occupants  to  signal  to  the  surface 
or  elsewhere  while  in  motion.  Such  wares  would  also  be 
convenient  for  those  engaged  in  examining  or  repairing  the 
shaft,  being  connected  to  electric  gongs  located  at  each  landing- 
station. 

A  uniform  code  of  signals  among  mining  men  is  an  eminently 
desirable  feature.  A  hoisting  engineer  at  a  new  mine  may  err 
with  serious  results  by  an  interpretation  of  a  signal  which  else- 
where represents  some  other  operation. 

The  Telephone. — ^There  need  be  no  argument  to  convince 
the  reader  of  the  advantages  of  the  speaking-tube  or  telephone. 
This  safe  natural  means  is  largely  employed.  It  is  rapidly  sup- 
planting the  electro-mechanical  gongs.  The  expense  of  laying 
out  a  mine  telephone  system  is  generally  much  less  than  that 
of  a  surface  system,  since  in  most  cases  the  wires  can  be  sup- 
ported by  means  of  porcelain  or  glass  insulators,  either  from 
the  roof  or  from  any  timl^er  which  is  used  on  the  sides  of  the 
road.  Their  greater  expense  is  overbalanced  by  the  great 
saving  in  time,  and  their  efficiency  in  case  of  accident.    For 
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deep  shafts,  telephones  are  almost  imperative;    in  fact,  mining 
legislation  in  some  Stales  compels  their  use. 

Bridging  telephones,  Fig.  82,  connected  to  the  metallic  sig- 
nal-line, used  in  connection  with  rope  haulage,  reduce  the  cost 
of  installation  to  that  of  first  cost  of  the  telephones  and  the  nomi- 
nal cost  of  conncclinj^  up.     For  insulation,  rubber-covered  wix^^^H 

*  fti  J 

Fig.  82.— a  Mine  Telepihone.  ^^^H 

will  serve  generally  in  localities  where  moisture  or  contact  wlf^^^^ 
timber  might  cause  an  interruption   of  ser\'ice.      When  an  in- 
stallation of  mine  telephones  will  warrant  the  extra  cost,   lead- 
covered  caljles  should  be  employed. 

Means  of  Increasing  the  Safety  of  Ascent  and  Descent  into 
the  Mines. — The  necessity  for  the  introfluction  of  safety  appliances 
of  this  kind  needs  no  argument  when  one  considers  that  the  engi- 
neer, from  a  point  somewhat  remote  from  tJie  elevator,  is  raising 
the  latter,  at  an  hourly  rate  of  speed  reaching  30  miles,  and  the 
load,  whose  weight  may  be  nearly  one  fourth  of  the  strength  of 
the  rope.  This  is  to  be  landed  promptly,  accurately,  and  without 
shock  at  the  precise  point.  In  this  work,  which  is  repeated  scores 
of  times  each  hour  and  with  an  engine  of  several  hundred  horse- 
power, with  no  guide  except  the  index  moving  about  a  small  circle, 
any  defect  in  the  operation  of  the  indicator,  or  any  momentary 
distraction  of  the  engineer's  attention,  may  result  disastrously 
and  the  engine  raise  the  cage  a  few  feet  beyond  the  point  in- 
tended, and  indeed  may  raise  it  over  the  sheave  at  the  top  of 
the  frame.  Again,  some  defect  in  the  operation  of  the  throttle 
or  of  the  brake  may  prevent  the  engineer  from  bringing  the  engine 
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to  rest  as  promptly  as  desired,  and  one  revolution  or  two,  which 
may  wind  30  to  50  feet  of  rope,  may  bring  the  cage  to  the  danger 
Umit.  Recalling  that  these  operations  are  performed  50,000 
times  per  year,  the  mental  strain  and  the  anxiety  of  the  engineei 
where  no  overwinding  device  is  provided  is  unquestionably 
serious.  Again,  coal  and  men  are  hauled  on  the  same  vehicle; 
and  if  no  proper  method  of  signalling  exists,  the  engineer  may 
hoist  the  latter  at  the  speed  and  to  the  place  of  dumping  the 
former. 

Though  the  number  of  accidents  arising  from  overwinding 
is  small,  nevertheless  it  is  sufficient  in  amount  to  warrant  the 
introduction  of  some  device.  There  are  two  general  classes  of 
these.  The  first  type  is  an  ample  detaching-hook,  and  the  second 
an  automatic  control  for  the  engine. 

Detaching-hooks. — Safety  contrivances  are  installed  at  the 
head-frame  for  preventing  a  cage  from  falling  when  severed 
from  the  rope  through  overwinding.  Their  design  contem- 
plates the  release  of  a  link  between  the  rope  and  its  cage,  and 
the  simultaneous  action  of  some  support  which  takes  hold  of  a 
portion  of  the  framework  of  the  headgear.  These  give  eflFective 
service  and  are  employed  very  extensively  in  Europe,  but  to  a 
lesser  extent  in  America. 

Ormerod's  hook  is  one  of  the  best  of  these  safety  links.  The 
apparatus  when  in  ordinary  use,  as  in  2,  Fig.  84,  is  wider  at  the 
bottom  than  at  the  top.  When  overwinding  occurs  the  link  is 
drawn  into  the  bell-mouthed  cylinder  just  below  the  sheave. 
This  lower  part  comes  into  contact  with  the  cylinder,  thereby 
closing  the  bottom  part  of  he  link  and  expanding  the  top  pan. 
Its  projections  catch  over  the  top  of  the  cylinder,  while  at  the 
same  time  the  rope  shackle  A  is  forced  out  of  its  seat,  thus  being 
allowed  to  go  free;  the  bottom  shackle,  5,  drops  into  a  slot  and 
locks  the  link  firmly  in  its  position.  The  cage,  being  suspended 
from  the  chain,  cannot  fall  back.  To  prevent  the  possibility  of 
the  link  becoming  disarranged  in  ordinary  work,  a  small  pin  is 
inserted  centrally  through  the  plates,  which  pin  is  sheared  off  as 
the  apparatus  passes  into  the  cylinder. 
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Middleton's  hook,  3,  Ftg.  84,  operates  on  the  same  principle. 

King's  hook,  one  fonn  of  detaching-hook,  is  illustrated  in 
Fig.  83.  It  consists  of  two  outside  plates,  enclosing  two  inner 
ones,  capable  of  osdllating  about  a  strong  pin  which  passes 
through  the   series.    When  hoisting  has  readied  the  danger- 


King's  Delaching-hook. 


point,  the  wings  on  the  sides  of  the  latter  pair  strike  the  plates, 
the  jaws  permitting  the  rope  to  be  hoisted  over  the  sheave  and 
the  cage  to  fall.  At  the  same  time,  howe\cr,  the  projecting 
wings  on  ihe  hook  catch  on  the  protruding  edges  of  the  platform 
and  hold  the  cage. 

Walker's  safety  attaching-hook,  4,  Fig.  84,  has  a  loop  which 
encircles  the  hook  and  is  bound  by  it  to  t^vo  copper  rivets.  These 
are  sheaved  when  the  hook  is  down.  The  Jaws  then  open  and 
release  the  rope,  locking  the  suspension  jaws  on  the  disengaging- 
plate  and  holding  the  cage. 

Engine  Controllers. — ^This  class  is  a  more  or  less  flexible  con- 
nection between  the  shaft  and  the  engine  by  which  the  cage 
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antomaticalljr  dnils  off  the  supf^  of  steam  or  applies  tbe  bnke 
when  it  leadies  a  certain  point. 

The  Visor,  5,  ¥1%.  84,  consists  <rf  a  governor  soitaUjr  driven 
bjr  a  crank-shaft,  wfakh,  if  the  speed  of  the  engine  exceeds  a  cer- 
tain point  at  the  end  of  the  hoist,  applies  the  foot-brake  throng 
a  combination  <rf  levers,  and  closes  the  steam-vahre. 

BocketB — ^KHMes. — ^The  simplest  conveniences  for  mineral 
hoist  are  employed  during  sinking  and  during  the  mining  opera- 
tions of  smaU  mines.  These  are  sheet-steel  tubs,  or  buckets, 
fitted  at  the  top  with  a  bale  of  round  iron  and  at  the  bottom  with 
a  small  ring.  The  bale  is  hooked  into  eyes  opening  into  a  strap 
which  is  bolted  to  the  sides  and  under  the  bottom  of  the  tubs. 
The  aiap-hook  (Fig.  85)  on  the  hoisting-rope  catdies  into  the 
ring  of  the  bale.    >\lien,  however,  buckets  are  to  be  frequently 


Fic.  85. — Snap-hook.  Ftg.  86. — Serpentine  Hook. 

detached  from  the  rope,  serpentine  hooks  (Fig.  86)  are  used 
instead.  They  are  plain  cylinders  of  sheet  steel  or  boiler-iron, 
i8  to  33  inches  in  diameter,  30  to  54  inches  deep,  having 
a  capacity  of  600  to  3000  lbs.,  and  a  weight  of  about  one 
quarter  of  their  contents.  Frequently  they  are  bellied  and  used 
in  slopes  on  skids.  The  buckets  are  loaded  from  chutes  at  the 
mill-holes  in  the  mine  (Fig.  87),  and  transported  on  the  trucks 
to  the  shaft  and  raised  to  the  surface. 

The  dumping  of  the  bucket  at  the  surface  may  be  accom- 
plished in  one  of  two  ways.  It  may  be  lowered  upon  a  truck 
and  removed  from  the  hoist-rope  and  taken  to  the  point  of  empty- 
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ing,  meanwhile  being  replaced  by  an  empty  bucket  which  is 
lowered  below.  On  the  other  hand,  the  bucket  maybe  emptied 
at  the  surface  without  removal  from  the  rope.  In  the  becket 
and  high  under  the  bucket  the  shaftman  inserts  the  hook  of  a 
short  length  of  stationary  chain     The  tub  with  its  hoisl-rope  is 


FlG.  87. — Loading-gate  for  Buckets  and  Cars. 


then  lowered  and  inverted,  its  contents  being  emptied  upon  a 
grating  at  the  side  of  the  shaft  or  into  a  car  which  is  run  over 
the  landing-doors  which  have  been  lowered  across  the  shaft.  In 
Fig.  89  is  another  device,  not  so  safe,  in  which  [he  bale  is  pivoted 
a  little  below  the  centre  of  gravity  of  the  bucket,  and  is  held  in 
position  by  a  loose  ring  on  the  bale,  slipping  over  the  pin  at  the 
upper  rim  of  the  bucket.  To  dump,  the  brakeman  merely  raises 
the  ring  and  allows  the  bucket  to  reverse.  It  is  easily  righted 
and  again  fastened. 

Aside  from  objection  to  hoisting  of  buckets  on  account  of  its 
low  speed  and  insecurity,  there  is  a  more  important  one  in  metal- 
mines,  namely,  the  production  of  considerable  powdertid  mate- 
rial. This  soft  product,  though  it  may  reach  the  surface,  prob- 
ably never  reaches  the  smelter  and,  whatever  its  value,  is  lost. 
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As  the  scrfter  minerals  axe  also  the  richer,  one  can  leadihr  see 
the  necessity  for  avoiding  too  much  handling  of  the  mineiaL 
In  addition  to  this  is  the  risk  of  coUisioos,  unless  each  tub  has 


Figs.  88  and  8q. — Mine  Buckets, 


it«i  OW71  hoist  compartment  ^^'ith  smooth-lined  guides, 
fclides  fjermit  of  more  rapid  hoisting,  but  the  damage  and 
arridents  arising  from  contact  with  buckets  when  the  end 
oi  a   plank   protrudes  make   the   risk  and  cost   quite  consider- 

ablf:. 

Shaft-guides. — To  facilitate  rapid  hoisting,  the  shafts  are 
fitted  with  conductors  or  guides,  along  which  the  conveyances 
move.  With  a  bucket-hoist  on  the  slopes  the  floor  is  planked 
with  4- inch  wrxnlen  guides  spiked  on  either  side  of  a  runway, 
Ixtv/ff-n  v/hirh  the  bucket  may  slide  in  its  passage.  The  ends 
arc  finishcfl  S4')  that  they  will  not  easily  loosen  and  cause 
h((\(\cn{.  F^xfx-riments  with  steel  rails  for  guides  have  proved 
them  far  Ux)  noisv  for  comfort. 
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When  a  bucket  is  hoisted  in  a  shaft  it  swings  freely,  but  is 
guided  by  two  or  four  ropes  stretched  from  top  to  bottom;  these 
pass  through  holes  at  the  ends  of  two  or  four  arms  which  make  a 
horizontal  frame.    This  frame  rests  freely  above  the  shackles  of 


the  hoist-rope  and  keeps  the  bucket  in  a  central  position  during 
all  times  of  the  hoist.  Cages  are  guided  by  two  4-inch  timber 
strips  which  are  bolted  to  the  buntons,  or  cross-pieces,  fixed 
across  the  pit.    These  are  securely  wedged  against  the  rock,  or 
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are  framed  into  the  timbering  of  the  shaft.    One  guide  on  eadi 
of  the  two  sides  is  sufficient  for  a  cage  compartment. 

Skips,  or  GunboatSy  are  conmionly  seen  in  the  inclined  shafts 
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Fig.  91. 


Fig.  92. 


for  hoisting  purposes.    They  consist  of  an  iron  box  weighing 
from  900  to  1500  lbs.  set  on  four  wheels  held  by  bolts  riveted 
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at  the  sides;  the  front  view  is  rectangular,  but  the  side  view  is 
trapezoidal  (Fig.  90).  The  inclined  end  is  uppermost  with  auto- 
matic dumpers,  while  in  those  discharging  by  doer  it  is  below* 
The  hoist-rope  is  attached  to  the  bale,  which  rotates  on  a  pin 
passing  through  the  side  of  the  skip,  often  back  of  the  centre 
of  gravity,  so  as  to  dump  automatically.  The  charge  of  one 
or  two  car-loads  is  shovelled  or  chuted  into  the  skip,  which  emp. 
ties  at  the  surface  into  a  bin  or  on  grizzly.  In  one  variety  the 
contents  are  discharged  by  the  mouth  at  which  it  is  loaded,  while 
the  other  form  has  a  swinging  door  opening  at  the  upper  side. 
A  vertical  safety  skip  is  shown  in  Figs.  91  and  92. 

The  automatic  dump  is  simple ;  the  rear  or  lower  wheels  are 
of  wider  face  than  the  fore  wheels.  As  the  dumping-plat  is 
reached,  the  guide-rails  on  which  the  wheels  have  been  travel- 
ling gradually  bend  to  horizontality,  and  these  the  front  wheels 
foUow.  As  the  hoisting  continues,  the  wider  rear  wheels  catch 
and  roll  on  a  pair  of  outer  guides,  and  continue  up  the  slope. 
By  this  means  the  lower  end  is  elevated  and  the  skip  emptied. 

The  brake  is  generally  a  drag,  consisting  of  a  bar  about  4  feet 
long,  trailing  on  the  floor,  and  only  catching  if  the  skip  breaks 
away  on  its  up-trip.  Often  the  wheels  are  confined  between  two 
guides  on  each  side,  as,  for  instance,  where  the  direction  of  the 
slope  changes.  The  sole  objection  to  these  skips  is  the  double 
and  treble  handling  involved.  The  car  from  the  mill-hole  empties 
into  the  chute,  whence  the  skip  is  loaded,  and  at  the  surface 
the  reverse  operation  takes  place. 

The  Slope-carriage  dispenses  with  two  handlings,  taking  the 
car  at  once  to  the  surface.  This  is  simply  a  double  triangular 
frame,  large  enough  to  accommodate  a  car  with  two  rails  on 
its  horizontal  top,  and  two  wheels  on  each  hypothenuse.  A 
hook  or  lock  holds  the  car  while  riding.  For  convenience  the 
loading  and  unloading  gani^ways  are  not  on  the  same  level, 
the  track  for  "empties"  being  6  feet  higher  than  the  "full" 
track.  If  the  seam  is  too  thin  to  allow  of  this,  each  track  has 
a  curved  roadway  connection  with  the  gangway. 

The  head-room  required  for  the  slope  having  this  means  of 
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haulage  implies  large  area  and  extensive  Umbering,  particularly 
as  a  double  trackway  is  necessary  if  the  output  is  considerable. 
There  is  not  much  necessity  for  a  carriage,  except  in  slopes  over 
60°. 

The  Cage. — The  cage  is  essentially  a  wrought-iron  or  steel 
platform  for  the  cars  traversing  the  pit.    It  is  also  the  usual 


Flc  93. — A  Safety  Cage  wiih  Keeps. 


means  of  transport  for  the  workmen  and  all  other  materials 
between  the  surface  and  the  different  landing-stages  in  the  shaft. 
The  pit  timber,  workmen,  tools,  fodder  and  water  for  the  horses, 
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and  frequently  the  horses  themselves,  are  lowered  by  means  of  the 
cage.  Its  form  is  governed  by  the  shape  of  the  compartment  of  the 
shaft  in  which  it  runs,  and  its  size  by  the  number  of  cars.  Some 
cages  are  fitted  with  two  platforms  or  decks.  On  each  deck  are 
rails  for  one  or  two  cars,  and  so  placed  as  to  allow  of  those  on  the 
•cage  being  displaced  by  others  to  be  hoisted  or  lowered.  The 
platform  is  held  on  the  sides  next  to  the  guides  by  two  stout  iron 
frames  united  at  the  top  by  a  cross-bar  to  which  the  hoist-rope 
is  attached  (Fig.  93).  Two  iron  ears  at  the  top  and  bottom  on 
•€ach  side  confine  the  cage  to  the  guides.  An  iron  roof  or  bonnet 
over  the  cross-bar  shields  the  passengers  from  falling  rocks. 

Some  cages  are  also  provided  with  extra  covers,  either  fixed 
or  adjustable,  above  the  tops  of  the  cages,  to  protect  the  men  while 
•exanrining  or  repairing  the  shaft. 

An  automatic  device  controlling  the  delivery  of  the  cars  in 
.and  out  of  the  cage  is  illustrated  in  11,  Fig.  84.  It  serves  for 
the  intermittent  delivery  of  cars  without  an  attendant. 

Securing  the  Cars  on  the  Cage. — There  are  various  modes  of 
Jceeping  the  car  secure  in  the  cage  during  its  ascent  or  descent. 
One  of  these  is  a  ** false  bottom'*  in  the  cage,  which  sinks  an 
inch  or  two  below  the  other  and  outer  portions  of  the  deck,  but 
is  lifted  when  the  cage  is  at  a  landing-station.  The  deck  floor 
is  then  on  one  level,  allowing  the  tub  to  be  changed. 

Another  device  is  a  bar  running  across  the  cage,  and  at  either 
•end  is  placed  a  short  Wer,  which  turns  down  or  up  on  being 
pushed;  when  down  it  covers  the  ends  of  the  tubs  and  prevents 
their  moving;  when  up  it  allows  them  to  be  changed.  Some- 
times a  latch-lock  on  the  floor  secures  the  cars  in  place. 

Multiple-deck  Cages. — Single-deck  cages  are  almost  exclu- 
sively used  in  America,  and  are  sufficient  except  for  narrow,  deep 
shafts,  when  heavier  loads  are  necessary  for  large  output.  Then 
cages  with  two  or  more  platforms  are  used.  The  landing-stages 
are  arranged  in  the  same  number  of  tiers,  from  and  upon  which 
cars  are  simultaneously  run,  without  moving  the  cage.  With 
-ample  facilities  for  "decking"  the  cars,  the  saving  in  the  trip- 
lime,  per  car,  increases  the  capacity  of  the  plant.     The  necessarily 
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complicated  underground  stations  are  an  objection  to  multiple* 
deck  cages.  The  double-platform 
carcage  is  relati\'ely  lighter  than 
the  single-deck  two-car  cage. 

For  inclines  of  unifonn  slope, 
as  well  as  for  vertical  shafts,  cages 
may  be  had,  the  platform  being 
hung  on  an  adjustable  lever;  but 
the  slope  carriage  would  be  better. 

Safety  Clutches. — Various  con- 
trivances are  proposed  for  guarding 
against  accidents  resulting  from  the 
breaking  of  the  rope.  The  sudden 
starting  and  stopping  of  the  hoist 
produces  a  shock  which  strains  the 
cable  more  severely  than  does  the 
mere  weight.  Without  care  in  hoist- 
ing and  rigid  timbering  the  rope 
cannot  be  insured  against  the  jerks. 
To  avoid  the  accident  sure  to  follow, 
some  form  of  safety  appliance  must 
be  thrown  into  action,  to  arrest  the 
fall  of  the  cage  or  skip.  The  safety 
catches  differ  in  design  and  effi- 
ciency, but  depend  generally  upon 
a  spring,  so  held  between  the  rope 
and  the  cage  as  to  be  compressed, 
while  the  weight  of  the  cage  strains 
the  rope,  but  acts  on  a  clutch  that 
grasps  the  guides  and  stops  the 
fall,  if  relaxed  by  rupture  of  the 
rope  or  otherwise.  The  clutch  is 
cither  a  pair  of  sharp-pointed  steel 
Ie\*ers,  which  are  thrust  outward 
into  the  timbers,  or  a  serrated 
cam,  the  m'dcr  part  of  which  will 
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Fig.  94-— a  Double-deck  Cage. 
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be  turned  against  the  guides  and  clutch  them  on  either  side 
<Fig.  93).  The  heavier  the  weight  the  stronger  will  be  the 
grip  after  they  have  once  taken  hold. 

In  Callow's  attachment,  13,  Fig.  84,  a  heavy  weighted  lever 
on  top  of  the  cage,  held  up  by  a  spring  only  so  long  as  the  rope  is 
intact,  is  set  into  action  and  engages  the  clutches  upon  the  guides 
ivhen  the  rope  breaks.    Many  a  life  has  been  saved  by  them, 
"but  in  many  instances  also  they  have  failed  to  operate.    A  momen- 
tary check,  or  any  sudden  change  in  the  speed,  often  unnecessarily 
throws  them  into  action.     On  the  other  hand,  they  are  rarely, 
if  ever,  in  order  when  the  emergency  arises,  or  the  guides  are  so 
^et  and  dirty  that  the  clutches  fail  to  catch,  if  the  momentum  of 
the  falling  cage  is  great;  besides,  they  are  costly  and  troublesome. 
Though  useful  adjuncts,  which  the  law  requires,  yet  it  is  not  sur- 
prising that  the  distrust  of  them  is  strong;  they  give  rise  to  other 
and  more  serious  causes  of  alarm.   The  tendency  following  their  use 
is  to  rely  upon  them  solely  and  to  neglect  the  rope.     Others  deem 
them  of  no  value  and  treat  them  accordingly.     Fortunately,  the 
rope  more  often  breaks  at  the  moment  of  starting  at  the  bottom 
than  at  any  other  time,  and  the  point  of  rupture  is  where  the 
rope  enters  the  socket.     If,  however,  the  rope  snaps  as  it  turns  the 
sheave — and  this  is  of  common  occurrence — there  is  nothing  to 
prevent  the  inevitable  and   frightful  calamity  that  follows — the 
entire  length  of  the  rope  falls  and  crushes  cage  and  contents.     A 
simple  appliance  might  be  introduced  at  the  top  to  grasp  the  rope. 
Landing-doors  at  Shaft  Stations. — The  landing  of  the  buckets 
is  effected  on  a  hinged  door,  of  double  2-inch  planks,  lined  on  top 
with  iron.    This  is  swung  against  the  far  side  of  the  compartment, 
closes  it  completely,  and  standing  as  it  does  at  45°,  the  bucket 
slides  into  the  drift.     When  not  in  use  it  is  hooked  upright,  closing 
the  mouth  of  the  drift  and  leaving  the  hoistway  clear.     That 
miners  may  go  from  one  drift  to  the  opposite,  an  escapement 
roadway  is  provided  around  the  shaft  in  the  rock.     At  the  mouth 
of  the  shaft  are  two  hea\^'  doors,  opened  for  or  by  the  rising 
bucket   and  closed  at  all  other  times.     These  are  convenient, 
and  prevent  accidents  arising  from  stones  dropping  down  the 
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shaft,  especially  while  dumping  the  bucket.  A  similar  arrangement 
in  slopes — a  movable  drawbridge,  lowered  at  pleasure — receives 
the  car  for  attachment  to,  or  after  detachment  from,  the  rope,  and 
closes  the  gangway  when  the  car  is  above  the  plat. 

Cage-chairs. — ^At  the  surface  and  at  every  landing-station  the 
cage  is  supported  upon  chairs,  known  also  as  "keeps,"  "fans,"  or 
"shuts.'*  They  are  counterbalanced  levers  (Fig.  93),  which  pro- 
ject into  the  shaft,  giving  way  for  the  ascent  of  the  cage,  and 
immediately  resume  their  position  after  the  cage  passes  them. 
The  latter  rests  upon  them  during  loading.  To  lower  the  cage 
an  attendant  raises  them  out  of  the  way  while  the  cage  is  being 
lifted  off. 

With  double-decked  cages  the  top  deck  of  the  cage  at  the 
shaft  bottom  rests  on  keeps,  while  the  bottom  of  the  other  cage 
stands  on  similar  supports.  When  the  cars  have  been  changed 
a  signal  is  given,  the  cages  are  lifted,  while  the  attendant  at  the 
surface  pulls  them  clear  of  the  shaft  until  the  bottom  deck  has 
been  lowered  below  them.  Releasing  the  handle  thrusts  them 
into  the  shaft  to  hold  the  cage  at  its  top  deck. 

Those  at  the  shaft  bottom  are  necessarily  handled  differently. 
As  the  loaded  cage  leaves  the  shaft  bottom  the  attendant  there 
pulls  the  handle  of  the  keeps  back  and  secures  it,  thus  preventing 
them  from  protruding  into  the  pit.  Holding  the  lever  working 
the  keeps,  when  the  lower  deck  of  the  cage  has  passed  below 
their  level,  he  allows  them  to  spring  out  to  the  support  of  the  top 
deck.  The  car  is  then  changed,  while  the  lower  deck  of  the 
other  cage  is  being  changed  at  the  surface.  The  keep-handle 
will  not  require  further  attention  from  the  attendant  below  until 
the  cage  has  left  for  the  surface,  when  he  secures  the  handle  back 
in  its  place. 

Stauss's  patent  keeps,  shown  in  15,  Fig.  84,  have  been  de- 
signed to  lower  the  cage  into  the  pit  without  a  previous  lift.  They 
arc  fixed  on  wooden  spring  cantilevers,  to  take  the  shock  of  the 
cage  when  it  is  lowered  on  them.  At  16,  Fig.  84,  is  the  end  view 
of  another  style  of  lowering-kccp.  These  reduce  the  wear  and 
tear  of  the  winding  ropes  and  engines.    The  cage  can  be  low- 
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ered  immediately  without  the  lifting  jerks,  which  are  so  grea  at 
cause  of  deterioration  of  ropes  and  engines.  When  these  keeps 
are  used  the  winding  rope  must  of  course  be  carefully  adjusted 
in  length  so  that  the  cage  does  not  fall  after  drawing  back  the 
keeps.  The  sinking  of  the  cage  should  not  amount  to  more 
than  the  slack  of  the  rope  when  unloaded.  The  length  of  the 
rope  can  easily  be  adjusted  by  means  of  cage-adjusting  hangers, 
which  are  essentially  of  the  tumbuckle  type 

Self-dumping  Cages. — ^The  self-dumping  cage  (Fig.  95)  is  a 
bucket  supported  below  the  cage,  whose  floor  is  divided  and 
hung  at  the  sides  like  two  doors.  Below  it  is  loaded  from  cars, 
and  at  the  surface  it  is  dumped  very  easily.    Unless  the  coal  is 


to  be  coked,  tender  coal  cannot  be  treated  in  this  way.  Where 
all  the  coal  is  to  be  coked,  or  at  a  small  mine  marketing  its  coal, 
self-dumping  cages  arc  used,  only  one  man  being  required  for 
the  work.  The  capacity  of  a  pair  of  Ihcm  is  limited  to  1000  tons 
of  run-of-mine  coal  if  screened  over  one  set  of  bars. 

Ifine-cars.  —  The  dimensions  of  cars  arc  reduced  to  a  mini- 
mum commensurate  with  the  size  of  the  haulage-way,  and  they 
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must  be  lai^e  for  purposes  of  economy.  To  obtain  the  highest 
efficiency  they  are  made  as  large  as  the  natural  conditions  of 
grade  in  the  haulage-ways  will  allow.  Their  weight  is  reduced 
to  a  minimum  in  order  to  economize  on  haulage-power.  Indeed, 
the  amount  of  power  a^'ailablc  determines  their  ma.'^imum  allow- 
able gross  weight  and  grades  suitable  for  the  haulage-ways. 

In  small  mines  where  man-power  is  employed  for  tramming, 
the  limit  of  weight  and  size  is  fixed  by  the  inclination  of  the  return 
track;  so,  too,  in  buggy-rooms  the  weight  and  capacity  of  the 
car  depends  upon  the  power  there  employed.     These  t 


therefore,    limited    lo   small    dimensions.      Coal-cars   are   mm 
larger  and  heavier  when  mechanical  systems  of  haulage  can  I 
utilized.    If  the  conditions  permit  automatic  deliven'  of  the  ( 
from  the  face  to  the  locomotive  or  the  haulage-way,  their  weight 
is  that  which  the  mule  or  horse  can  conveniently  return  { 
to  ihe  face.     Evidently  the  car  should  be  as  light  as  is 
patible  with  its  strength.     Its  weight  is  about  one  half  that  of  its 
contents.     In    metal-mines  the  proportion  is  somewhat  j 
The  car  weighs  from  600  lbs.  to  1500  lbs     Some  coal-cars  t 
as  much  as  lao  cu.  ft.  of  mineral,  but  the  capacity  of  those  ia  1 
metal-mines  is  less  than  30  cu.  ft.    For  strength,  compactness,  j 
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szkd  tig!iiiig»i*>  dxct-sted  car-bodies  aie  used  ^diere  the  minczal  is 


bard,  2£  in  ixxtaDiinoQS  mines.    Odbcrviae  a  voodcn  facs  is 
jiamL    If  list  nnseial  is  faeaTj  but  sc^  it  is  neccssarr  to  anploy 
a  ^xacc-sSed  bcadDg  in  pfefexenoe  to  vxxxl 

The  vidlh  of  the  cus  depends  upon  the  gai^  axid  its  srt. 
Tbe  bwfies  resdng  od  the  axles  axe  prefenrd,  but  maj  not  be 
adraisiagEoas  bcca^ast  d  the  wide  gaugr  of  track.  On  the  other 
faazkd,  viih  a  sarnnr-gauge  track  azxl  given  capacitr  the  car- 
bodr  is  eleraled  and  its  centre  of  giavitr  too  high-  A  oompio- 
k  frHpentlr  taken  bv  irhidi  a  krr  nide  car  of  great  capac- 


ITT  mar  be  raised  on  a  narronr  track.  In  this  case  the  axles  are 
elboved  for  laige  vheek  and  the  car-boch*  is  set  down  on  them, 
but  is  widened  abore  the  wheels  to  full  width  of  the  track.  Their 
width  must  proride  ample  clearance  for  passing  men  in  the  haul- 
age,  and  their  lei^th  allow  for  space  in  the  cage  mmpartment. 
The  length  is  limited  bv  sharpness  (rf  the  curves.  In  the  ooDiefies 
the  maxinmm  is  9  feet,  and  in  metal-mines  it  is  not  oi^er  6  fioet. 

Their  hei^t  depends  iqxxi  the  conditions  of  kadii^.  In 
metallifercius  mines  the  cars  run  onhr  in  main  hauhia3rs,  and  are 
filled  from  chutes,  provided  with  a  spout  and  gate,  easihr  manip- 
ulated at  the  bottom;  if  also  hoisted  on  a  cage,  their  he^t  is  a 
matter  of  indifference.  When  the  seam  is  thick  and  flat  and  the 
roof  good,  they  are  carried  to  the  face  of  the  work,  in  which  case 
iher  are  filled  by  hand.  If  so,  or  if  raised  on  carriage,  the  diffi- 
culties and  expense  are  greater  with  a  high  car  To  shovel  one 
ton  into  a  3-foot  car  requires  over  7300  ft  .-lbs.;  into  a  car  4  feet 
high,  9500.  The  average  man  can  exert  a  continuous  shovelling 
effect  of  28,100  ft.-Ibs.  per  hour.  .Allowing  for  the  wei^t  of  the 
shovel,  delays,  throwing  the  mineral  forward,  a  sho>Tller  may 
load  aVxjut  20  and  14  tons,  respeaively.  in  the  cars  per  shifL 
Even  for  a  medium  output  the  economy  15  manifest.  In  metal- 
liferrrdb  mines  a  low  car  k  used,  but  in  collieries  heights  of  4  feet 
9  inches  and  over  are  common.  For  stability,  too,  a  bw  car  is 
de-irable. 

Car  Details. — The  steel  cars  are  purchased  of  the  manu- 
f:ic:urers  and  may  be  had  to  order  of  any  size  and  design  for  the 
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given  requirements.  They  arc  of  steel  plate  \  inch  thick,  with 
their  sides  and  back  end  in  one  piece.  The  bottom  plate  is 
fastened  to  the  sides  by  iron  angle-arms.  The  standard  coal- 
cars  are  of  the  shape,  size,  and  dets^ils  as  shown  in  Figs.  96  to  loo* 

The  metal  cars  are  supported  on  one  four-wheeled  truck* 
The  wooden  cars,  on  two  trucks,  are  almost  all  of  them  arranged 
with  a  swing-door  at  the  end  and  provided  with  a  trip-catch  for 
a  quick  release.  It  is  rare  for  companies  to  make  their  own 
cars,  though  all  make  their  own  repairs. 

The  Wheels  are  as  large  as  circumstances  will  permit  (the 
larger  the  wheels  and  the  smaller  the  axles,  the  less  is  the  fric- 
tion). The  wheels  may  revolve  loosely  on  the  round  or  the 
square  axle,  or  they  may  be  fixed  to  the  axle  and  revolve  with 
it.  Some  are  capped  with  a  recess  in  the  hub,  to  receive  the 
collar  on  the  axle,  and  thus  prevent  admission  of  grit  (Fig.  100). 
They  may  be  "inside"  (below)  or  "outside"  (beyond)  the 
body  of  the  car.  As  to  the  relative  merits  of  the  inside  and  out- 
side, or  loose,  wheels,  it  must  be  admitted  that  engineers  are 
not  unanimous,  though  the  former  have  the  larger  number  of  ad- 
herents. Outside  wheels  are  more  easily  oiled,  are  cheaper,  and 
admit  of  the  body  of  the  car  being  set  lower  down;  they  do  not 
run  as  smooth  or  last  as  long  as  those  fixed  under  the  body  of 
the  car.  Loose- wheel  cars  may  be  better  for  short  roads  with 
sharp  curves,  but  they  are  harder  to  pull.  With  fixed  wheels,  one 
of  the  mutually  dependent  wheels,  in  travelling  about  curves,  must 
slide.  For  this  reason,  and  because  they  are  easily  lubricated,  loose 
wheels,  or  cone-fixed  wheels,  are  preferred  by  many.  A  great 
many  mines  have  abandoned  loose  wheels  after  careful  triah 
At  the  Drifton  anthracite  mine  a  compromise  is  eflfected  by 
using  a  pair  of  fixed  and  a  pair  of  loose  wheels. 

The  coal-car  wheels  are  of  cast  iron,  between  \6  and  18 
inches  diameter,  and  those  of  ore-cars  about  one  half  that  and 
solid.     The  former  have  hub  and  arms  to  allow  of  "spragging." 

The  wheel-base  of  the  car-trucks  is  a  trifle  greater  in  length 
than  the  width  of  the  track.  Its  width  is  |  inch  less  than  the 
track  gauge. 
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The  life  of  a  car  depends  upon  conditions  too  numerous  to 
detail  here,  but  it  may  be  given  as  averaging  three  years  in  coal- 
mines and  a  trifle  longer  in  metal-mines.  They  all  grow  larger 
with  age.  The  wooden  cars  become  loose  and  swell;  the  iron 
ones  are  quickly  battered  out  of  shape. 

Brakes  are  provided  on  all  coal-cars  which  go  to  the  face  of 
the  workings.     Otherwise  they  are  not  required. 

Car  Resistance. — ^The  frictional  resistances  offered  by  the 
wheels  at  their  circumference  on  the  track  and  at  their  journals 
amount  to  about  2  per  cent  of  their  total  weight.  This  quantity 
may  be  smaller  where  care  has  been  given  to  their  construction, 
as,  for  example,  those  which  are  employed  in  connection  with  the 
electric  mine-haulage.  This  friction  can  be  reduced  by  the 
liberal  use  of  lubricants  and  care  in  the  finishing  of  the  joumak. 
If  the  latter  are  boxed  and  kept  free  from  dust,  the  frictional 
resistance  will  be  materially  reduced. 

The  lubrication  of  the  bearings  may  be  obtained  in  the  ordinary 
way  by  the  use  of  oil-soaked  waste  in  the  boxes  forced  against 
the  journals.  Self-oiling  journals  would  further  reduce  the  fric- 
tion. They  are  inexpensive,  and  are  desirable  if  saving  in  power 
is  to  be  considered.  By  their  use  one  third  of  a  pint  of  oil  will 
last  from  two  to  four  months,  according  to  its  quality  and  the  dis- 
tance traversed.  The  saving  in  power  is  $10  per  year  per  car, 
compared  with  the  inefficient  methods.  This  includes  also  the  cost 
of  axle  replacements.  Self-oilers  are  also  economical  of  lubri- 
cant, as  compared  with  the  crude  method  ordinarily  employed 
of  pouring  oil  into  a  box  and  bearing.  The  oil  used  is  usually 
one  of  the  heavy  varieties  of  lubricant  with  the  addition  of  some 
axle-grease. 

Lubricants. — An  efficient  lubricator  must  have  sufficient 
body  tr:  keep  the  surfaces  between  which  it  is  interposed  from 
coming  into  contact.  It  must  have  the  greatest  fluidity  con- 
sistent with  its  needed  body.  A  small  coefficient  of  friction  is 
nccessar}^  as  well  as  a  maximum  capacity  for  conducting  the 
heat.  It  should  be  free  from  any  tendency  to  oxidize  or  gum, 
and  free  from  acid- 
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Testmg  Lubricatiiig-oils. — The  engineer  should  have  means 
for  testing,  as  oils  intended  for  lubricating  purposes  arc  often 
adulterated  with  foreign  and  even  injurious  matter.  A  hydrom- 
eter and  flash-test  cup  are  sufficient  for  this  purpose. 

The  Flash-point  and  Specific  Graxtty,  Beaume,  of  Lcbkicating  Oils. 
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The  Hydrometer. —.\11  oils  are  lighter  than  vnHer  and  their 
purity  may  be  ascertained  by  the  use  of  a  Beaum^  hydrometer. 
If  a  contract  calls  for  a  hea\y  engine-oil  of  25®  Beaume,  the  hy- 
drometer at  once  reveals  whether  the  same  is  received.  If  adul- 
terated,  a  lower  Beaum^  reading  reveals  the  blending.  The 
adulterants  used  are,  of  course,  cheaper  than  the  pure  oil.  A 
**  lard-oil,"  for  example,  of  2^^  Beaume,  sp.  gr.  27,  must  have 
been  adulterated  with  a  lighter  oil,  and  the  only  cheaper  ones 
possible  are  the  light  petroleum  or  the  neutral  oils. 

Viscosity  Test. — The  viscosity  and  gumming  tendency  of  oils 
may  be  detected  by  noting  the  time  required  to  traverse  a  given 
distance  down  an  incline:]  plane,  and  the  time  when  this  ceases. 
The  oil  remaining  limpid  the  longest  has  the  lowest  gumming 
tendency,  and  that  which  flows  the  farthest  is  the  most  viscous, 
A  nine-days'  lest  of  oils  gave  the  following  results:  A  hea\y 
mineral-oil,  for  engine  u.se,  traversed  87  inches  on  the  ninth 
day;  common  sperm-oil,  63  inches  on  the  ninth  day;  olive-oil, 
22  inches  on  the  ninth  day;  linseed-oil,  18  inches  on  the  seventh 
day;  and  lard-oil,  12  inches  on  the  fifth  day.  In  each  case  the 
day  given  is  that  on  which  the  oil  ceased  to  travel. 

The  simplest  method  of  testing  the  fluidity  is  to  dip  blotting- 
paper  into  the  oil  and  hold  it  up  to  drain.     An  oil  of  good  fluidity 
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presents  symmetrical  drops.  One  of  high  viscosity  spreads 
readily  over  the  paper.  The  rate  of  gumming  may  also  be 
ascertained  by  its  retention  on  the  paper,  while  at  high  tem- 
perature, for  some  hours. 

A  Ring  Test. — An  oil  which  is  composite  in  nature  will  show 
on  a  clean  sheet  of  blotting-paper  two  or  more  rings,  the  outer 
one  indicating  the  poorest  oil.  The  central  defined  ring,  dark 
in  color,  is  due  to  the  heavier  oil.  If  the  rings  disappear,  it 
b  mineral-oil.  Paraffine  stock  in  the  oil  will  be  revealed  by  a 
well-discerned  ridge  near  the  centre.  A  light  hydrocarbon  6il 
does  not  give  any  permanent  translucency  to  the  paper. 

The  Flash-point  Test. — This  consists  in  finding  the  tempera- 
ture which  an  oil  will  endure  without  being  vaporized  and  ignited. 
An  oil  for  cylinders  should  have  a  high  flash-point;  those  not 
intended  for  lubricating  steam  surfaces  may  have  a  much  lower 
flash-point.  The  flash-point  can  be  determined  by  heating 
a  sample  of  the  oil  in  a  cup  over  an  alcohol-lamp,  on  a  tripods 
A  thermometer  inserted  in  the  oil  will  note  the  degree  at  which 
ignition  takes  place.  Care  should  be  taken  that  the  thermometer 
touch  neither  the  bottom  nor  the  sides  of  the  cup.  As  the  oil 
reaches  300°  F.  a  match  or  lighted  twine  should  be  passed  across 
the  surface  of  the  oil  until  a  blue  flame  shows  the  time  of  ignition. 
Lard-oil  has  a  high  flash-test.  If  the  sample  submitted  burns 
below  500°,  it  is  adulterated  with  cottonseed  or  petroleum;  lin- 
seed-oil will  have  its  flash-test  reduced  by  the  same  adulterants. 

Fire-proof  Oils. — These  are  valuable  on  bearings  inclined  to 
heat.  They  derive  their  virtue  from  the  fact  that  they  contain 
considerable  water,  held  in  suspension  in  the  oil  by  means  of  a 
mineral  soap.  When  applied  to  heated  bearings  the  water 
serves  to  absorb  the  frictional  heat,  leaving  the  oil  for  lubrication. 

Light-running  machiner)^  is  lubricated  with  oil  of  300°  flash- 
test,  heavy  machinery  with  oil  of  400°,  and   engines  with  oil  of 

550^ 

Oil  intended  for  the  bearings  of  motors  and  generators  ex- 
posed to  low  temperature  should  be  limpid  and  free-flowing. 

Cylinder  lubrication  is  best  ol)tained  from  a  petroleum-oil  of 
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high  flash-test   (530°)   and  viscosity.     It  is  compounded  with 
5  per  cent  of  tallow-oil  if  the  steam  is  wet. 

The  air-cylinders  of  air-compressors  and  of  gas-engines  should 
be  lubricated  only  by  a  pure  petroleum-oil. 

Geared  wheels  are  oiled  by  some  preparation  composed  of  tar, 
wax,  and  similar  substances  combined  with  rosin,  which,  when 
applied  to  the  teeth  in  a  molten  state,  will  cool  to  a  tough,  elastic 
coating,  reducing  friction  and  noise. 

Handling  Cars  at  the  Tipple.  —  To  facilitate  the  delivery 
of  the  mineral  at  a  minimiun  expense,  and  with  as  little  hand- 
ling as  possible,  the  landing-station  or  the  tipple  is  fitted  with 
quick-dumping  appliances  for  the  cars  and  suitable  grades  for 
their  prompt  return.  The  level  of  its  floor  is  below  that  of  the 
mine  mouth  or  the  landing-station  in  the  derrick,  and  far 
enough  above  the  railroad  track  or  the  point  of  shipment  to  per- 
mit the  mineral  to  have  a  continual  descent  between  the  time  of 
dumping  and  the  time  of  shipment.  The  tracks  to  the  tipple  are 
laid  favorably  for  the  load,  and  the  character  of  the  conducting 
line  between  them  will  depend  upon  the  distance  and  the  slope 
of  the  ground.  In  the  case  of  a  slope  mine  the  loaded  cars  or 
the  train  can  be  hauled  directly  to  the  tipple  and  returned  thence 
by  gravity.  Any  grade  exceeding  one  per  cent  will  allow  the 
empty  car  to  return. 

Dumping  Cars. — The  dumping  of  cars  may  be  accomplished 
by  opening  one  side  or  the  end  of  the  car  by  inclining  the  car 
on  its  axle  or  by  tipping  it  upon  some  form  of  cradle.  Mineral 
which  is  to  be  subsequently  broken  or  sorted  is  dumped  upon 
a  screen  or  the  grating  to  the  sorting-floor.  Some  tipples  are 
provided  also  with  self-indicating  weighing-machines,  by  which, 
as  the  car  is  emptied,  the  machine  registers  its  weight,  turns 
over,  shoots  out  the  coal,  and  returns  to  its  normal  position  for 
another  load. 

The  iron-body  car  of  metal-mines  is  set  on  a  swivel  near  the 
centre  and  held  in  position  by  a  lever.  When  it  is  to  be  emptied 
the  lever  is  unhooked,  the  car  turned  to  position,  the  door  raised, 
and  the  car  tilts  because  of  the  slight  overhang  at  the  discharging 
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end.     It  empties  without  further  effort  from  the  trammer  (Fig,  ' 
loi).    It  is  fastened  by  the  latch  as  soon  as  the  car  body  has  been  | 


swung   into   position   on    its   truck.     Cars   intended   for  tunnel 
use  empty  at  the  cnci,  the  door  being  hung  by  strap  hinges  from 


a  iron  rod  at  the  top.    It  latches  in  the  same  way  as  mentioned. 
Another  variety  of  tunnel  car  consists  of  double  iron  frame. 
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pivoted  at  the  middle  of  the  top  line  on  the  side.  It  is  on  two 
trucks  for  dumping.  The  latch,  located  at  each  side,  is  raised, 
the  car  opens  at  the  middle  and  empties  between  the  trucks 
(Fig.  103).  The  doors  on  the  ends  of  coal-mine  cars  are  locked 
by  latches  similar  to  those  of  the  iron-frame  cars.    In  Figs. 


t  n 


DUMP-CAR,   BOBTAIL  TUNNEL,COL. 

Cost  $100-1- 


WHEE 


SECTION 


"VVt.  900-1000  Iba. 
Capacity  H  cord  —  Z-Tons 

Fig.  103.— Tunnel  Dump-car. 

105  and  106  are  illustrated  some  typical  latches  used  in  the  coal 
regions. 

The  empty  cars  can  be  returned  to  the  mine  by  being  raised 
by  a  short  chain-haulage  to  an  elevation  sufficient  for  them  to 
return  by  gravity  to  the  mouth  of  the  mine.  A  chain-haul  can 
be  used  to  return  the  empty  cars  to  a  '*  kick-back''  beyond  the 
shaft  if  the  distance  from  the  dump  will  permit.  This  is  then 
worked  like  the  Ramsay  caging  apparatus,  but  is  much  cheaper 
than  the  latter. 

Cross-overs. — ^\^arious  combinations  of  tracks  and  machinery 
are  employed  to  expedite  the  loading  and  unloading  of  cars  on 
the  cage  and  economize  time  at  landing-stations.  The  plan  is  to 
displace  the  empty  car  upon  the  cage  by  one  to  be  placed  thereon. 
For  example,  the  loaded  car  pushed  by  hand  upon  a  cage  bumps 
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off  the  empty  car  at  the  bottom  of  the  shaft,  or  the  empty  car  to 
be  lowered  into  the  mine  is  made  to  replace  the  loaded  car,  which 
is  simultaneously  run  off.  The  automatic  cross-overs  are  of  sev- 
eral types  and  ^-ery  effective.  The  usual  plan  consists  in  having 
the  car  approaching  the  dump  release  dogs  holding  the  empty 
car,  and  allow  it  to  pass  over  the  dump  to  the  "kick-back"  (Fig. 
104),  whence  it  may  be  returned  by  the  track  on  the  left. 

The  Ramsay  Caging  Apparatus.— This  consists  essentially  of 
two  steam-rams  placed  back  of  the  shaft  and  two  transfer-tracks, 
running  on  a  track  across  the  tipple  in  the  rear  of  the  head-frame, 
which  are  operated  by  a  steam-cylinder.  Its  operation  b  as 
follows: 


Fig.  104.— The  Ramsay  Caging  Apparatus. 

After  a  car  has  been  dumped  it  runs  back  by  gravity  past  one 
side  of  the  head-frame  into  one  of  the  transfer-tracks,  which  is 
then  moved  by  mi-ans  of  ihe  sleam-cylinder  in  the  rear  of  the  com- 
partment where  the  nv\l  loaded  car  is  cuminj^  up.  When  the 
cage  with  the  loaded  car  is  at  the  landing,  the  em])ly  car  is  |>ushed 
by  means  of  one  of  ihe  slcam-rams  against  the  loaded  car,  which 
is  then  taken  off  the  caf;i'  and  the  I'mpty  car  left  on  the  cage 
ready  to  descend,  so  that  llie  loaded  cur  is  showd  from  ihc  cage 
and  the  cmply  one  pushed  on  at  one  o|)eralion.  When  one 
transfer-track  is  back  of  the  fnime  with  its  cmply  car,  the  other 
track  is  in  position  to  receive  ihe  next  empty  car  as  it  comes 
from  the  dump. 


S46 


MANUAL  OF  MINING. 


HOISTING  MACHINERY,  ETC. 


247 


[El    I 

■ 

£      I      [0 
[Q 


A=@ 


TT 


^ 


\L 


# 


0) 


01 


4 


o 

p> 


^HI-5 


1         •  • 
I*        • ' 


D 


348  MANUAL  OP  MINING. 

Cradle-dumpB.  —  Various  forms  of  cradles,  are  provided  at 
dumping-stations  to  facilitate  the  emptying  of  cars  with  or  with- 
out hinged  doors.  These  consist  of  some  form  of  balance-frame 
upon  which  the  loaded  car  is  run  and  held.  When  the  catch  is 
released  the  frame,  with  its  car,  tilts  and  empties  the  contents  as 
soon  as  the  centre  of  gravity  has  passed  slightly  beyond  the 
pivot,  or  axle,  of  support.    Another  form  (Fig,  107),  which  is  the 


Bchr  device,  is  much  used.  The  car  is  held  on  a  platform  and 
revolves  with  it  around  the  ]>oint  of  support,  as  indicated  by  the 
dottc<i  lines.  The  car  in  this  device  is  almost  completely  in- 
verted  and   thus  emptied,     .\nolher  form  of  cradle,  used  with 
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larger  cars  having  no  swinging  doors,  consists  of  a  skeleton  barrel 
having  tracks  in  such  a  position  as  to  receive  the  car,  which  is 
then  completely  enclosed.  When  the  trap  is  released,  the  barrel  is 
revolved  by  gear-wheels,  and  the  car  is  inverted.  In  the  anthra- 
cite mines  are  employed  different  methods  of  dump,  as  illustrated 
in  Figs.  108  and  109.  The  shock  of  the  loaded  car  running 
upon  the  truck  carriage  supported  on  the  gravity  tracks  causes 
the  front  wheels  of  the  latter  to  roll  down  the  curve,  while  the 
€nd  wheels  are  elevated  and  the  car  is  tipped  suflBciently  to  empty 
its  contents,  the  door  having  been  previously  released. 

Means  of  Access  for  the  Men. — For  purposes  of  ingress  and 
egress  mines  are  provided  with  ladders  or  man-engines,  where 
the  cage  or  bucket  is  not  used.  The  statutes  of  the  several  States 
contain  various  requirements  for  the  accommodation  of  the  men. 
Some  require  the  maintenance  of  substantial  ladders  in  a  separate 
compartment  as  the  sole  means  to  be  used  by  the  men  for  entry 
and  exit.  In  other  States  operators  are  relieved  of  the  necessity 
of  keeping  up  a  ladder-way,  if  safety-carriages  are  employed. 
The  laws  of  many  States  forbid  the  use  of  buckets  by  the  miners, 
while  the  general  tendency  in  all  regions  is  to  insist  upon  two 
well-equipped  escapemcnt-ways. 

If  the  angle  of  entry  is  below  30°.  no  special  provision  is 
necessary.  The  mudsills  of  the  timbering  break  the  descent 
into  sufficiently  convenient  steps.  For  steeper  angles,  up  to 
about  60°,  some  variety  of  tread  is  necessary.  When  the  pitch 
exceeds  this  the  compartment  must  be  provided  with  ladders 
isolated  from  the  hoistway.  They  should  be  inclined,  uni- 
form in  direction,  at  an  angle  of  not  less  than  10°  from  the 
vertical,  to  diminish  the  fatigue  of  climbing  and  enable  the 
men  to  carry  tools  w^ith  them.  At  equal  distances  dowTi  the 
ladder-way  (20  to  40  feet  down  a  vertical  shaft,  and  at  greater 
distances  on  an  incline)  platforms  are  built  of  2  X6  beams  and 
2-inch  planks,  closing  it,  except  for  a  manhole,  at  the  foot- wall 
end.  The  ladders  extend  up  through  the  manhole,  and  are 
fastened  by  staples  or  toe- nailed  to  the  shaft- timbers,  and  rest 
on  the  far  side  of  the  plats.     They  are  made  of  2  X6  standards, 
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give  better    toe-hold  than  wooden  rounds,  which,  in  turn,  are 
easier  to  use  than  the  more  durable  iron. 

In  slopes   having  an  inclination  of  less  than  60°  steps  and 
rails  are  provided,  the  tread  being  6  inches  and  the  slope  dis- 
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\ztot  12  iacfaes.  The  headroom  provided  is  at  least  6  feet  veiti- 
;  -vhcn  die  pitch  is  less  than  45^  the  rale  obtains  nmlring 
die  lise  phis  the  tread  in  inches  equal  24;  below  20^  pitch  noth- 
ing is  requtred  except  occasionalhr  a  jdank. 

Tboagh  used  in  Europe  for  1200  to  1500  feet  dcpdi,  and  in 
this  counUT  in  deep  minesy  ladders  aie  certainlr  not  ad- 
risabie.  Accoiding  to  the  Cornwall  Society,  their  use  denudes 
the  respiration  and  shortens  life  by  ten  years.  The  minns 
readi  the  workings  more  or  less  exhausted,  and  the  operators 
have  lost  the  benefit  (rf  a  proportionate  amount  (rf  energy.  Unques- 
tionably, an  dement  oi  success  worthy  of  attention  by  mine  mana- 
ger?— ^a  pecuniary  as  much  as  a  humanitarian  question — b  the 
proper  treatment  (tf  and  the  omveniences  for  the  men,  who 
unconsciously  reciprocate  in  an  equivalent  erf  work.  Ladders 
waste  time.  It  takes  15  minutes  to  go  down  500  feet  and  the 
ascent  is  twice  as  slow.  A  shift  of  fort>'  men.  fcdlowing  one 
another  at  intemis  of  8  feet^  entails  a  k>ss  to  the  companv  of  31 
minutes  each  shift.  With  buckets  and  cages  the  loss  is  not  so 
great;  eight  men  at  a  time,  lowers!  i>oo  feet,  consume  40 
minutes  for  every  shift  of  100  men.  An  additional  loss  occurs 
at  tally-ume  from  :he  reduction  of  the  hoisting  capacity,  which, 
w:ih  the  impatience  of  the  men,  leads  to  the  crowding  of  the 
cage;  bu:  In  mysi  States  the  limiting  number  of  men  permitted 
<Hi  the  cage  is  named. 

The  Kan-engine. — Mo\-abIe  bdde^^  or  man-engines,  in\-ented 
by  D'Orrell,  of  Clausthal,  were  adopted  as  acceptable  substitutes 
for  ladders  and  were  once  i.x>i>uLir  in  dccr>  mines.  WTien  intro- 
duced  into  Cornwall  bv  Mr.  Lorn,  the  endne  was  declared  bv 
thv  Roval  Pohtechnic  Societv  a  verv*  "  iirtat  boon  to  miners  * 
It^  intr:*:uction  involved  the  addition  of  some  machinery,  and, 
though  easy  to  operate,  it  is  now  obsolete  as  an  economic 
arrangement- 
Two  rxis,  of  decreasing  cross-section  from  the  top  down,  receive 
at  the  surface  an  oscillator}'  motion  from  balanced  bobs,  operated 
bv  an  engine  bavins^  a  flv-wheel  and  other  re§:ulators.  The 
dimensions  of  each  rod  at  any  point  must  be  such  that  it  will  ha\'e 
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the  requisite  tensile  strength  to  support  the  weight  of  the  part 
below  it,  loaded  with  men.  The  rods  play  between  roller-guides 
50  feet  apart,  and  arc  provided  with  wings  and  catches,  after  the 
manner  of  the  Cornish  pump-rods,  which  may,  in  fact,  be  utilized 
as  "Fahrkunst"  rods  \%'ithoul  much  extra  power. 

Each  rod  has  a  small  platform  (Fig.  no)  about  ia"Xi2"  or 
18"  at  every  12  feet — double  the  length  of  the  stroke.  A 
handle  4  feet  above  the  platform  gives  support  to  the  miner,  who 
is  carried  up  6  feet  on  one  rod,  which  brings 
him  opposite  a  platform  on  the  companion 
rod;  upon  this  he  steps,  to  be  lifted  6  feet 
more,  to  meet  a  plat  on  ihe  first  rod,  which 
has  been  coming  down  to  receive  him.  A 
miner  stepping  from  one  to  the  other  is  car- 
ried up  or  down  at  a  rate  of  from  48  to  g6  feet 
per  minute  (each  rod  makes  4  to  8  double 
strokes,  delivering  one  man  each  time;  those 
at  the  Calumet  and  Hecla  make  five  strokes). 
As  there  is  no  limit  to  the  depth  to  which  these 
may  be  carried,  and  as  they  are  capable  of 
working  alike  in  slopes  as  in  shafts,  it  is  not 
surprising  that  they  "take"  so  well.  They 
replace  bolsters,  and  require  little  additional 
power  or  space.  Tools  and  suppUes  cannot 
be  carried  by  the  miner,  but  may  be  dcUvered 
by  the  cage  or  bucket. 

A  single  rod    is  also  used,  its  companion  ' 
being    replaced    by    stationar}-    platforms   at- 
tached,   6   feet   apart,    to   the    shaft -timbers. 
Upon  these  the  ascending  men  wait  during  Ihe  ^^''-  "°- 

down-stroke  of  the  rod.  The  single-acting  man-engine  requires 
chains  and  counterpoises  at  intervals,  to  balance  it  and  to  prevent 
the  shock  incirrred  at  the  end  of  the  stroke. 

From  the  fact  that  a  misstep  would  be  fatal,  it  would  seem 
as  though  man-engines  were  extra -hazardous,  yet  the  accident 
record  does  not  confirm  this  belief.     Some  confusion  is  caused 
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by  a  man  missing  his  plat  and  riding  on,  to  the  annoyance  of 
those  following  him;  but  this  is  of  rare  occurrence  unless  his 
light  goes  out,  for  there  is  a  halt  of  several  seconds  at  each  change 
of  motion.  In  Prussia,  out  of  an  average  of  100,000  men  employed 
for  ten  years,  only  57  were  injured  on  the  man-engines;  in 
Cornwall,  17.  This  is  more  than  compensated  for  by  the  increased 
length  of  life  of  the  miners  using  them. 

The  cost  of  machinery,  etc.,  for  a  1200- foot  man-engine  is 
$18,000,  upon  which  interest  and  depreciation  may  be  figured  at 
$2500, — amounting  to  10  cents  per  man  daily  on  a  gang  of  100 
men.  The  running  expenses  at  the  Dolcoath  mine  are  4  cents 
per  man  for  2400  feet. 
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continual  descent.  Dropped  through  the  mill-holes  from  stope 
to  cars,  the  ore  is  moved  by  hand-  or  horse-power  to  the  foot 
of  the  shaft;  and  coal,  leaving  the  face  in  cars,  should  have 
the  advantage  of  the  down-grades  in  its  delivery  to  the  shaft 
bottom. 

From  the  workings  to  the  haulage-way  the  inclination  of  the 
track  will  depend  solely  upon  the  mean  inclination  of  the  floor, 
but  the  cars  should  be  capable  of  moving  by  gravity  without 
the  use  of  blocks  or  sprags.  A  sprag  is  a  billet  of  wood 
inserted  between  the  spokes  to  prevent  the  wheels  from  revolv- 
ing, thus  converting  rolling  *  friction  into  sliding  friction  and 
checking  the  speed  of  the  car.  On  a  3  per  cent  grade  only  one 
sprag  is  used,  but  on  a  10  per  cent  grade  four  sprags  will  be 
necessary  to  keep  the  speed  of  the  car  within  moderate  control. 
A  grade  exceeding  one  in  five  is  positively  dangerous.  Roads 
^re  often  designated  as  one-,  two-,  three-,  or  four-sprag  roads, 
according  to  the  number  of  wheels  which  must  be  blocked. 

The  best  grade  for  any  haulage  road  is  the  gradient  of  equal 
resistance — that  on  which  the  work  expended  in  hauling  a  loaded 
car  down  equals  that  of  the  returning  car  up.  A  steeper  grade 
than  this  is  wasteful  of  power  both  ways.  As  evidencing  the  in- 
fluence of  grade  in  the  reduction  of  useful  power,  it  may  be  cited 
that  a  locomotive  can  pull  up  an  incline  of  2  feet  in  a  hundred 
only  80  per  cent  of  what  it  can  haul  on  a  level,  and  on  a  4  per  cent 
grade  but  30  per  cent.  This  is  correspondingly  true  of  animal 
haulage.  While  a  mule  can  haul  three  loaded  cars  on  a  reason- 
ably level  track,  it  can  haul  only  one  on  a  6  per  cent  grade. 

Haulage-ways  in  Metal-mines. — Metalliferous  mines  rarely 
present  any  difficulty  for  the  road  engineer.  Vcr)^  few  roadways 
feed  to  any  given  landing.  In  a  vein  there  is  but  one  line  on 
either  side  of  the  shaft  for  which  provision  is  to  be  made.  In  large 
ore  bodies  only  a  few  tracks  will  radiate  from  the  point  of  outlet, 
and  but  few  cars  will  travel  over  each. 

Any  desired  grade  may  be  laid  in  vein  mines.  It  is  as  much 
<^rcatcr  than  that  required  for  drainage  as  the  available  motor 
power  will  allow  for  returning  with  the  empty  cars,  or  controlling 
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the  speed  of  the  loaded  cars  out.  The  direclion  r.f  the  roadway 
is  fixed  by  the  sinuosities  of  the  vein  wall.  For  animals  due 
regard  must  be  had  to  economy  of  size  and  weight  of  car  and 
its  contents;  hence  the  grade  will  probably  not  exceed  1.5  in 
100  feet.  For  locomotive  haulage  the  grade  may  be  carried  to 
4  per  cent  as  a  maximum. 

Haulage-ways  in  Coal-mines. — Here  the  engineer  must  accom- 
modate himself  to  the  stratigraphical  conditions.  The  thickness 
of  the  coal-bed  and  the  frccjucncy  and  amount  of  the  existing 
faults,  folds,  and  inclinations  must  be  reckoned  with,  and  a  uni- 
form grading  would  demand  their  elimination,  according  to  the 
character  of  the  enclosing  rock. 

In  the  main  headings  the  hillocks  may  be  removed  and  the 
sumps  in  the  floor  filled,  or  the  roof  material  over  the  depressions 
may  be  ripped  down  and  the  sumps  filled  with  the  waste.  The 
latter  is  more  economical.  It  is  far  more  expensive  to  take  up 
a  foot  of  bottom  than  to  blast  down  3  feet  of  thickness  in  the  roof. 
Again,  the  cost  of  maintenance  is  not  so  great  where  the  road-bed 
£lling  is  of  loose  slate  from  Ihe  roof,  as  in  the  customary  floor  of 
fire-clay  or  limestone.  Often  the  soft  floor  of  the  coal-seams 
i'annot  be  disturbed,  and  it  may  not  be  desirable  either  to  fill 
up  the  depressions  or  to  remove  the  hills,  because  of  inconvenience 
in  making  connections  to  rooms.  It  is  probable,  too,  that  the 
cleavage  planes  in  the  coal  will  determine  the  directions  of  the 
haulage-ways,  and  tlie  average  dip  of  the  vein  will  determine 
their  grade. 

In  coal-mines  there  are  always  two  parallel  headings  for 
ventilation  purposes,  the  engineer  having  his  choice  as  to 
■which  shall  drain  the  water  and  which  be  used  for  haulage. 
It  is  rare  that  the  same  heading  would  be  rei:iuircd  to  give 
both  services.  Usually  the  intake  is  the  one  employed  for 
haulage,  because  of  the  better  quality  of  air  and,  in  consequence, 
a  less  cost  of  maintaining  the  track.  This  roadway  is  never 
obstructed  by  the  air-crossings,  which  usually  are  placed  on  the 
letum-ainvay.  When  no  other  condition  determines  ihc  choice, 
the  roadway  higher  in  elevation  is  employed  for  haulage  and 
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the  lower  one  for  drainage^  with  frequent  communications  be* 
tween  them  to  allow  of  the  accumulated  waters  of  the  former  to 
be  promptly  carried  to  the  latter. 

The  haulage  gangway  is  of  single-track  width  only  when  the 
system  employed  is  the  tail-rope  or  the  locomotive.  The  double- 
track  gangway  is  employed  where  the  traffic  is  hea\y,  or  for  an. 
endless-rope  haulage-way.  The  advantage  in  the  latter  is  the 
great  area  given  to  the  air-current,  and  also  the  opportimity 
afforded  for  utilizing  the  excess  of  the  power  in  the  down-going 
car  or  train  to  assist  the  engine  in  raising  the  load  on  the  other 
track. 

The  requirements  for  ventilation  demand  a  roadway  of  liberal 
area  which  will  permit  a  large  quantity  of  air  to  pass  through  with 
the  minimum  of  friction,  and  also  reduce  the  effect  of  the  dis- 
turbance to  the  current  by  the  passage  of  the  train  through  it. 

The  enlargement  of  the  area  necessary  to  provide  for  the  cars 
may  be  obtained  by  increasing  the  width  or  the  height  of  the 
roadway.  The  former  is  preferable  unless  the  roof  is  very  firm 
and  the  bed  quite  thick.  The  objection  to  it,  however,  is  the 
increased  length  of  sills  and  the  timbers  necessary  to  maintain  a 
good  level  on  the  ordinary  floor  of  the  coal-mine.  It  is  prefer- 
able to  increase  the  height  imless  the  roof  will  not  bear  cutting 
dowTi.  It  is  a  cheaper  method,  for  the  dimensions  of  the  sills 
would  be  only  of  moderate  size,  and  those  of  the  posts  would  not 
be  any  greater  than  for  a  wide  roadway. 

Track  Construction. — ^The  tracks  on  the  haulage-ways  are 
constructed  with  a  view  not  only  to  diminish  the  working  ex- 
penses, but  also  to  maintain  a  large  capacity  with  a  given  amoimt 
of  power.  The  difference  in  cost  and  the  time  of  laying  between 
a  hea\y  rail  on  a  substantial  track  and  one  which  is  poorly 
laid  is  not  large,  nor  is  it  commensurate  with  the  difference  in 
their  efficiencies.  A  reduction  in  the  grade  of  J  per  cent  saves 
annually  in  track  maintenance  an  equivalent  of  30  tons  of  fuel 
for  motor  power  for  each  car  running  through  the  mine.  The  cost 
of  such  construction  might,  however,  prove  prohibitive  of  any 
operations.    The  most  that  can  be  done  is  to  improve  the  roads- 
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■within  reasonable  limits  of  cost  after  careful  sur\-eys  and  level- 
lings  of  all  roads  intended  for  main  arteries. 

The  road-bed  is  made  as  clastic  as  possible  by  the  use  of  sand, 
dump-coal,  or  ashes,  without  being  too  soft  for  support.  The 
choice  of  ballast  depends  upon  the  character  of  the  mine  floor. 
If  the  latter  is  inclined  to  be  wet  or  rough,  then  rocky  material 
would  be  preferable  to  sand  or  ashes.  When  the  floor  is  very 
strong,  clay  can  be  used  to  advantage  with  fragments  of  rock 
grounded  in.  The  dr}'  road-bed  can  be  secured  by  rounding 
off  the  surface  between  the  tracks  to  a  slight  arch.  This  will 
sissist  the  removal  of  water  from  the  track  to  the  drains. 

The  ties  are  laid  2  feet  apart  between  centres  for  rails  of  15 
to  30  feet  in  length.  To  these  tlie  rails  are  spiked,  four  spikes 
being  used  on  each  tie.  Care  is  taken  that  they  are  not  all  driven 
near  the  centre  of  the  tie,  causing  it  to  spht.  For  all  rails  of 
16  to  ao  lbs.  per  yard  the  ties  are  5  inches  on  tlie  face,  4  inches 
deep,  and  5^  feet  long.  For  the  heaner  rails  in  the  mine  they 
are  6"X5"  deep.  They  are  laid  normally  to  track,  and  on 
curves  are  laid  in  the  direction  of  the  radii  of  the  cur\-e.  In 
some  mines  the  ties  are  creosoted  to  increase  their  durability. 

The  rails  are  the  common  steel  T  rails,  having  the  same  speci- 
fications as  arc  adopted  for  railroad  service.  Their  weight 
varies  from  iz  lbs.  per  yard  in  the  rooms  to  40  lbs.  per  yard  in 
the  slopes.  They  cannot  be  too  heavy  within  reasonable  limits. 
The  greater  the  pitch  of  the  slope  and  the  greater  the  speed  of 
haulage,  the  larger  and  heavier  should  be  the  construction  of  the 
track.  The  rail  for  locomotive  haulage-ways  requires  a  weight 
of  10  lbs.  per  yard  for  each  Ion  that  falls  upon  the  drivers.  The 
cost  of  one  mile  of  16-lb.  rails  is  about  $1600. 

The  track  in  the  room  and  at  the  long  wall-face  is  laid  as 
rapidly  as  the  mining  operations  progress,  and  with  as  great  care 
to  secure  a  firm  run  as  in  the  main  ways.  It  is  often  laid  in  sec- 
tions composed  of  two  rails  of  15  feel  each.  These  sections  are 
portable  and  carried  up  to  the  face  of  the  workings  with  the 
progress  of  the  room,  the  expense  of  such  track-laying  usually 
being  included  in  the  price  paid  to  the  miner  per  ton  of  coaL 
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Their  advantage  lies  in  their  simplicity,  strength,  and  durability. 
The  gauge  does  not  depend  on  the  skill  of  the  workman,  and 
will  be  preserved  as  long  as  the  line  lasts.  The  lightest  rail 
advisable  for  such  purposes  is  that  which  weighs  i6  lbs.  to  the 
yard.  Wooden  rails  are  no  longer  employed  even  for  tempo- 
rary ser\'ice  in  the  rooms. 

The  Gauge  of  Track  is  rarely  less  than  30  inches  or  more 
than  44  inches.  Local  conditions  determine  the  choice.  A 
broad  gauge  gives  a  greater  stability  to  the  cars  and  a  reduction 
of  haulage  expenses,  but  is  more  costly  to  build.  The  minimum 
gauge  of  30  inches  affords  easy  haulage,  opportxmity  for  sharp 
cur\*es,  and  a  cheaper  track. 

Turnouts. — ^The  sidings  are  formed  by  a  set  of  points  and 
cn^ssings,  either  right-  or  left-hand,  a  section  of  curx'ed  line,  and 
a  number  of  sections  of  straight  line. 

Switches  from  one  track  to  another  are  obtained  bv  the  use 
of  movable  points  similar  to  those  employed  on  the  surface 
roiiils,  though  shorter  in  length.  The  point  is  simply  a  spike 
driwn  into  one  of  the  ties  supporting  the  rails.  It  is  held  in  posi- 
tion by  and  turned  upon  an  iron  pin  passing  through  the  plate 
NwWcvl  to  the  base  of  this  jxnnt  and  thrown  out  of  line  to  the 
branch  side  when  the  car  is  to  be  switched.  When  tv^o  of  these 
pi^ints  aiv  o^nnected  by  a  flat  piece  of  iron  passing  under  the 
mils  of  the  track,  the  pciir  can  n^adily  be  tha-^wn  right  or  left  by 
a  Wll'Cnink  loNvr*  and  lx>th  mils  of  the  track  arc  opened  for  the 
switch.  WhoiVNvr  jx>ssible  single  sots  of  points  are  arranged 
fv>r.  the  \\var  Ixnng  less  on  two  {\iirs  of  single  p*.>ints  than  on  one 
s<"t  of  dvHiblc  ^x^ints,  Wsides  which  single  sets  are  simpler  to  lay 
dowt\  anvl  ktvp  in  oalcr  The  use  of  :he  three-way  points  and 
crv>ssi!\gs  tor  two  o:nx\<ite  sivio  branches  are  avouievl  undergroimd 
by  turtv^xg  the  nght-  ar.d  ktt  hanvi  linos  iron:  the  straight  track 
i:".  twsttvTis  Nvhtvh  arv  not  v:v.:tc  ot^t\>s:to   t>  eav.^.  other.    The 
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manipulated  by  a  spring  or  a  hand-lever.  For  locomotives  on  a 
main  tramway  the  curves  should  not,  as  a  rule,  have  a  radius- 
less  than  from  100  to  125  feet. 

When  one  rail  intersects  another,  frog  crossings  are  used. 
They  are  either  plain  rail  intersections,  broken  at  the  points  of 
crossing,  or  they  are  the  standard  frogs  furnished  by  manufac- 
turers. The  points,  rods,  and  levers  used  underground  are  usu- 
ally made  and  fitted  by  the  colliery  blacksmith,  the  plate-layer 
assisting  in  the  fitting. 

In  passing  from  a  heading  or  entry  to  the  room  a  "parting" 
is  used.  This  is  similar  to  a  switch,  the  wings  running  back- 
ward from  the  frog  end  near  the  rails,  but  are  cut  in  a  slanting 
direction  in  order  to  provide  a  sufficient  clearance  between  the 
point  and  the  rail  to  allow  the  wheels  of  the  car  to  pass  along 
the  main  track  when  it  is  not  to  be  deflected  into  the  room.  There 
are  two  forms  of  partings,  one  of  rails  and  another  a  combination 
of  rails  and  cast-iron  pieces,  the  latter  being  much  inferior  to* 
the  former.  The  former  has  less  pieces,  gives  more  solid  track, 
and  is  less  liable  to  derail  the  cars.  It  is  cheaper' and  can  be  made 
in  the  blacksmith-shop. 

Turnouts  arc  obtained  by  the  use  of  plates  or  turntables. 
Of  the  former  the  simple  iron  plates  laid  on  stout  planks- 
revolving  around  a  vertical  pivot  are  employed  where  animal 
power  is  used.  These  are  common  in  metalliferous  mines, 
being  preferred  to  self-acting  switches.  Not  infrequently  is- 
seen  at  intersections  of  roads  a  large  fixed  iron  plate,  raised  upon 
suitable  supports,  level  with  the  road-bed,  and  having  curved 
guide-rails  at  each  of  the  four  corners.  These  may  be  em- 
ployed as  turntables  by  dragging  the  car  around  on  the  plate 
until  it  faces  the  desired  track,  when  it  is  run  off.  This  crude 
device  serv^es  well,  but  has  nothing  to  commend  it. 

Curves. — Cun-es  in  the  track  are  built  in  the  same  way  as 
on  the  surface,  the  radius  of  curvature,  however,  being  very 
much  shorter.  Connecting  two  entries  on  the  main  haulage- 
road,  the  minimum  radius  for  narrow-gauge  tracks  is  60  feet,  and 
for  a  gauge  of  45  inches  100  feet.     At  the  shaft-landings   the 
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radius  is  as  short  as  30  feet  for  36-inch  gauge,  and  50  feet  foi 
44-inch  gauge. 

The  Degree  of  Curvature  of  a  Curve. — ^By  this  tenn  is  imder- 
stood  the  number  of  degrees  of  circular  arc  measured  at  the 
centre  which  will  be  subtended  by  a  chord  of  100  feet  length. 
Thus  a  10°  curve  is  one  in  which  a  loo-foot  chord  at  the  circum- 
ference is  comprised  between  two  radii  making  25°  at  the  center. 
The  radius  of  a  one-degree  curve  is  practically  5730  feet.  Hence 
the  10®  curve  will  have  a  radius  of  573.0  feet.  This  is  only 
approximately  correct,  but  is  sufficiently  accurate  as  a  standard  of 
measure  for  engineers. 

All  curves  on  underground  roads  are  laid  by  transit  with 
care  equal  to  that  employed  on  the  surface  for  larger  work.  The 
central  line  between  the  rails  of  each  track  is  staked  out  at  inter- 
vals of  20  feet,  from  which  on  the  other  side  are  laid  down  the 
two  rails.  The  latter  are  now  bent  to  conform  to  the  curvature 
of  the  circle  on  which  the  rails  are  laid. 

Elevation  of  the  Outer  Rail. — Provision  is  made  for  neutral- 
izing the  effect  of -centrifugal  force,  or  the  pull  of  the  rope,  on  the 
curs  e  by  elevating  one  rail  an  amoxmt  depending  upon  its  sharp- 
ness. On  curves  used  by  locomotives  the  outer  rail  is  the  one 
which  is  elevated,  as  also  on  the  slope  haulage-ways  when  the 
weight  of  the  cars  draws  the  main  rope  off  its  drum.  In  a  slope 
haulage  the  outer  rail  is  raised  i  inch  on  a  (f  curve,  2  inches  on 
an  18®  curv^e,  and  4  inches  on  a  36°  cur\'e,  the  latter  being  the 
maximum.  It  never  exceeds  4J  inches  in  height  on  a  curve  of 
50  feet  radius,  or  of  114°  cur\^aturc,  when  the  gauge  is  42  inches. 
This  would  be  suited  to  the  ordinary  speed  of  locomotive  haulage, 
or  that  of  cars  running  down  the  slope  by  gravity. 

The  inner  rail  is  elevated  above  the  outer  one  only  on  such 
curves  and  under  such  conditions  as  those  in  which  the  action 
of  the  centrifugal  force  is  less  than  that  of  the  pull  of  the  deflected 
rope.  In  this  case  the  rope  passes  over  rollers  near  the  inner 
rail  and  tends  to  pull  the  car  inward.  It  is  possible,  by  comparing 
the  value  for  centrifugal  force  under  given  conditions,  as  cal- 
culated below,  with  that  of  the  pull  of  the  rope  upon  the  car,  to 


UNDERGROUND  HAULAGE  SYSTEMS.  265 

determine  the  amount  of  the  inclination  which  must  be  given 
to  either  the  inner  or  the  outer  rail. 

Let  |^=gauge  of  the  track  in  inches; 

«=  elevation  of  the  outer  rail  in  inches; 
R "=  radius  of  track  in  feet; 

v« velocity  in  feet  per  second; 
D  ^degree  of  curvature  of  centre  of  track; 

c  =  centrifugal  force  due  to  the  speed  aroimd  the  curve* 

0.03 1 FZ/^ 

Then      «= j^ —  =0.0000054^'/?^. 

Conveniences  at  Landings. — ^Whatever  may  be  the  system  of 
haulage,  arrangements  are  made  for  the  prompt  handling  of 
cars  at  the  shaft  bottom.  When  the  coal  is  hauled  from  the  dip 
by  rope  or  locomotive,  the  slope  is  continued,  if  possible,  on  the 
same  side  of  the  hoisting-shaft  at  a  convenient  distance  from  it, 
where  the  requisite  number  of  loaded  cars  can  be  accumulated 
and  allowed  to  run  by  gravity  on  a  one  per  cent  grade  to  the 
shaft. 

The  empty  car  can  be  run  off  the  cage  on  to  a  short  down- 
grade of  about  4  per  cent,  and,  with  the  momentum  given  it  by 
the  loaded  car  being  run  on  the  cage,  would  descend  far  enough 
to  rise  up  on  an  opposing  grade  of  about  2  per  cent  to  an  auto- 
niatic  switch,  which  delivers  it  to  the  empty-car  siding.  Here 
it  may  be  taken  up  by  the  locomotive,  or  a  rope  passing  around 
the  shaft  through  an  entry  designed  for  this  purpose.  Some- 
times a  short  chain  haulage  operated  by  an  electric  motor  is 
employed  to  draw  the  empty  cars  to  the  main  haulage-way  when 
the  gravity  system  cannot  be  employed. 

The  landings  for  the  cars  in  the  mine  at  the  end  of  the  end- 
less-rope haulage- way  are  reached  by  switches  from  the  main 
track  by  slide-knuckles,  a  place  being  allowed  for  the  rope  to 
pass  through  the  switch  without  injury  from  the  flanges  of  the 
wheels  passing  over  it. 

Safety  Devices  Along  Haulage-ways.— To  prevent  accident 
from  runaway  cars  on  a  grade,  whether  underground  or  at  the 
surface,  automatic  devices  are  employed  either  to  check  the  speed 
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of  the  car  or  to  automatically  shunt  it  off  the  track.  Cars  are 
frequently  fitted  with  a  drag  projecting  below  the  car,  which,  when 
the  latter  breaks  away  from  the  hoist-rope,  catches  in  the  floor  of 
the  track  and  prevents  the  runaway.  A  similar  device  is  employed 
whereby  a  car  trips  a  block  which  is  thrown  across  the  track 
before  the  car  reaches  it  and  stops  the  car,  preventing  further 
damage  being  done  by  its  descent  to  the  lower  end  of  the  plane. 

Catches  at  the  Top  of  the  Incline. — ^These  are  to  prevent  cars 
from  breaking  away  at  the  top  of  the  plane.  Reaumaux's  catch 
consists  of  a  bent  lever  with  two  unequal  arms  turning  around  a 
vertical  axis.  It  is  placed  flat  on  the  groimd  and  is  parallel  to 
the  tramway  and  at  such  a  distance  that  at  least  one  of  the  ends 
always  bars  it,  with  the  short  arm  next  the  side  of  the  inclined 
plane.  As  the  empty  car  reaches  the  top  of  the  incline  and  passes 
forward  its  front  wheel  touches  the  long  arm  after  the  hind  wheel 
has  passed  the  short  arm,  and  the  way  is  blocked.  Another  run 
on  the  same  track  cannot  be  made  imtil  the  protruding  arm  is 
turned  back  by  the  planeman. 

Blocks  or  stops  are  simpler  appliances.  There  are  two  pieces 
of  wood  at  right  angles  to  one  another  moving  on  an  upright  pin. 
One  arm  is  thrown  across  the  track  to  hold  the  car  in  place  until 
the  latter  is  to  be  released  and  lowered  (6,  Fig.  84).  Then  it  is 
knocked  out.  The  same  plan  is  adopted  in  10,  Fig.  84,  by  the 
weighted  lever. 

Stops  Along  the  Incline. — ^To  guard  against  accidents  from 
runaways  along  the  inclines  a  heavy  iron  bar  is  swimg  as  shown 
in  9,  Fig.  84.  It  interposes  no  obstruction  on  the  track  until 
some  one  pulls  the  wire  and  releases  it,  as  sho\\Ti  by  the  dotted 
lines.  A  similar  balanced  block,  Fig.  84,  is  used,  the  car  being 
caught  by  the  end,  b. 

The  Mortier  safety- catch  consists  of  a  movable  axle  with 
levers  placed  in  the  axis  of  the  roadway  and  supported  upon 
sleepers,  8,  Fig.  84.  In  one  extreme  position  it  is  opened  by 
the  axle  of  the  rising  car;  in  the  other,  it  closes  after  the  train 
passes.  In  the  middle  position  both  levers  bar  the  passage 
The  planeman  can  also  move  the  catch  by  a  pedal. 
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Catches  at  the  Bottom  of  the  Incline. — At  the  bottom  of  the 
incline  are  additional  safeguards,  A  "seizer,"  shown  in  12, 
Fig.  Oo,  is  placed  at  the  foot  of  the  incline.  An  iron  bent  lever- 
arm  supported  on  a  horizontal  axis  at  the  apex  projects  vertically 
above  the  rails  between  which  the  frame  stands.  A  strip  of  iron  I 
swinpng  horizontally  keeps  up  one  arm,  which  is  inserted  into 
the  link  of  the  chain,  E\'en  if  the  lop  man  should  push  his  train 
over  the  plane  before  the  bottom  train  is  ready,  the  chain  would 
not  move  until  the  upheld  arm  is  released  and  allowed  to  fall 
into  a  recess,  and  thus  free  the  cars.  Various  other  provisions 
of  a  similar  nature  guard  against  the  ill  effects  of  a  broken  end- 
less haulage-chain. 

The  Choice  of  Haulage  Systems.— The  choice  of  a  system  I 
depends  upon  the  grades  of  the  haulage-ways.  When  the  latter  I 
are  horizontal,  power  will  be  required  in  both  directions,  and 
obtained  from  the  horse,  locomotive,  stationary  engine,  or  rope 
haul.  When  the  grade  is  toward  the  shaft,  the  loaded  train  may 
be  pulled  with  any  of  these  powers  The  horse  or  mule  is, 
however,  used  to  advantage  only  on  a  favorable  track  of  less  than 
9.5  per  cent.  The  locomotive  may  be  employed  for  grades  not 
exceeding  4  per  cent.  Above  that  it  is  impossible  for  it  either  to 
pull  a  long  train  up  the  inclination  or  to  check  its  descent.  The 
endless-rope  system  or  the  tail-rope  method  is  used  when  the 
grade  docs  not  exceed  20  per  cent.  Beyond  this  inclination  the 
plant  will  be  self-acting,  for  the  loaded  train  going  toward  the 
shaft  pulls  the  empty  cars  back  into  the  mine.  When  the  grade 
of  the  haulage-way  is  slightly  against  the  loaded  car,  the  horse 
may  do  for  a  short  haul.  If  it  exceeds  2.5  per  cent,  the  locomotive 
can  no  longer  be  used  advantageously.  On  a  grade  exceeding 
5  per  cent  a  traction  locomotive  is  totally  incapable  of  pulling  any 
load.  Up  to  a  limit  of  10  per  cent,  a  track  locomotive  may  be 
employed.  For  all  steep  inclines  some  rope  system  must  be 
employed. 

Tramming. — Man-power  is  employed  for  incidental  work  on 
the  short  hauls  on  level  ground,  or  in  rooms.  The  weight  of  car 
and  degree  of  mclination  for  such  power  are  necessarily  very 
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small.  The  average  man  is  capable  of  exerting  a  push  of  27  lbs. 
at  the  rate  of  2  feet  per  second.  This  would  move  a  2-ton  car  on 
a  level  at  a  speed  capable  of  making  from  three  to  six  round 
trips  of  a  ton  per  mile.  The  condition  of  the  roads  and  running 
gear  will  definitely  fix  this. 

Animal  Haulage. — ^Horses  and  mules  are  employed  tmder- 
ground  for  limited  purposes  of  transportation  singly  or  tandem, 
according  to  the  length  of  the  trip  and  the  weight  of  the  train. 
It  is  customary  to  work  them  in  traces;  though  in  some  mines 
shafts  are  used  which  give  considerable  holding-back  power  not 
to  be  had  from  traces.  There  can  be  no  objection  to  traces 
on  level  or  nearly  level  roadways.  But  with  loaded  cars  down- 
hill sprags  must  be  placed  in  the  wheels  so  as  to  act  as  a  drag 
for  trace- mules.  The  inclination  of  the  roadway  for  animal 
haulage  power  is  not  over  1.5  per  cent,  as  the  mules  rarely 
take  the  cars  to  the  surface  unless  the  inclination  of  the  entries 
especially  permits  it. 

The  utility  of  the  animal  is  confined  to  haulage  in  the  secondary 
ways,  to  the  rooms,  and  to  switching  where  economy  in  height  must 
be  practised.  Here  the  mule  has  the  superiority  over  the  horse 
because  of  its  shorter  stature  with  equal  strength.  A  thickness 
of  coal-seam  of  3.5  feet  \\'ill  accommodate  the  mule,  while  one 
of  4.8  feet  is  essential  for  the  horse.  The  kind  and  size  of  horse 
purchased  for  collier)'  working  will  of  course  depend  upon  the 
specific  work  for  which  it  is  required  and  the  nature  of  the  road- 
ways, size  of  cars,  etc.  Before  being  introduced  into  the  pit  they 
are  worked  on  the  surface  for  three  or  four  weeks  to  reduce  the 
risk  of  importing  infectious  diseases  into  the  underground  stud. 
The  possibility  of  new  horses  being  up  to  the  work  expected  of 
them  may  thus  be  ascertained. 

The  ordinar)'  speed  of  the  animal  is  two  miles  per  hour.  It 
has  a  tractive  force  of  about  150  lbs.,  at  which  a  single  horse 
or  mule  may  be  estimated  as  an  equivalent  to  from  8  to  9  gross 
tons  of  load  per  hour,  averaging  four  round  trips  of  a  mile  each 
per  day.  The  condition  of  the  track,  the  ventilation,  and  the 
amount  of  delay  at  the  termini  of  the  trip  would  reduce  this 
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average  and  make  the  daily  capacity  of  the  horse  or  mule  about 
40  tons.  This  represents  a  gross  yearly  capacity  of  9000  ton- 
miles.  Under  ordinary  conditions  one  mule  will  serve  for  the 
haulage  of  the  output  of  ten  miners.  A  mine  of  1000  tons  daily 
output  will  require  90  mules,  which  with  equipment  will  cost 
$8000. 

The  average  cost  of  mules,  as  well  as  their  keep,  is  nearly 
the  same  as  for  horses.  Their  care  averages  60  cents  per  day, 
inclusive  of  feed.  The  daily  allowance  of  food  varies  with  the 
work  done.  It  is  not  far  from  18  lbs.  of  grain  and  12  lbs.  of 
hay  per  animal.  A  less  economical  fodder  now  used  is  "  ensilage." 
This  is  fodder  cut  in  the  field  in  the  usual  way,  but,  instead  of 
being  dried,  is  chopped  up  small  and  stored  green  in  brick  or 
cement-lined  pits,  or  silos.  Dry  food  is  a  more  convenient  feed, 
but  dearer  than  ensilage. 

The  number  of  horses  under  one  ostler  or  keeper  should 
not  exceed  ten.  They  are  generally  stabled  underground,  and 
many,  once  below,  never  see  dayUght  again.  Where  the  work- 
ings are  at  a  considerable  distance  from  the  shaft,  the  stal)les 
are  built  well  back  in  the  interior  of  the  mine,  to  avoid  unneces- 
sary travelling.  The  cost  of  a  comfortable  stable  is  about 
$10  per  stall.  Special  attention  must  be  given  to  proper  venti- 
lation, drainage,  and  cleanliness.  The  opening  must  be  not 
less  than  18  feet  wide. 

Animal  haulage  is  expensive  and  is  fast  being  supplanted 
by  mechanical  systems.  The  number  of  working  days  at  a 
colliery  seldom  exceeds  200  in  a  year.  The  cost  of  maintaining 
the  animal  during  the  remaining  165  days,  besides  those  result- 
ing from  depression  in  trade,  strikes,  accidents,  and  diseases, 
adds  materially  to  the  cost  of  production.  Moreover,  horses  are 
subject  to  epidemics,  and  it  may  happen  that  in  times  of  greatest 
prosperity  some  or  all  of  the  horses  may  be  unable  to  leave  the 
stables.  Delays  arising  from  the  dropping  of  shoes  while  at 
work  are  costly,  for,  while  the  farrier  is  at  work,  both  horse  and 
driver  are  standing  idle.  Out  of  every  thirteen  animals  in  the 
mine  an  average   of   ten   may  be   regarded   as  a  full  working 
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ccrniplement,  the  remainder  being  on  the  retired  list  for  various 
causes. 

Qmipared  with  the  mechanical  methods,  animal  haulage 
is  more  expensive.  It  is  slower  and  therefore  used  on  long  hauls 
only  when  numerous  ventilating-doors  inter\'ene  along  the  line. 

The  Locomotive. — For  great  distances  and  a  large  output 
the  locomotive  is  much  more  efficient,  more  rapid,  and  cheaper 
than  animal  power,  being  equally  flexible  and  having,  moreover, 
the  advantage  in  that  during  strikes  and  lockouts  there  is  no 
expense  in  maintaining  it.  It  can  be  accommodated  to  vaiying 
demands  of  the  different  sections  of  the  mine.  The  motor  is  in 
direct  charge  of  the  engineer,  who  is  always  on  hand,  so  that 
it  can  be  stopped  promptly.  This  would  avert  such  accidents 
as  are  common  in  the  rope-haulage  systems.  Here  the  con- 
ductor of  the  train  must  first  signal  to  the  surface  before  the 
train  can  be  stopped,  and  any  incumbrances  on  the  track,  or 
the  jumping  of  a  car  from  the  track,  would  result  in  demolition 
of  the  entire  train  before  the  rope  could  be  brought  to  rest. 

The  locomotive  is  operated  by  air,  steam,  or  electricity  with 
nearly  equal  efficiency  and  in  any  desired  size  for  traction  pur- 
jK)ses.  It  is  difficult  to  estimate  the  number  in  use  in  the  United 
States,  but  in  Pennsylvania  alone  are  950  locomotives,  503  being 
steam-locomotives,  71  operated  by  compressed  air,  and  376  elec- 
tric. The  anthracite  region  uses  mostly  the  steam-locomotive, 
while  the  electric  motor  is  more  common  in  the  bituminous 
district. 

All  traction-locomotives,  depending  solely  upon  the  adhesion 
of  their  drivers  to  the  rails,  are  limited  to  grades  of  4  per  cent. 
They  are  not  economical  on  steeper  grades,  except  for  short  dis- 
tances and  where  the  up-grade  is  approached  by  a  down-grade, 
enabling  the  train  to  acquire  momentum  enough  to  help  it  up  the 
sleeper  grade. 

The  Haulage  Capacity  of  a  Locomotive. — This  is  measured 
by  the  vveij^ht  of  the  train  which  it  can  haul  upon  a  level  straight 
track.  Its  tractive  force,  or  its  draw-bar  pull,  is  the  tension  exer- 
cised by  the  locomotive  upon  its  first  connection  with  the  train. 
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lie  draw-bar  pull  must  exceed  the  total  frictional  resistance  of  the 
train  upon  the  track,  including  that  between  the  wheels  and  the 
rail,  the  resistance  of  the  cun,-es  and  of  the  grade.  The  draw- 
bar pull  is  about  one  eighth  the  weight  of  the  locomotive.  Hence 
the  weight  of  a  locomotive  should  be  the  maximiun  for  given 
minimum  dimensions. 

The  Tractive  Force. — The  tractive  force,  T,  of  a  steam-  or 
air- loco  motive,  expressed  in  pounds,  is  measured  by  the  formula 
dT  =  i2k^sp,  wherein  d  is  the  diameter  of  ihe  driver  in  feet,  and 
k,  p,  and  s  have  values  as  in  Chapter  V  for  steam-engines.  The 
traction  of  a  locomotive,  expressed  in  pounds,  must  not  be  con- 
fused with  its  horse-power,  which  is  a  unit  of  dynamic  force,] 
embracing  the  elements  of  weight,  distance,  and  time. 

The  train  resistances -R  are;  (i)  the  frictional,  which  in  mines  ia.fl 
not  less  than  30  lbs.  per  ton  of  train,  and  equals  30K,  Y  being  the.v 
number  of  tons  weight  of  train  and  load;  (2)  that  due  to  grade,.! 
which  is  2agY,  g  being  in  feet  per  100;  (3)  that  due  to  the  curve,  ^ 
which  is  i  lb.  per  ton  per  foot  width  of  gauge,  z,  per  1°  cur\'aturejj 
and  4,  that  due  to  speed,  which  is  0.25  V+  3,  V  being  the  speed  in  9 
miles  per  hour.  For  any  degree  of  curvature,  D,  and  weight,  w,  I 
of  cars  which  are  at  one  time  on  the  curve,  the  curve  resistance  is  I 
^wsD.    As  the  radius  of  a  1°  curve  is  5730  feet,  then,  when  the! 

raditis  of  the  curve,  p,   is  known,  the  cuirve  resistance  =  7i6.2— 

Often  the  equivalent  grade  resistance  is  calculated;  that  is,  the 
percentage  of  grade  which  offers  the  same  resistance  as  the 
curve.     This  =1.32/?. 


Example. — A  locomotive  has  a  draw  bar  pull  of  3400  lbs.  How  many 
tons  will  it  pull  up  a  grade  of  i  id  50  if  ite  friciion  is  32  lbs,  per  (on? 
The  work  against  gravity  is  i  /50,  or  45  lbs.  per  ton,  making  a  total  resistance 
of  77  lbs.  Tbe  available  pull  being  2400,  the  gross  load  is  31  tons,  less  the 
weight  of  the  locomotive. 

The  influence  of  grade  in  reducing  the  haulage  capacity  of 
the  locomotive  is  shown  in  the  following  table.  For  any  other 
■weight  of  locomotive  the  capacity  is  directly  proportional. 
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Hauling  Capacities  of  I^ocomotivfs  on  Various  Grades,  in  Tons  of  2000  Lbs. 


• 

Draw-bar 

P11II  on 

Level. 

Prictional 
Car  Resist- 
ance per 
Ton  on 
Level. 

Grades. 

Weight. 

Level. 

HPer 
Cent. 

I  Per 
Cent. 

iHPer 
Cent. 

a  Per 
Cent. 

aWPer 
Cent. 

4,000 

500  j 

20 

30 
40 

23 

13 

15 
II 

9 

IC 

8.4 
7.0 

8 
6.7 

5.7 

6.3 

5-4 
4.7 

5.2 

4-5 
4.0 

Draw-bar 

Pull  on 

Level. 

Prictional 
Car  Resist- 
ance per 
Ton  on 
Level. 

Grades. 

Weight. 

Level. 

3  Per 
Cent. 

sHPer 
Cent. 

4  Per 
Cent. 

5  Per 
Cent. 

6  Per 
Cent. 

4,000 

500  j 

20 

30 
40 

23 

12 

4.2 

3.8 
3-4 

3-5 
3-2 

3.0 

3.0 
2.7 

2.5 

2.2 

2.0 
1.8 

1.6 

1-5 
1.4 

Comparison  of  Types  of  Locomotives. — At  first  the  steam- 
locomotive  was  used  underground,  but  the  objections  to  it,  which 
were  soon  recognized,  led  to  its  removal  from  gaseous  mines  or 
from  those  whose  ventilating  system  may  become  disturbed  by  the 
passage  of  the  locomotive  through  the  airway,  and  it  has  been 
supplanted  by  the  later  forms  of  motor-power. 

The  compressed-air  locomotive  is  the  only  cheap  form  of 
haulage  for  gaseous  mines.  It  introduces  no  element  of  dan- 
ger other  than  that  common  to  all  large  haulage  motors — the 
interference  with  intake  air-current  during  the  outward  passage 
of  the  locomotive. 

The  electric  locomotive  has  now  established  itself  in  coal- 
mines, and  may  be  regarded  as  a  safe  form  of  haulage  except 
in  special  cases.  It  may  be  had  of  three  different  types — the 
overhead-wire  trolley,  the  third-rail,  or  the  rack-and-pinion  when 
the  grade  is  excessive  for  the  simple  traction-engine. 

On  the  other  hand,  a  very  decided  objection  obtains  against 
the  air-  and  the  steam-locomotive,  and  to  a  less  degree  against  the 
electric  locomotive,  in  the  area  of  the  haulage-way  which  they 
occupy.  Unless  the  latter  is  excavated  to  a  large  area  the  passage 
of  the  locomotive  interferes  markedlv  with  the  air-current.    When 
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travelling  with  the  current,  at  least  20  per  cent  more  air  enters 
the  mine  than  when  the  train  is  moving  out  against  it.  This 
may  be  averted  by  disconnecting  the  locomotive  haulage-way 
from  the  main  ventilation  system  of  the  mine  and  introducing 
the  inlet  current  at  a  point  beyond  the  inside  terminus  of  the 
locomotive  gangway.  The  cost  of  these  improvements,  how- 
ever, is  very  large. 

The  Steam-locomotive  has  not  as  ready  acceptance  in  under- 
ground work  now  that  it  had  in  former  days,  because  of  the 
objection  raised  to  the  presence  of  the  gaseous  products  which 
it  discharges  into  the  airway.  Whether  coal-burning  or  oil- 
burning,  there  is  given  off  a  considerable  percentage  of  car- 
bonic oxide  gas  as  well  as  smoke.  The  former  is  a  menace,  and 
the  latter  befouls  the  ventilation  besides  introducing  the  risk  of 
fire.  Moreover,  the  great  heat  and  moisture  in  the  exhaust 
tend  to  rot  the  timbers  and  to  soften  the  roof.  These  are  about 
the  same  objections  that  obtain  against  any  underground  steam- 
engine.  In  long  haulage-ways  steam-locomotives  can  be  used 
only  when  a  special  means  of  ventilation  is  provided.  There  are 
many  instances  where  hves  have  been  lost  by  the  inhalation  of 
the  gases  from  the  locomotive  and  underground  engines.  The 
steam-locomotive,  however,  is  less  expensive  than  the  air-engine 
and  very  much  lighter  in  weight. 

The  capacity  depends  on  the  driver  adhesion,  and  a  steam- 
locomotive  of  6''Xio''  cylinders  will  haul  28  tons  of  train  at  a 
rate  of  twenty  miles  per  day  up  a  grade  of  105  feet  per  mile  with 
600  lbs.  of  coal.  One  of  io''Xi4''  cylinders  has  a  duty  of  46 
tons  per  hour  at  28  miles  speed  on  grades  of  52  feet  per  mile. 
The  coal  consumption  is  1000  lbs.  per  day. 

The  locomotives  are  made  of  a  shape  to  suit  the  mine  open- 
ing, for  narrow  gauge  (36  to  40  inches)  rarely  over  78  inches 
high,  have  four  to  six  wheels  (for  curves  of  50  to  75  feet  radius), 
weigh  4  to  13  tons,  and  carry  125  to  350  gallons  of  water.  Their 
cylinders  are  from  5  Xio  to  10  X14,  on  22-inch  to  28-inch  drivers 
running  over  16-  to  28-  lb.  rails.  These  engines  cost  from  $2600  to 
$4000.    They  have  a  traction  of  from  150  to  600  tons  on  a  leveL 


VNDERCROUXD  HAULAGE  SYSTEMS. 


375 


There  is  no  difference  in  the  price  between  the  wide-  and  the 
narrow-gauge  locomotive  of  the  same  design  and  size  of  cylinders. 
For  narrow  lunnels  lucomolivcs  with  inside  cylinders  may  be  had. 
The  Compressed-air  Locomotive. — This  consists  of  one  or 
two  storage  tunlvs,  in  which  is  retained  compressed  air  sufficient 
in  amount  for  the  entire  run  of  the  trip,  and  two  cylinders  with 
the  usual  driver  connections.     When  the  air-prcssurc  is  as  high 
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as  looo  lbs.  per  square  inch,  the  high-pressure  tank,  placed 
along  the  side  of  a.  lai^er  tank,  is  quite  small,  with  a  reducing- 
valve  between  them.  The  cylinder  receives  air  from  the  low- 
pressure  tank.  As  the  radius  of  action  depends  on  the  capacity 
of  the  lank,  the  latter  is  double  that  calculated  to  be  required  for 
ihe  trip.  The  cars  are  hauled  to  the  foot  of  the  slope,  or,  if  the 
grade  b  a  natural  one,  all  the  way  to  the  tipple.  The  locomotii-e 
goes  as  far  into  the  mine  as  the  height  of  the  seam  and  the  local 
conditions  will  admit. 

These  locomotives  are  operated  precisely  like  the  steam- 
locomotive,  but  are  of  greater  weight,  with  larger  bearings,  frames, 
cylinders,  wheels,  etc.,  though  ihe  general  pattern  is  much  the 
same.  The  early  objection  to  the  air-engines — ^ihe  fear  of  ex- 
plosion— is  no  longer  warranted.  Their  dimensions  are  about 
as  follows:  i6  to  20  feet  in  length,  6  to  7  feet  in  width,  and 
5  feet  in  height.  Tlie  cylinders  are  not  lagged  as  are  sleam- 
cylinders;  indeed  their  exterior  surface  is  corrugated  to  increase 
the  exposure. 


^^ 
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The  haulage  capadtr  is  caknilated  m  the  same  maimer  as  for 
stsam-locomodves,  the  percentage  sometimes  alloinedfor  adhesion 
of  drit'ers  to  the  rails  being  one  foiuth.  Their  tractive  efforts 
are  calculated  in  the  same  way;  after  ascertaining  the  mean 
effective  pressure  from  a  given  ratio  of  expansion  and  from  the 
fize  of  the  cylinder^  the  v(Jume  of  air  required  to  deliver  the  given 
power  at  a  known  rate  of  speed  i§  found.  In  detennining  the 
mean  effective  piessuie,  the  scokkI  table  in  Chapter  X  will  be 
found  convenient  for  omditions  in  which  the  air  is  at  a  pressure  of 
not  to  exceed  200  lbs.  per  square  inch.  Above  that  the  fonnulae 
may  be  employed  for  the  purpose. 

The  following  table  shows  the  tractive  effort  of  certain  air- 
locomotives. 


Tkactive  Effokis  of  CQmpkxssed-azk  LoooMonviL 


Cyhnder. 

Tnctiw  Effort  for  ench  loo-Ib.  Gmuge  Cylin- 

Diameter 

Wei^t 

der  Pressure  at  Various  Cut-offs,  for 
Ataoospheric  Prf  isum 

of 

00 

eter, 
ladies. 

Drivrr, 

Driver, 

Stroke, 
Inches. 

Inches. 

Pounds. 

"^in.. 

H  mj  H  in.. 

Win.. 

*«in.. 

H  in..  H  in.. 

0.9S 

0.9s 

O.S8 

0.80 

0.68 

0.51  j  0.31 

5 

10 

^* 

6,000 

1020 

99c 

920 

855 

710 

530      325 

6 

10 

24 

8,500 

1470 

M25 

13^0 

1 20c 

IC20 

760 

445 

7 

12 

26 

1    13.000 

2200 

2I>C 

1990 

1810 

1540 

IT40 

700 

8 

12 

26 

1    18.000 

28S.- 

275c 

2600 

2360 

200c 

1510      900 

9 

14 

26 

2^,000 

454c 

414c 

3»40 

M90 

2960 

2220;   1350 

10 

14 

26 

32,000 

528c 

5150 

4740 

4310 

^660 

2630    1670 

II 

16 

28 

42,000 

6770 

645c 

>o8o 

5440 

4620 

3470    2440 

12 

16 

28 

>  2,000 

1          ^ 

:    8050 

780c 

7200 

6550 

5580 

4150'  2850 

Aside  from  its  low  efficiency,  the  main  objection  to  the  com- 
pressed-air locomotive  is  in  the  great  dimension  of  its  tanks. 
The  exhaust  is  laden  with  snow  if  the  ratio  of  expansion  has  been 
high,  for  the  air  is  usually  filtered  through  water  previous  to  com- 
pression, to  remove  the  dust.  This  charges  it  thoroughly  with 
moisture,  which  causes  the  trouble. 

Compound  pneumatic  locomotives  are  being  introduced  in 
order  to  utilize  the  expansive  effort  of  the  air.  They  have  an 
advantage  over  the  simple  locomotive  of  lower  piston  speed  for 
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the  same  coasumption  of  air.  A  higher  initial  pressure  is  then 
used. 

The  cost  of  a  compressed-air  plant,  with  motors,  boilers,  etc., 
is  $33,000  for  a  mine  having  an  output  of  900  tons  per  day  with 
&  mean  haul  of  2000  feet.  The  cost  of  haulage  per  ton  mined  is 
ia.6  cents. 

The  storage  tanks  on  the  locomotive  are  charged  at  either  end 
of  the  line  from  stations  where  large  storage  tanks  are  located, 
which  latter  are  in  pipe  communication  with  the  air- compressor. 
The  capacity  of  these  stationary  tanks  exceeds  twice  the  capacity 
of  the  locomotives  comprising  the  system. 


The  Electric  Locomotive. — This  is  the  most  advantageous 
form  of  electric  application  for  underground  work  both  in  point 
of  economy  and  convenience.  Its  introduction  has  been  of  slow 
growth  in  coal-mines  because  of  the  conser\'atism  enforced  upon 
engineers  by  adverse  legislation,  which  has  always  compelled 
them  to  go  slow  in  the  introduction  of  any  new  form  of  machinery. 
Since  its  first  installation  it  has  established  itself  and  is  more 
popular  than  the  compressed-air  motor,  because  it  is  more  com- 
pact and  more  economical.  Its  compactness  enables  it  to  serve  in 
entries  too  small  for  compressed  air  by  engines  and  too  sinuous 
for  cable-ways.  The  results  from  its  introduction  have  not  proved 
ajiy  more  destructive  or  injurious  to  life  than  from  other  forms  of 
haulage  power,  and  it  is  used  in  any  gangway  where  the  naked 
lamp  can  be  carried.  It  possesses  the  same  advantage  as  other 
locomotives  in  having  a  practically  unlimited  radius  of  action,  and 
has  an  additional  advantage  in  being  cheaper  to  operate  than  its 
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competitive  traction  machinery,  having  nothing  to  get  out  of 
order.    Because  of  this  little  trouble  ensues. 

Two  systems  of  electric  locomotives  are  used;  one  with  over- 
head-trolley wire  and  the  other  with  the  third  raiL 

The  mechanism  of  the  underground  locomotive  is  similar  in 
kind  to  that  of  the  familiar  street-car  trolley  in  which  hard-drawn 
copper  wire  is  laid  along  the  roof  of  the  road.  This  form  of 
the  overhead  wire  on  which  the  trolley  of  the  locomotive  arm 
rests  conducts  the  current  to  the  motor,  whence  it  may  return  by 
the  rail  to  the  generator. 

The  third-rail  locomotive  has  a  rack  between  the  two  main 
rails  in  which  engage  two  sprocket-wheels  driven  by  the  elec- 
tric motor  by  means  of  suitable  gearing.  These  sprocket- 
wheels  sen'e  the  double  purpose  of  driving  the  locomotive 
along  the  track  and  taking  the  electric  current  from  the  third 
rail  to  feed  the  electric  motor.  These  machines  are  of  recent 
introduction. 

Locomotive  Details. — It  is  impossible  to  indicate  the  average 
dimensions  of  the  locomotive,  because  each  one  represents  a 
special  type  designed  for  local  conditions  only.  Any  desired 
height,  power,  or  gauge  may  be  procured.  Its  height  is  rarely 
more  than  4  inches  above  the  tops  of  the  wheels;  its  length  is  11 
feet,  and  width  57  inches,  for  a  gauge  of  36  inches.  Its  average 
weight  is  10  tons.  This  would  have  50  horse- power  capacity 
and  would  be  capable  of  taking  25  cars  of  4.5  tons  gross  weight 
each  on  the  level. 

The  driving  motors  are  made  as  small  as  is  consistent  with 
good  design,  and  are  suspended  as  low  as  safety  warrants  in  the 
space  between  the  wheels.  They  combine  both  high  power  and 
good  speed:  their  mechanism  is  of  simple  character  and  easily 
accessible.  A  housing  affords  protection  from  dust  or  injurv. 
The>*  are  enclosed  in  a  hea\y  cast-iron  frame  firmly  bolted 
and  canning  axle-boxes.  To  each  axle  a  steel-clad  motor  b 
geared.  The  gears  are  of  the  best  cast  steel  and  designed  for 
maximum  strains  which  are  sure  to  occur  when,  in  the  darkness 
of  the  mines,  it  may  become  necessary'  to  reverse  from  full  speed. 
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Sand  is  carried  in  boxes,  fore  and  aft,  fitted  with  spouts  in  front 
•of  each  wheel;  the  brake  is  designed  to  be  applied  by  one  hand. 
The  screw-brake  is  preferred  to  gear  or  ratchet. 

The  wheels  are  generally  of  chilled  iron,  30  inches  in  diame- 
ter, and  the  trucks  of  the  prevailing  gauge.  Steel  tires  are  more 
expensive,  but  furnish  a  greater  tractive  effort  than  chilled 
wheels.  The  length  of  wheel-base  is  governed  by  the  existing 
curves.  This  is  5  feet  for  a  gauge  of  36  inches  and  a  radius  of 
25  feet. 

The  trolley-pole  is  reversible  and  adjustable  to  maximum  as 
well  as  minimum  heights.  It  may  be  placed  on  either  side  or 
•end  of  the  car  as  conditions  require,  the  centre  of  the  socket 
being  over  the  gauge  line  and  on  the  ditch  side,  to  reduce  the 
element  of  danger.  The  motor  is  of  the  slow-speed  four-pole 
type  with  windings  suited  to  the  given  line  pressure  and  a  speed 
of  eight  miles  per  hour,  taking  into  consideration  the  line  loss. 
If  it  happens  that  the  line  loss  is  less  than  was  assumed,  the  loco- 
motive speed  will  exceed  this. 

The  Rheostat. — The  controlling  device  is  of  the  five-point 
rheostatic  type  of  electric  railway  motor,  so  designed  as  not  to 
heat  to  the  danger-point  when  using  the  maximum  current.  This 
form  of  diverter,  or  rheostat,  is  necessary  because  of  the  great 
variation  in  load  and  grade  which  the  locomotive  encounters  in 
a  run. 

The  resistance-box  is  placed  in  front,  where  it  will  receive  a 
strong  circulating  current  of  air.  Powerful  magnetic  blowouts 
are  always  provided  to  insure  against  sparking. 

The  Draw-bar  Pull  of  an  Electric  Locomotive.  —  This  is 
about  50  lbs.  per  horse-power  of  the  motor,  and  the  weight  of  the 
locomotive  at  the  ordinary  speed  of  running  is  about  400  lbs.  for 
each  horse-power  of  motor,  making  the  tractive  effort  of  an  elec- 
tric locomotive  about  one  eighth  of  its  weight.  For  continuous 
work  the  effective  tractive  effort  should  be  assumed  as  20  per 
cent  less  than  this  rated  capacity.  This  will  prevent  overheating 
^f  the  wires. 

The  average  bar  pull,  P,  of  different  weights,  Wy  of  loco- 
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motives  expressed  In  pounds  on  varying  grades,  g,  is  expressed 
as  follows: 

P  =  W  (0.125 -f)  =  horse-power  o^  locomotiveXCSo— 45).  A 
ten-ton  locomotive  can  pull  1900  lbs.  on  a  3  per  cent  grade  or 
1300  lbs.  on  a  6  per  cent  grade,  as  against  2500  lbs.  on  a  dead 
level.  The  starting  draw-bar  pull  is  nearly  60  per  cent  greater 
than  the  ordinary  running  rate  when  sand  is  used. 

Locomotive  Rating. — ^The  length  of  time  for  which  a  motor 
can  give  a  stated  ampere  rating,  /,  is  based  on  the  expression  (T^ 
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— The  Power  Curves  of  a  I^yximotive 


in  which  /  is  the  number  of  minutes  of  running,  and  /  the  number- 
of  amperes  for  regular  work.  Every  overload  causes  heating 
beyond  the  allowed  limit.  This  varies  with  the  square  of  the 
current.  The  rating  of  a  given  locomotive  being  known,  ft  ia^ 
possible  thus  to  ascertain  its  hauling  capacity. 
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Thus  a  motor  rated  at  50  amperes  for  18  minutes  can  wort 
only  4J  minutes  at  100  amperes.  The  length  of  haul  also  has- 
an  influence  on  the  capacity  of  the  motor.  One  intended  to  pull 
3  maximum  load  for  a  long  period  must  have  a  greater  capacity 
than  one  which  is  operating  for  short  hauls,  allowing  time  tO' 
cool  between  stops, 

ffotation. — A  system  has  been  adopted  for  notation  of  elec- 
tric locomotives  similar  to  the  Whyte  system  for  steam-locomo- 
tives. The  number  of  wheels  under  the  locomotive,  the  number 
of  motors  and  horsepower  of  each,  and  the  number  of  pairs  of 
drivers  geared  to  the  motor  are  indicated  in  the  order  named. 
The  letter  indicates  the  number  of  drivers:  B,  for  one-geared 
axle;  C,  two  pairs  of  drivers;  D,  three  axles  geared  to  motors, 
4/i,C  means  4  wheels,  2  motors  of  50  H.P.  each,  and  2  geared 
axles. 

Storage-battery  LocomotiTes. — Owing  to  the  numerous  acci- 
dents from  contact  with  the  wires,  whereby  the  mule  becomes  an 
unnecessary  evil  in  the  operation  of  the  mine,  the  animal  may  be 
eliminated  from  the  haulage  systems  by  employing  manual 
labor  for  pushing  the  car  from  the  parting  into  the  entr\'.  A  com- 
bined storage  and  troLey  locomotive  has  also  been  devised  for 
the  purpose  and  employed  with  success.  Storage  batteries  obvi- 
ate the  necessity  for  wires,  but  as  yet  are  too  expensive  and  also 
too  heavy  for  efficient  use.  A  25-lb,  battery  will  furnish  one 
horse-power  hour;  and  a  space  of  40  sq.  ft.  will  accommodate  250 
elements,  which  would  be  able  to  give  11  horse-power  during  a 
full  ten-hour  shift.  This  weight  and  the  adhesion  is  more  than 
twice  that  of  the  steam- locomotive  of  equal  horse-power,  but 
requires  a  heavier  rail. 

Example,— It  is  desired  to  move  sixty  cars  of  a  capacity  of  3  ions  each  and 
weighing  i  ton  over  a  track  having  ttie  following  profile,  favoring  the  loaded 
cars:  1920  feet  of  1.3  per  cent  grade,  1000  feet  of  1.8  per  cent  grade,  600  ieel 
of  2  per  cent  Rrade,  400  feet  of  2,5  per  cent  grade,  425  feet  of  3.5  per  cent 
grade,  and  1000  feet  of  o.g  per  cent  grade.  The  locomotive  rating  is  64, 
voltage  500,  amperes  31  for  each  motor,  and  speed  6  miles  an  hour. 

The  maximum  resistance  is  on  the  steepest  grade,  or  4i  per  cent. 

K  the  car  friction  be  assumed  at  i  per  cent,  the  cars  will  require  5400  Ib& 
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draw-bar  pull  to  do  this  work.  To  provide  for  the  friction  of  the  looomotive 
itself,  which  is  1280  lbs.,  the  total  tractive  effort  must  be  6680  lbs.  With 
cast-iron  chilled  wheels  the  weight  of  the  locomotive  must  be  53,280  lbs. 
Dividing  the  draw-bar  pull  by  50  shows  that  the  locomotive  must  be  equipped 
with  108-horse-power  motors  to  do  the  work  without  overload.  For  con- 
tinuous work  we  have,  for  the  two  motors. 


V 


ItP 

-y— 2X32. 


r>Bthe  total  time  that  should  be  taken  for  each  trip.  Calculating  for  the 
several  sections  the  time  of  haul  in  minutes  and  the  required  amperes, 
respectively,  as  below,  with  a  voltage  of  500: 

Time       =3.8  2  i.i  0.8  0.8  2  minutes 

Amperes  =     114  128  134  148  182  100 

and  tP         -  41,400     32,768      19,751      17,523      26,500      20,000 
we  have  //*=  165,942;    (64)^7=  165,942;  and  r=4o. 

Cost  of  Electric  Hatilage. — ^The  life  of  the  average  electric- 
haulage  plant  is  estimated  as  twenty  years,  and  hence  in  dis- 
tributing the  cost  of  haulage  an  allowance  of  5  per  cent  depreci- 
ation per  year  divided  by  the  number  of  working  days  per  year 
will  give  the  allowance  to  be  made  for  this  item  per  day. 

Comparing  some  instances  of  the  cost  of  electric  haulage  with 
that  of  mules,  the  evidence  preponderates  in  favor  of  the  former. 
On  the  item  of  track  cost  alone  it  shows  a  saving  of  25  per  cent 
on  the  investment  per  year. 

Self-acting  Planes. — Conditions  occasionally  occur  when 
gravitation  can  be  utilized  to  deliver  the  loaded  car  to  the  bottom 
of  the  plane.  A  double  line  of  rails  is  laid  the  entire  length  of 
the  track  for  two  trains  of  cars.  A  rope  connects  them  and 
passes  around  the  sheave  at  the  top  of  the  incline  fitted  in  a  recess 
above  the  landing  where  the  cars  are  started.  In  some  cases  a 
single  rope  is  used,  the  sheave  being  horizontal  and  its  axis  ver- 
tical; in  other  cases  a  drum,  whose  axis  is  horizontal,  carries  two 
ropes  wound  in  opposite  directions,  each  one  having  one  or  more 
cars  attached  to  it  when  desired.  A  single  rope  may  be  used  on 
the  drum  with  five  or  six  extra  coils  upon  the  drum  between 
Jie  two  branches  of  rope  to  give  friction  enough  to  prevent  the 
rope  from  slipping.    This  form  of  plane  is  used  in  haulage- wa)rs. 
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and  occasionally  in  individual  rooms  for  the  delivery  of  one  or 
more  cars  at  a  time. 

Sometimes  three  rails  are  laid  with  a  suitable  turnout  mid- 
way along  the  incline.  This,  however,  is  false  economy,  as  com- 
pared with  the  full  four-rail  line. 

The  lowest  gradient  at  which  the  plane  is  self-acting  depends  on 
the  state  of  the  road  and  the  load,  but  under  the  most  favorable 
conditions  the  gradient  requires  to  be  about  1.25  inches  per  yard, 
or  I  in  29.  At  about  6  per  cent  pitch  it  works  freely.  The  most 
satisfactory  grade  is  1  in  6.  When  the  grade  is  as  large  as  i  in  3 
there  is  an  excess  of  motor  force  above  the  resistance,  and  a  suitable 
brake  must  be  supplied  to  control  the  speed.  Some  inclines  have 
a  counterbalance-car.  The  average  safe  velocity  on  such  a  plane 
is  400  feet  per  minute.  A  two-car  plane  on  10°  incline  requires  a 
f -inch  rope.  On  a  45°  slope  the  rope  is  |  inch  in  diameter  for 
three  cars. 

The  lower  portion  of  the  inclination  is  flattened  somewhat  to 
•diminish  the  momentum  of  the  descending  cars,  and  in  some 
cases  a  reverse  grade  is  built  in  order  to  check  the  train.  The 
speed  of  the  car  or  train  is  regulated  by  a  brake  applied  on  the 
band  bolted  over  the  sheave- wheel.  It  is  of  the  usual  type,  fitted 
with  good  durable  surface  having  a  high  coeflScient  of  friction. 
The  safety  attachments  provided  on  cars  are  essentially  con- 
fined to  some  form  of  trailing-block. 

Single-track  self-acting  incUnes  for  single  cars  have  a  trailing 
counterbalance-car  to  regulate  the  speed,  with  a  turnout  at  the 
middle  of  the  line. 

Engine  Planes. — When  the  slope  is  against  the  load  and  a 
locomotive  cannot  be  employed  to  advantage,  engine  planes  are 
used.  A  stationary  engine  with  drum  is  located  at  the  head  of 
the  plane  to  raise  the  cars  in  the  train  at  any  speed  which  the 
timbering  of  the  roadway  will  permit.  If  the  traffic  is  large 
enough  to  warrant  it,  the  engine  is  in  continual  motion,  the  drum 
being  thrown  in  or  out  of  gear  when  desired.  If  the  drum  may 
turn  freely,  it  will  pay  out  the  rope  for  the  descending  cars,  and  is 
i;eared  to  pull  them  up.     On  a  grade  of  1.7  per  100,  gravity  will 
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take  the  loaded  cars  do^m  with  a  reasonable  velocity  (empties  on 
a  3.25  grade),  pulling  the  rope  behind  them.  On  a  10  percent 
grade  a  brake  will  be  necessary  for  the  empty  cars. 

The  track  may  be  single  or  double,  according  to  the  output 
desired.  On  single-track  planes  the  engine  is  non-reversing. 
The  cars  usually  travel  in  trains,  ten  to  thirty  cars  to  a  train,  each 
in  charge  of  a  conductor,  who  operates  a  dead-fall  timber  block  to 
hold  the  train  while  the  cars  arc  being  shunted.  The  size  of 
the  engine  can  be  calculated  as  for  hoisting,  by  determining  the 
amount  of  power  requisite  to  overcome  the  vertical  component 
of  the  weight  of  the  nipe  and  train  and  the  horizontal  resistance 
of  the  friction.  The  engine  plane  is  eminently  suited  to  an  oil- 
engine or  an  electric  installation.  It  is  well  adapted  for  the 
delivery  from  side  entries  at  different  levels,  and  may  be  used  on 
slight  curves  by  cur\'ing  ihe  rope  on  iron  guide-wheels.  Ordi- 
narily the  rope  will  last  four  years.  A  14"  X30"  engine  with  a 
3-ton  fly-wheel,  ^''j-inch  steel  rope  on  a  plane  4600  feet  long  and 
80  feet  rise,  has  a  daily  output  of  950  tons  of  mineral  in  trains  of 
25  to  30  cars. 

Rope-haulage  Systems. — The  two  classes  of  rope-haulage 
systems  arc  known  as  the  tail-rope  and  the  endless  rope.  Both 
are  extensively  used  in  horizontal  seams,  and  while  each  has  its 
special  adaptation  to  a  given  grade,  local  conditions  may  make 
it  possible  of  application  under  steeper  grades.  The  tail-rope 
can  be  employed  for  grades  not  exceeding  3  in  100,  either  with 
or  against  ihc  loaded  cars. 

The  Tail-rope  System.— This  consists  of  a  stationary  engine 
with  two  drums  which  arc  thrown  alternately  in  and  out  of  gear. 
From  each  drum  is  carried  a  rope.  The  main-rope  has  a  length 
equal  to  that  of  the  road,  and  is  fastened  to  the  front  end  of  the 
train.  The  tail-rope,  of  double  this  length,  passes  from  the  drum 
around  a  sheave  at  the  end  of  the  road  and  up  to  the  rear  end  of 
the  train. 

When  hauling  the  loaded  train  out,  the  main-rope  drum  is 
thrown  into  gear  and  that  carrying  the  tail-rope  is  free.  The 
loaded  cars  arc  then  driven  to  the  outlet  or  the  point  of  distribu- 
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tion,  dragging  behind  them  the  tail-rope.     When  the  train  has   1 
been  replaced  by  cmptj'  cars,  the  main-drum  is  released  and  the 
tail-drum  engaged.    The  engine  is  started  and  the  cars  are  de-, , 
livered  into  the  mine.    The  lower  sheave  is  a  grip-pulley  similar 
10  that   used   in   the  power  transmission,  Fig.  118.     The  main- 
rope  is  rarely  over  I  inch  in  diameter.    The  tail-rope  is  usually  I 
an  old  discarded  main-rope.     Swivel  connections  are  used  from 
the  rope  to  the  train. 

The  roadway  is  usually  a  single  track,  and  the  sheave  is  ver- 
tical with  the  tail-rope  carried  along  the  roof,  while  the  m:;in- 
rope  is  supported  along  the  floor.  The  length  of  haul  is  limited 
only  by  the  engine  power  and  the  track  resistances.  The  most 
advantageous  pitch  is  about  3  per  cent  outward  from  the  workings. 
The  velocity  of  haul  may  reach  as  high  as  10  miles  an  hour. 
Each  trip  may  take  a  train  of  from  10  to  50  cars,  usually  ac- 
companied by  one  trailer  in  charge  of  a  condiiclor. 

This  system  is  very  much  used  in  American  collieries.  It 
is  the  best  plan  for  operating  branch  ways.  Each  branch  has 
its  own  rope  passing  over  sheaves  at  ihe  ends.  When  a  train  is 
to  be  hauled  out  of  the  room  to  the  point  of  discharge,  the  principal 
ropes  are  opened  at  Ihe  proper  points  and  connections  with  the 
branch  ropes  are  made;  meanwhile  the  other  branches  arc  idle. 
This  is  an  inexpensive  plan!  to  build  and  to  maintain.  It  is 
advantageous  for  undulating  roadways  and  has  very  largely 
replaced  animal  power. 

An  engine  of  iS"X3o"  cjlinder  with  75  lbs.  steam -pressure 
draws  thirtv  trains  of  17  cars  each  in  aday  over  a  slope  of  2800 
feet  long  with  a  grade  of  1  in  200.  The  drums  are  4.5  feet  in 
diameter,  the  main-rope  is  J  inch  and  the  tail  rope  J  inch  diame- 
ter. The  \'eIocity  of  travel  varies  between  8  and  11  feet  per 
second. 

A  tail-rope  plant  for  1000  tons  daily  for  a  mile  of  haulage 
will  rccuire  about  130-H.P.  boiler  and  engines;  6000  feet  of 
main-rope  i  inch  diameter;  16,000  feet  of  |-inch  tail-rope;  600 
rollers;  500  cast-iron  sheaves;  10  return  sheaves  and  drums. 
The  first  cost  would  be  nearly  $7500,  and  the  maintenance 
about  $20  per  day. 
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The  Endless-rope  Sjrstem. — ^This  system  is  much  in  vogue. 
A  rope  or  a  chain  receives  continuous  motion  in  one  direction 
from  a  wheel  or  drum,  and  draws  the  cars  out  on  one  line  and  in 
on  the  other.  The  tension  requisite  to  carry  the  load  is  arti- 
ficially produced  by  a  carriage  provided  with  some  form  of  coun- 
terpoise. It  requires  a  double-track  line  for  communication 
and  considerably  less  rope  than  in  the  tail-rope  system.  Cars 
can  be  attached  at  any  point  on  the  line,  but  branch  connections 
are  not  possible  with  this  system. 

The  wire  rope  or  chain  cable  may  rest  on  the  top  of  the  car 
or  be  supported  below  it.  In  the  cheapest  and  most  universal 
method  the  chain  rests  in  forks  riveted  on  the  top  of  each  car. 
For  uniform  grades  and  sharp  curves  the  endless  rope  may  be 
suspended  above  the  cars,  to  which  it  is  attached  by  short  lengths 
of  chain.  If  the  chain  cable  is  underneath  the  cars,  it  runs  on 
rollers,  connections  being  made  by  hooking  a  short  length  of 
chain  from  each  car.  With  a  rope  running  over  rollers  or  sheaves 
on  the  floor,  like  the  surface  cable  roads,  connection  is  made  by 
a  hand-grip  attached  to  the  car. 

The  engine  of  the  double-track  system  is  in  continual  rotation, 
driving  a  shaft  fitted  with  a  heavy  fly-w'heel,  and  with  a  friction- 
clutch  for  emergencies.  From  the  ^haft  a  belt  or  rope  drives  a 
parallel  shaft  with  the  sh*^ave  about  which  the  endless  rope 
travels.  A  similar  sheave  at  the  far  end  of  the  line,  with  a 
balance-car  or  tightener,  constitutes  the  entire  mechanism.  The 
speed  of  the  rope  rarely  exceeds  four  miles  p)cr  hour. 

The  cars  arc  attached  singly  at  the  landings  as  fast  as  they 
arrive.  The  connection  is  made  by  wrapping  a  few  turns  of 
chain  about  the  rope  and  hooking  ihe  ends  on  by  the  hand-grip. 
The  latter  is  more  convenient  and  secure  than  the  former,  par- 
ticularly if  the  cars  arc  in  irain.  The  grip  is  a  pair  of  clamps 
attached  to  one  end  of  the  car,  the  end  of  the  movable-jaw  lever 
being  closed  on  the  rope  by  a  ring  slipping  on  io  its  mate.  Rais- 
ing the  ring  opens  the  clamp  and  drops  the  rope.  The  car  is 
released  and  switched  to  its  proper  track.  In  the  same  way  it 
can  be  as  easily  clamped  on  the  rope  to  pull  the  car.  For  a 
ii'n  (  f  cars  a  leading  fjrip-car  is  aV  ached  by  a  gripman,  who 
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t&kes  the  train  out  or  in.  Clevis  couplings  are  also  used  for 
single  cars  and  at  the  front  and  rear  ends  of  trains.  Sometimes 
a  "knock-off"  hook  is  used  at  the  rear  to  aid  in  uncoupling  while 
strain   is  on  ihe  rope. 

Increasing  the  Tension  of  the  Drums  at  the  Driving  End. — 
The  difference  in  tensions  due  to  the  two  loads  pulling  upon  the 
two  branches  of  rope  is  slight.  The  amount  of  friction  at  the 
sheave  must  at  least  equal  the  difference  of  loads.  Should  any 
excessive  loading  or  resistance  occur,  (he  sheave  will  slip  and  fail 
to  drive.  A  tighter  grip  must  be  taken  on  the  rope  by  the  sheave 
to  communicate  power.  It  would  also  prevent  excessive  wear 
of  the  rope.  This  is  possible  where  the  sheave  has  several  grooves. 
The  number  of  coils  will  be  such  as  will  provide  the  necessary 
fric.ion  lo  prevent  the  rope  from  slipping  off.  This  may  be 
determined  by  the  formuUe  for  power  transmission.  Two  drums 
in  tandem  scr\'e  much  better,  each  one  having  four  or  five 
grooves,  the  rope  making  a  half-coil  alternately  upon  each  drum 
in  each  groove  before  returning  along  the  other  trackway. 
They  are  both  geared  to  the  engine  for  equal  speed. 

The  Balance-car. — -The  variations  of  load  and  changes  of 
temperature  produce  varying  tensions  and  elongations  of  the 
rope.  To  insure  a  uniform  tension  the  sheave  at  the  other  end 
of  the  line  is  mounted  on  a  carriage  and  capable  of  sliding  freely. 
Beyond  it  is  a  sunken  pulley  over  which  is  the  rojie  from  the  car- 
riage to  a  suspended  counterpoise.  When  the  loads  on  the  rope 
become  heavy,  the  carriage  is  pulled  by  the  pendent  weight  to 
increase  the  rope  tension.  With  a  light  load  the  weight  of 
the  rope  draws  the  carriage.  If  the  grades  favor  the  load,  the 
carriage  is  at  the  end  of  the  run  of  the  loaded  cars,  the  power 
being  inside  of  the  mine  at  the  lop  of  the  empty  track.  On 
aerial  tramways  the  same  regulating  device  is  used,  and  in 
Fig.  ii8  is  an  illustration  of  one. 

Instead  of  the  plain  grooved  sheave  there  may  be  a  grip- 
pulley,  several  feet  in  diameter,  carr\'ing  radial  forked  arms  to 
seize  the  rope.  The  arms  arc  capable  of  being  lengthened  or 
shortened  as  the  rope  stretches  and  drags.     When  the  arms  have 
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been  extended  to  their  limit,  a  short  length  of  rope  or  a  few  links 
of  cable  are  removed  and  the  forks  readjusted. 

An  i8"X42 "  Corliss  engine,  with  two  36-inch  drivmg- pulleys, 
18-inch  belts  to  a  pair  of  84-inch  pulleys,  and  two  pinions  of 
18  inches  diameter  with  26  teeth,  gearing  into  72-inch  spur-wheels 
with  91  teeth,  drives  two  72-inch  rope-drums.  The  drums  with 
four  grooves  each  operate  an  endless-rope  system  one  and  a 
half  miles  long,  delivering  1200  tons  daily  over  an  average  road. 
The  fuel,  labor,  etc.,  of  a  450-ton  endless  ropeway  is  about  $7.50 
per  day.  The  initial  cost  is  about  $6700  for  a  plant  of  4200  feet 
double  track  (1500  feet  having  a  rise  of  40  feet,  the  rest  being 
level).    The  rope  is  |  inch  diameter. 

If  only  a  single  track  is  possible  in  the  haulagje-way,  the  oper- 
ation is  intermittent.  The  engine  alternately  pulls  the  rope 
with  its  train  inward  and  outward,  being  reversed  for  each  trip. 
This  resembles  the  tail-rope  system  with  the  two  ropes  linked 
together.  One  line  of  rope  is  supported  on  overhead  sheaves, 
and  the  "other,  to  which  the  cars  are  attached,  rests  on  the  floor 
rollers.     The  cars  are  in  train. 

The  road  may  be  more  readily  extended  with  this  system 
than  with  the  tail-rope.  It  costs  less  for  power  and  can  be  carried 
around  sharper  curves  and  over  steeper  grades.  It  can  be  used 
with  practically  every  condition  of  roadway  with  greater  econ- 
omy than  any  of  the  other  systems.  The  delivery  of  cars  is 
uniform  and  continuous,  regardless  of  the  length  of  haulage. 
The  amount  of  car  and  rope  repairs  is  less  than  in  the  tail-rope 
system.  The  risk  of  accident  to  men  along  the  roadways  or 
damage  to  property  is  also  less,  because  of  the  slow  speed. 
Though  applicable  to  sinuous  undulating  roads,  it  is  best  adapted 
to  uniform  grades  throughout  the  entire  length  of  the  roadway, 
because  of  the  varying  load  which  would  otherwise  be  thrust 
upon  the  engine  where  the  grades  arc  steep  and  variable.  This 
would  be  particularly  true  when  the  intermittent  attaching  of 
cars  is  very  irregular. 

Supporting  the  Haulage-rope. — Rollers  and  sheaves  along 
the  haulage- way  support  the  rope  to  reduce  its  wear  and  to  dimin- 
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ish  the  frictional  resistance.  They  are  placed  midway  between 
the  rails  on  suitable  blocks  spiked  to  the  lies,  and  20  to  30  feet 
apart.  They  are  also  employed  for  supporting  the  tail-rope 
near  the  roof  by  being  suspended  from  the  roof-timbers.  The 
rollers  are  usually  of  wood,  12  to  18  inches  long,  5  inches  in 
diameter,  and  carefully  turned  with  an  iron  journal  for  support. 
They  are  spaced  on  a  level  track  from  1 5  to  20  feet  apart  (closer 
together  if  the  rope  is  large  or  the  grade  sleep).  The  bearings 
also  are  of  oak,  well  oiled.  Hollow  rollers  may  be  obtained  of 
cast  iron  with  cun-ed  faces,  to  keep  the  rope  as  central  as  possible. 
They  are  shorter  than  the  wooden  rollers  and  offer  much  less 
resistance. 

Deflecting  the  Main-rope  Around  the  Curves. — This  is  accom- 
plished by  a  number  of  small  sheaves  laid  on  the  centre  line  of 
the  track,  concentric  with  the  raib.  They  are  of  a  diameter  of  10 
to  15  inches  and  are  spaced  3  feet  or  so  apart  to  give  a  slight 
deflection  of  each  one  for  the  entire  length  of  the  curve.  On 
reverse  cur\'es  they  are  laid  nearer  the  inside  rail  than  the  outer 
rail,  with  their  axis  somewhat  inclined  and  leading  outward. 
The  formula:  for  determining  their  spacing  are  to  be  found  on 
page  177. 

Short  vertical  rollers  are  also  placed  on  the  ties  when  the  rope 
is  to  be  deflected  around  a  gentle  cun'e.  For  a  sharp  curve  the 
rollers  are  frequently  placed  at  the  side  of  the  track,  with  their  axes 
slightly  inclined  from  the  vertical  to  carry  the  rope.  These  are 
sjiaced  3  feet  apart  outside  of  the  inner  rail  of  the  curve.  They 
are  usually  of  cast  iron,  chilled,  with  an  upper  flange.  Guide- 
blocks  are  laid  at  intervals  from  the  inner  rail  toward  the  sheave 
on  all  simple  curves  in  order  to  guide  the  rope  into  its  position  in 
the  groove,  and  also  to  prevent  its  catching  in  the  rail  as  the 
train  moves  around  the  cur\-e.  These  blocks  are  of  oak,  spiked 
to  the  tics. 

Supporting  the  Tail-rope. — Tail-rope  sheaves  are  hung  on 
the  posts  at  the  sides  of  the  haulage-way,  25  to  30  feet  apart. 
For  these  a  perfect  alignment  is  necessary,  in  order  to  reduce 
friction  and  increase  the  security  to  the  rope  in  the  groove.    They 
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are  of  chilled  cast  iron  or  case-hardened,  having  wooden  filling 
in  the  grooves,  and  are  from  lo  to  i6  inches  in  diameter. 

The  tail-rope  is  turned  out  of  a  side  heading  by  a  horizontal 
guide-sheave  of  a  diameter  as  large  as  convenient.  Its  pattern 
is  like  that  of  the  clip-pulley  described  under  Power  Transmission, 
Chapter  IX.  A  large  diameter  is  necessary  because  the  angle  of 
contact  exceeds  90°. 

An  electric  system  along  the  tramways  is  requisite  for  safety 
as  well  as  for  signalling,  though  the  malicious  destruction  of 
insulation,  etc.,  has  caused  its  abandonment  by  many  operators. 

Examples. — i.  A  one-mile  endless  rope,  travelling  at  two  miles  an  hour 
over  an  average  grade  of  3  in  100,  delivers  50  tons  per  hour.  Required  the 
total  resistance  on  the  line  and  the  size  of  the  cylinders  under  50  lbs.  boiler 
pressure  and  160  feet  piston  speed.  Each  car  weighs  &00  lbs.  and  carries  2000 
lbs.  Along  the  line  are  distributed  25  loaded  and  25  empty  cars,  about 
100  feet  apart,  and  a  ton  is  delivered  every  36  seconds;  with  a  coefficient  of 
friction  of  0.02,  the  frictional  resistances  on  the  halves  of  the  line  are  1400 
and  400  lbs.  respectively.  To  raise  25  tons  up  the  plane  requires  a  force 
of  3  per  cent  of  50,000,  or  1500  lbs.;  the  gravity  component  of  the  cars  is 
600  lbs.  The  gravity  components  of  the  cars  and  the  rope,  up  and  down, 
balance  each  other,  leaving  the  work  of  the  engine  to  be  that  of  overcom- 
ing 1500+ 1800  (the  drag  of  the  rope  is  assumed  at  3000),  which,  carried  at  a 
rate  of  176  feet  per  minute,  requires  1,109,800  ft.-lbs.,  or  33.6  I.H.P.  The 
piston  diameter,  kj  is  yj  inches,  and  for  130  strokes,  5,  nearly  15  inches. 
If  the  driving-sheave  is  6  feet  diameter,  it  makes  9.3  revolutions  per  minute, 
and  is  therefore  geared  i  to  7. 

2.  A  haulage-engine  having  cylinders  24"X48",  at  the  head  of  a  plane 
of  10  per  cent  grade,  is  directly  connected  to  its  drum.  With  an  effective 
steam  pressure  of  45  lbs.  per  square  inch,  a  piston  speed  of  350  feet  per 
minute,  and  a  train  speed  of  8  miles  an  hour,  what  is  the  size  of  the  drum 
and  the  capacity  of  the  plant? 

The  total  piston  pressure  is  27,150  Ibs.,^  assuming  a  modulus  of  §,  which, 
at  350  feel  per  minute  and  a  train  speed  of  704  feet  per  minute,  represents 
a  continuous  load  of  13,497  lbs.  This  tension  upon  the  hauling-rope,  due 
to  the  component,  parallel  to  the  plane,  of  the  weight  of  the  rope,  cars,  and 
load,  plus  their  friction,  is  therefore  limited  to  13,497  lbs.  For  this  working 
load  the  rope  may  be  ij  inches  diameter,  weighing  2  lbs.  per  running  foot; 
the  cars  may  be  assumed  to  weigh  one  half  that  of  their  contents,  Wj  and 
the  frictional  resistances  may  be  allowed  fo'  at  the  rate  of  50  lbs.  per  ton 
of  normal  pressure.     Then,  by  formulae  in  Chapter  V, 

i3i497=rA(i2,ooo  +  fH0(i +0.025). 
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W  becomes  79,840  lbs.,  and  the  hourly  capacity  less  than  160  tons,  without 
Allowing  for  delays. 

3.  To  ascertain  if  the  engine  is  properly  proportioned  for  starting  the 
given  load,  we  examine  the  table  on  page  131.  Note  that  the  coefficient 
is  0.3974,  which  multiplied  by  45X(34)'X4  gives  a  minimum  moment  of 
41,103  ft.-lbs.  With  a  direct-acting  engine  the  drum  must  have  a  diameter  of 
5  feet  6  inches.  The  engine  can  therefore  start  from  the  bottom  a  load,  W, 
Sreater  than  99,300  lbs. 

4.  If  the  plane  were  double-tracked  and  the  engine  supplied  with  two 
<lTums  fast  on  the  same  shaft,  the  only  work  failing  u[x)n  the  engine  would 
iie  that  due  to  the  contents  of  [he  cars  plus  the  total  friction  on  the  double  line. 
In  this  case  seven  full-length  trips  might  be  made  per  hour,  thus  increasing 
ithe  hourly  capacity  to  377  tons. 

5.  Required  the  length  of  a  haulage  plant  for  a  tail-rope  system  to 
Oliver  tooo  tons  in  ten  hours  over  a  road  the  first  Coo  feet  of  which  has 
a  dip  of  4  feet  per  100  wilh  the  load,  the  next  2100  feet  a  grade  of  3  feet  per 
100  against  the  load,  and  the  lower  600  feet  i  feet  per  100  against  the  load. 

Assume  that  each  car  weighs  1000  lbs,,  and  that  its  capacity  is  3000  lbs.; 
assume  also  a  piston  speed  of  300  feet  per  minute  and  an  average  train-speed 
of  6  miles  an  hour. 

On  the  lowest  section  gravity  produces  a  tension  on  the  main-rope  of 
566s  lbs.,  and  the  engine  has  to  perform  3,991,120  ft.-lbs.;  on  the  next 
upper  sertion  for  4  minutes  131,6  horse-power  is  necessary  to  pull  the  train 
«p-grade.  At  the  head  of  the  gangway  the  grade  favors  the  loaded  cars, 
■which  produce  a  tension  on  the  tail  rojje  of  over  6oo3  lbs.  With  a  drum 
of  13a  inches  diameter,  making  15.3  revo  utions  per  minute,  gearing  to  a 
pinion  of  0.40  its  diameter,  a  modulus  of  i,  and  an  effective  steam  pressure 
of  40  lbs.,  the  diameter  of  each  cylinder  would  be  at  inches  and  the  stroke 
JO  inches. 
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CHAPTER  IX. 

WIRE-ROPE  TRANSMISSION. 

Ropes  for  Power  Transmission  arc  of  different  materials, 
cotton,  hemp,  manilla,  and  steel  wire  being  the  most  common. 
For  mining  purposes  the  cotton  ropes  are  relatively  weak  com- 
pared with  manilla,  and  have  given  place  to  the  latter,  which  arc 
still  largely  employed  for  some  purposes  of  driving.  If  care  is 
taken  in  the  proper  selection  of  a  vegetable-fibre  rope  and  in  pro- 
viding it  with  large  pulleys,  its  durability  is  increased  to  an  extent 
that  will  make  it  a  good  competitor  of  wire  rope,  which  is  the 
most  extensively  used  for  power  transmission.  The  steel-wire 
Tope  is  of  the  7-wnre,  6-strand  type  of  a  diameter  of  J  to  J  inch, 
according  to  the  amount  of  power  desired. 

Rope-driving  Systems. — Motion  may  be  imparted  to  an 
endless  rope  by  its  adhesion  to  a  sheave  around  which  it  passes 
and  thence  to  a  distant  sheave.  If  the  distance  between  the 
sheaves  is  great,  the  rope  is  supported  at  intermediate  points. 
The  amount  of  power  which  can  be  delivered  to  the  far  sheave 
depends  solely  upon  the  amount  of  adhesion  between  the  rope 
and  the  surface  of  the  sheave.  In  the  American  system  one 
endless  rope  is  wound  several  times  around  the  driving  and  the 
driven  pulleys.  In  the  English  system  the  sheaves  have  mul- 
tiple grooves.  Several  independent  ropes  run  side  by  side,  each 
driving  in  its  own  groove.  The  latter,  or  multiple,  system  more 
easily  transfers  power  between  the  generator  and  motor,  and  is 
more  secure  against  the  possibility  of  breakdowns.  On  the 
other  hand,  the  ropes  have  an  unequal  stretch  and  are  liable  to 

drive  at  different  velocities  and  tensions,  thus  introducing  loss 
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of  power,  greater  wear,  etc.  In  the  American,  or  continuous^ 
system  there  is  only  one  splice  in  the  rope  and  no  differential 
driving  is  likely  to  exist. 

The  Transmission  of  Power. — ^The  amount  of  adhesion  deter- 
mining the  power  transmission  depends  on  the  friction  between 
the  surfaces  in  contact,  the  angle  of  wrap,  and  tensions  on  the 
rope.  Being  of  slow  speed,  the  tensions  in  the  two  branches 
of  the  rope  are  due  solely  to,  and  depend  directly  upon,  the  stretch 
produced  by  the  weight  of  the  sections  between  the  supports  and 
the  amount  of  sag. 

Sheaves  and  End  Carriages. — The  sheaves  around  which 
the  power-rope  travels  are  horizontal,  the  upper  (Fig.  94)  being 
on  a  fixed  frame,  and  the  lower  one  at  the  end,  remote  from  the 
power,  on  a  carriage-tower  frame.  These  sheaves  are  of  large 
diameter  keyed  to  a  heavy  shaft,  the  latter  running  in  a  step  at 
its  foot  and  held  in  a  box  at  the  upper  end.  The  rate  of  revolu- 
tion of  the  sheaves  is  125,  or  less,  per  minute,  the  speed  of  the 
rope  being  maintained  below  4200  feet  per  minute.  The  rim 
of  the  pulley  holds  in  its  groove  a  number  of  wooden  blocks, 
or  a  strip  of  rubber,  to  furnish  as  large  a  friction  as  possible. 
In  some  cases  the  rim  is  composed  of  a  number  of  gripping- 
jaws,  which  arc  capable  of  locking  on  the  rope.  The  brake- 
wheel  is  bolted  above  the  arms  of  the  grip-sheave,  and  is  controlled 
by  an  adjusting-screw  and  hand-wheel.  In  power  transmission 
both  frames  carr}'ing  the  end  sheaves  are  fixed,  and  provision  is 
made  for  the  stretch  of  the  rope  by  a  sheave  with  arms  which 
are  capable  of  extension,  thus  enlarging  the  diameter  of  the 
sheave.     The  rope  may  also  be  cut  out  and  respliced. 

At  intermediate  points  on  the  line  sheaves  arc  supported 
on  the  pillars  or  towers  to  relieve  the  rope  of  the  excessive  stress 
of  a  long  rope.  These  are  of  cast  iron,  18  or  20  inches  in  diame- 
ter, and  fixed  on  the  ends  of  cross-arms.  They  run  loose  on 
their  axles.  The  grooves  are  deep  and  wide  to  admit  the  rope 
nearly  to  the  bottom,  the  sides  being  curved  to  let  the  rope  slip 
easily.  Occasionally  the  grooves  are  lined.  The  distance  be- 
tween the  sheaves  is  governed  by  the  allowable  tension  and  sag. 
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ft 

For  power  purposes  the  maximum  is  450  feet;  for  aerial  tram- 
wa)rs  it  may  be  only  200  feet.  If  they  merely  support  the  ropes^ 
they  are  small  in  diameter,  but  if  intended  to  deflect  the  rope,^ 
their  diameter  is  increased.  Care  must  be  taken  in  their  align- 
ment in  a  vertical  plane  and  that  the  axles  each  have  as  little 
friction  as  possible.  On  steep  inclinations  a  second  sheave 
vertically  above  the  lower  supporting  sheave  is  placed  to  prevent 
the  rope  from  flying  from  the  wheel.  Where  it  is  possible  for 
power  transmission,  the  upper  branch  of  the  rope  is  made  the 
driving  portion,  and  the  lower  branch  its  slack  part. 

Maintaining  Uniform  Tension. — All  single-rope  power-trans- 
mission lines  require  some  form  of  tightener  to  maintain  a  con- 
stant tension  upon  the  rope  and  a  uniform  driving  power.  Wire- 
rope  lines  for  endless-rope  haulage  and  aerial  tramways  are 
illustrations  of  this  type.  In  the  English  multiple-rope  system 
tighteners  are  not  used. 

The  tightener  may  be  a  sheave  or  a  pair  of  drums  on  a  mov- 
able carriage.  When  the  drums  are  at  the  power  end  of  the 
line  they  are  placed  on  the  same  base  with  their  axes  parallel. 
The  rope  is  wound  consecutively  from  one  to  the  other  of  the 
drums  and  around  all  of  the  grooves.  Either  or  both  may  then 
act  as  the  driver  if  they  are  geared  together.  The  two  may  also 
be  mounted  on  a  carriage,  in  which  case  they  are  at  the  driven 
end  of  the  line.  The  carriage  is  free  to  travel  upon  a  track  and 
is  fitted  with  a  heavy  pendent  weight,  such  that  when  the  rope 
stretches  the  counterpoise  will  pull  the  carriage  to  balance  the 
tension,  as  in  Fig.  93.  The  length  of  the  travel  of  the  carriage 
must  be  sufficient  to  allow  of  a  freedom  of  movement  within 
limits  of  variation  in  rope  length  caused  by  the  changes  of  load. 

The  Tension  of  the  Rope.-— On  the  tight  side  the  tension  is 
that  which  is  due  to  the  centrifugal  action  of  the  pulley-sheave, 
the  bending  stress  of  the  rope,  and  the  power  which  the  latter 
receives  from,  or  remits  to,  the  respective  sheave.  This  must 
never  exceed  the  maximum  safe  stress  of  the  rope  and  should 
be  less  than  one  third  of  the  ultimate  strength.  The  tension  on 
the  slack  side  is  equal  to  that  on  the  driving  side  less  the  power 
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taken  off  by  the  sheave.  It  is  from  a  half  to  one  quarter  of  the 
tension  on  the  driving  side,  and  the  relation  between  these  three 
forces  is  indicated  by  the  following  formulae: 

Let  V  =  velocity  in  feet  per  second; 

(/=  diameter  of  the  rope,  inches; 

R  =  weight  of  the  rope  per  foot; 

i=  distance  between  stations,  feet; 
IT  =  weight  on  the  journals; 

»=  revolutions  per  minute; 

5=  maximum  safe  stress  of  the  rope; 

k  =  bending  stress  of  the  rope; 
7*1  =  available  working  tension  of  the  rope,  maximum; 

C  =  stress  due  to  centrifugal  force; 

7*= tension  on  the  slack  side  of  the  rope; 

P=  power  transmitted  to  the  pulley,  lbs.;  and 
//"=  horse-power  transmitted. 

Then 
C=o.i3V%     T.^S-C-k;    P  =  T,-T;     and     H '=o.ooi82Pv. 

The  influence  of  centrifugal  force  is  negligible  in  power  trans- 
missions for  underground  haulage  or  aerial  tramways.  In  these, 
too,  the  difference  in  tensions  is  not  great,  for  the  dead  load  of 
cars,  buckets,  or  conveyors  is  exerted  nearly  equally  upon  both 
branches  of  the  line. 

The  Sag  of  a  Rope. — ^The  tension  upon  the  rope  may  be 
regulated  by  the  amount  of  sag,  or  deflection,  permitted  between 
the  two  points  of  support.  The  relation  between  them  is  indi- 
cated by  the  formula  below.  Having  calculated  the  sag  for  a 
given  power  condition,  a  mean  between  h  and  h^  is  taken.  The 
end  sheaves  are  separated  sufficiently  to  reduce  the  sag  at  rest 
to  this  amount.  When  in  action  the  desired  tensions  will  be 
obtained.  If  more  power  is  desired,  the  sheaves  are  separated 
somewhat.  If  the  desired  amount  cannot  be  obtained,  the  rope 
is  cut  and  spliced.  This  must  be  done  every  three  months,  as 
wear  and  use  weaken  the  rope. 
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The  deflection  of  a  power-rope  at  the  centre  of  its  span  in 
feet  being  h  for  the  slack  and  h^  for  the  tight  portion,  then 

^i^'rtjT     and    h^  ^^ . 

Where  possible,  the  upper  branch  of  the  rope  should  be  the 
driver  and  the  lower  branch  the  slack  portion.  An  average 
sag  on  spans  of  150  to  250  feet  is  about  3  feet  when  the  rope  is 
at  rest,  this  amount  being  about  one  half  of  the  sag  permitted 
for  the  slack  portion  when  in  action. 

Example. — Power  is  to  be  transmitted  by  a  steel  7-wire  rope,  i  inch  in 
diameter,  at  a  velocity  of  4200  feet  per  minute  over  12-ft.  wooden  grooved 
pulleys  400  feet  apart.  Required  the  horse-power  which  can  be  trans- 
mitted and  the  deflections  to  be  given  the  rope. 

Let  5— 21,000  lbs.  for  the  rope,  and  assume  the  tension  on  the  slack 
side  to  be  one  half  that  on  the  tight  side. 

Here  v=»7o;    T=o.sTi;  and  R=i.sS. 

Then  C=  0.137;*=  637;  ^=10,073  lbs.;  r,=  10,290;  r=^ 0.57,  =  5 145; 
P=5i45  lbs.;  H=  646.47  horse-power  as  a  maximum;  h^=S.2  feet;  and 
A=4.i  feet. 

Aerial  Tramways. — Elevated  endless  ropes  are  a  special  form 
of  power  transmission.  They  have  long  been  used  as  a  cheap 
mode  of  transportation,  serving  as  feeders  to  establish  systems 
of  communication.  They  consist  of  a  ropeway  elevated  above 
the  surface,  with  carriers  for  mineral  swinging  free  »above  the 
ground.  The  elevated  structure  is  essentially  a  series  of  pillars, 
or  towers,  of  a  strength  depending  upon  the  load  and  its  speed 
and  the  inclination.  It  is  employed  where  the  contour  is  too 
rugged  for  economical  road-building,  and  is  therefore  attractive 
to  the  miner  and  the  quarr\'man.  The  mineral  is  charged  into 
the  carriers  at  the  mine  and  these  arc  allowed  to  descend,  tak- 
ing with  them  the  rope  to  which  they  are  attached  if  the  grade 
is  sufficient,  or  are  pulled  downward  if  power  must  be  employed. 
A  succession  of  carriers  is  loaded  at  the  top  and  delivers  the 
contents  at  the  bottom,  where  they  are  automatically  emptied 
without  stop,  and  thence  returned  on  the  empty  line.     The  rope 
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may  be  straight  and  of  uniform  grade,  or  follow  the  surface  con- 
figuration over  undulating  profile  and  around  curves  for  dis- 
tances of  a  mile  or  more,  provided  the  power  be  sufficient  to 
overcome  the  resistance. 

The  power  required  to  operate  aerial  roadways  depends  upon 
the  grade  and  average  inclination  of  the  line.  In  the  simplest 
case  the  grade  may  be  uniform  to  the  point  of  shipment.  Then 
the  inclination  aione  will  determine  if  auxiliary  power  is  necessary 
either  to  assist  the  load  or  to  check  its  speed.  If  the  inclination 
exceeds  20  per  cent,  the  system  is  self-acting  and  only  a  slight 
braking  power  is  requisite  at  the  top  of  the  line.  If  it  exceeds 
this  amount,  power  is  required  to  check  the  speed.  The  brake 
must  overcome  the  excess  of  the  downward  effort  of  the  load 
over  the  resistance  of  the  rising  empty  bucket  and  the  total 
friction.  If  the  grade  is  below  20  per  cent,  power  may  be  re- 
quired to  supplement  the  force  of  gravity.  It  is  not  necessary 
that  the  grade  be  uniform,  provided  there  is  ample  fall  from  the 
mine  to  the  roadway.  In  this  event  great  care  must  be  exer- 
cised in  determining  the  value  of  the  motor  force  as  well  as  all 
the  elements  which  contribute  to  the  resistance.  If  power  is 
required  in  such  a  case,  it  may  be  applied  at  either  end  of  the 
line  upon  a  grip- sheave.  The  motor  attached  or  beUed  to 
the  driving- sheave  must  be  of  the  slow- speed  type.  The  super- 
structure is  light  and  inexpensive.  There  is  no  interference  with 
or  from  surface  travel.  Climatic  conditions  do  not  interrupt 
operations.  The  time  for  their  construction  is  comparatively 
short,  and  they  have  a  capacity  equal  to  that  of  the  average  mine 
usually  located  in  such  districts.  There  is  no  machinery  along 
the  line  except  the  towers  with  their  sheaves.  In  elevated  rope- 
ways only  such  driving  and  controlling  apparatus  is  built  as 
may  be  required  for  maintaining  a  constant  speed  and  uniform 
tension.     The  expense  of  operation  is  comparatively  low. 

The  Single-rope  Tramway. — The  earliest  of  these  tramways 
was  a  single  endless  moving  rope,  of  which  the  Hodgson  and 
Hallidic  arc  the  representatives.  The  buckets  or  the  carriages 
are  attached  to  saddles  which  ride  on  the  rope.     They  are  either 


WIfUl-ROPE   TRANSMISSION^. 


attached  permanently  to  the  rope  or  may  be  adjustable.     In  both  ] 
these  patterns  one  and  the  same  rope  moves  the  load  (Fig.  117). 


The  Ore-carriers. — The  mineral  is  transported  in  buckets 
of  various  designs,  according  to  the  character  of  the  material  to 
be  handled.  They  are  suspended  by  hangers  or  clips,  which  are 
cither  inserted  into  the  rope  or  clinched  around  the  outside  of  it, 
and  attached  at  intervals  determined  by  the  amount  of  material 
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to  be  delivered.  Usually  they  are  wrought-iron  rectangular 
buckets  holding  about  loo  lbs.  each  (Fig.  119).  For  the  trans- 
port of  very  large  outputs  the  buckets  may  be  nearer  together 
than  the  average  200  feet,  or  larger,  and  the  rope  may  be  heavier 
than  the  ordinary  size  of  \  inch.  The  buckets  may  be  loaded  at 
any  point  along  the  line,  automatically  or  by  hand.  They  are  un- 
loaded at  the  lower  end  by  an  automatic  device  in  which  the 
carrier  strikes  a  lever,  which  opens  a  catch,  releasing  the  swinging 
bottom  and  discharging  the  ore.  The  bottom  is  returned  to 
place  by  a  heavy  counterpoise  weight  on  the  end  of  a  projecting 
arm  and  is  automatically  locked.  The  hangers  are  so  made 
that  they  may  pass  uninterruptedly  over  the  rims  of  the  support- 
ing sheaves  and  around  the  terminal  pulleys. 

Capacity. — A  ropeway  running  200  feet  per  minute,  carry- 
ing 100  lbs.  per  bucket  every  100  feet,  will  deliver  60  tons  per 
shift.  With  a  descent  sufficient  for  gravity  to  supply  the  power, 
three  men  can  manage  all  of  its  operations.  It  requires  some 
supervision,  and  delivers  ore  at  20  to  35  cents  per  ton-mile  (in- 
clusive of  all  allowances),  and  about  60  cents  per  cord-mile  for 
wood.  The  line  can  be  completed  for  $1.30  per  foot,  and  $2000 
for  the  machinery  at  the  terminals.  Curves  and  long  stretches 
increase  the  first  cost;  grade  does  not.  The  greatest  item  in 
the  maintenance  cost  is  that  for  renewals  of  the  clip-hangers. 
It  amounts  to  $100  a  year  on  a  Hne  of  half  a  mile  in  length. 

The  Cable  Supports. — These  are  simple  frames  or  towers 
built  up  from  a  rectangular  base.  The  former'  construction  is 
rigid  and  not  liable  to  get  out  of  line,  nor  can  its  cross-arm  be 
pulled  down  on  the  loaded  side  of  the  rope.  In  Figs.  117  and 
120  are  two  typical  constructions.  The  height  of  the  stations 
depends  upon  the  distance  between  them.  It  is  about  20  feet 
when  the  stations  arc  200  feet  apart.  The  frames  are  located 
at  the  higher  points  always  when  there  are  any  undulations  in 
the  grade  of  the  hill,  as  shorter  towers  can  be  used  with  equal 
result  and  the  inclination  of  the  rope  is  more  nearly  natural. 
On  top  of  each  is  bolted  a  cross-arm,  at  the  ends  of  which  are 
boxed  the  carrying-sheaves  to  support  the  rope  and  allow  free- 
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dom  of  movement.  In  some  instances  two  sheaves,  are  carried 
an  upper  and  a  lower  one.  The  object  of  the  upper  one  is  tc 
prevent  the  rope  jumping  out  of  place  from  its  groove  in  the 
lower.  At  a  curve  the  standards  are  near  together  and  the  rope 
is  slightly  deflected  at  each  standard  to  conform  to  the  cur\'e 
desired.  The  sharp  turns  or  horizontal  angles,  as,  for  example, 
around  bluffs,  are  also  made  by  using  large  sheaves.  One  only 
is  necessary  for  the  turn  when  the  clips  holding  the  buckets  pro- 
ject outward  from  the  rope,  but  two  will  be  required  when  the 
clips  project  inward.  In  the  latter  case  the  ropes  cross  in  pass- 
ing to  the  first  pulley  and  also  to  and  from  the  second  pulley. 

The  end  sheaves  and  carriages  are  similar  to  those  described 
for  power  transmission,  with  modifications  dependent  upon  local 
conditions.  In  Fig.  ii8  is  illustrated  the  upper  frame  of  the  line, 
while  the  lower  end  is  illustrated  in  Fig.  117,  on  the  left. 

The  Bleichert  System. — In  the  two-rope  system  there  is  a 
pair  of  separate  stationary  cables  over  which  numerous  trolley 
carriages,  supporting  buckets,  are  drawn  by  a  light  endless  mov- 
ing rope,  called  the  traction-rope,  to  which  the  buckets  are 
attached  by  patent  grip  (Fig.  120).  The  cables  constitute  the 
roadway  for  the  trolleys.  The  tubs  are  dumped  automatically 
into  a  bin  or  wagon  at  the  lower  end  of  the  line. 

The  several  varieties  of  two-rope  systems  differ  mainly  in 
the  mode  of  suspending  the  rope.  In  one  system  the  bucket  is 
attached  to  a  clutch,  which  seizes  the  running  rope  and  rails  and 
attaches  by  friction  alone.  It  locks  and  releases  automatically 
and  exerts  a  uniform  friction  whatever  may  be  the  slope  of  the 
ropes.  The  rope  permits  them  to  be  disconnected  and  run  off 
on  suspended  rails  when  they  reach  their  terminal,  or  any  turn- 
out, on  the  line.  This  enables  them  to  be  loaded  and  discharged 
without  interference  with  the  travel. 

The  double- rope  system  has  a  greater  capacity  than  the 
single  rope.  It  is  capable  of  much  heavier  traffic,  for  the  indi- 
vidual loads  may  be  as  great  as  1000  lbs.  each,  and  the  distance 
between  the  towers  1000  feet,  though  the  average  span  is  300 
feet.     The  individual  loads  carried  bv  the  Hallidie  lines  cannot 
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.  150  lbs.,  nor  the  distance  between  the  towers  300  fecL 
The  buckets  cannot  be  closer  than  the  distance  between  the  towers. 
The  speed  of  the  rope  is  hmited  to  300  feet  per  minute,  because 
of  the  danger  of  the  rope  jumping  off  the  carriage-sheaves. 
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— A  Double-rope  Aerial  Roadwj 


The  operating  cost  of  the  double-rope  system  is  higher  than 
that  of  the  Hallidie  single  ropeway,  but  its  capacity  is  also  larger. 
The  materials  and  supplies,  in  one  instance,  for  a  two-rope  sys- 
tem was  Si.go  per  foot,  exclusive  of  the  machinery.  The  net 
cost  of  a  single  ropeway  in  the  immediate  vicinity  of  the  above 
is  $1.21  per  foot  of  line,  plus  the  cost  of  the  two  end  structures. 
The  cost  of  repair  of  either  system  is  not  heavy,  but  the  double- 
rope  system  is  less  than  that  of  the  single-rope.  On  one  of  the 
former,  two  miles  in  length,  the  cost  of  maintenance  is  1.5  cents 
per  ton  out  of  the  total  operating  cost  of  1 7.5  cents  per  ton. 

A  self-acting  aerial  tramway,  like  the  self-acting  underground 
plane,  may,  by  stretching  one  or  two  ropes  the  full  length  o£ 
the  line,  ser\'e  as  a  guide  for  large  skips  holding  a  ton  or  so 
which  are  attached  to  an  endless  rope.  The  latter  rope  is  of  a 
length  equal  to  that  of  the  roadway,  and  is  operated  from  a  clip- 
pulley  at  the  top  by  gravity  with  or  without  power,  according  as 
the  grade  is  small  or  large. 
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CHAPTER  X. 


THE  COMPRESSION  OF  AIR. 


Compressed  Air  is  employed  in  the  same  manner  as  steam  for 
motor  purposes  in  driving  rock-drills,  pumps,  locomotives,  and 
coal-cutters.  The  advantage  over  steam  lies  in  its  transmission 
without  condensation  and  giving  cool,  dry,  ventilated  rooms 
instead  of  hot  rooms  from  exhaust  where  steam  is  used.  It  is, 
however,  dearer  than  the  other  motor  agency.  It  can  be  trans- 
mitted over  great  distances  where  electric  transmission  is  not 
desirable  or  economical. 

When  air  is  subjected  to  pressure  its  volume  is  proportion- 
ately diminished,  and  the  energy  thus  expended  in  the  compression 
is  retained  by  the  air  and  capable  of  being  applied  as  is  the  ten- 


FlO.  121. — A  Walcr-jacketcd  Air-compressor, 

sion  of  steam.  To  obtain  air  at  an  absolute  pressure  of  loo  lbs. 
per  square  inch  a  unit  volume  must  be  reduced  to  0.147;  at  a 
pressure  of  200  lbs.  per  square  inch,  to  0.074.  In  order  to  obtain 
the  same  pressure  from  steam  it  must  be  heated  to  338°  F.  and 
388^  F.  respectively. 

The  air-compressor  is  an  ordinary  cylinder  provided  with  a 
piston  and  suitable  valves  for  admitting  and  delivering  air.    During 
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the  out-Stroke  air  flows  into  the  cylinder  through  the  inlet-valves 
AAy  Fig.  121,  which  close  when  the  return-stroke  commences. 
The  air  in  the  cylinder  is  then  compressed  until  it  opens  the 
delivery-valves,  5B,  through  which  it  is  forced  into  a  receiver. 

The  Weight  of  Air. — ^The  following  table  of  weights  of  a 
cubic  foot  of  air  at  different  temperatures  has  been  calculated 
on  the  assumption  of  a  constant  pressure  of  30  inches  of  mercury, 
approximately  sea-level  pressure: 


Tempera- 
lure  f. 

Weight  in 
Decimals  of 

Tempera- 
ture /. 

Weight  in 
Decimals  of 

vUA  W  .• 

a  Pound. 

a  Poimd. 

32 

.0809749 

120 

.0686678 

35 

.0804831 

"5 

.0680799 

40 

.0796767 

130 

.0675020 

45 

.0788863 

135 

.0669338 

SO 

.0781113 

140 

.0663751 

55 

•0773515 

145 

.0658256 

60 

.0766063 

150 

.0652852 

62 

.0763122 

155 

.0647535 

65 

.0758753 

160 

.0642305 

70 

.0751582 

165 

.0637158 

75 

.0744544 

170 

.0632093 

80 

•0737638 

175 

.0627108 

85 

.0730858 

180 

.0622201 

90 

.0724202 

185 

.0617371 

95 

.0717666 

190 

.0612614 

100 

.0711246 

195 

.0607931 

105 

.0704941 

200 

.0603318 

no 

.0698746 

205 

.0598775 

"5 

.0692660 

212 

.0592529 

The  table  on  page  309  shows  the  weight  of  air  at  various 
altitudes  above  the  sea. 

Free  Air. — Free  air  is  understood  as  air  at  the  ordinary  tem- 
perature and  an  atmospheric  pressure  of  14.7  lbs.  per  square 
inch  or  21 16.8  lbs.  absolute  per  square  foot.  By  "absolute  pres- 
sure" is  meant  the  pressure,  above  the  vacuum  as  distinguished 
from  gauge  pressure,  which  is  measured  above  the  atmosphere 
by  the  gauge.  Absolute  temperature,  at  Fahrenheit  scale,  is 
the  reading  of  the  thermometer,  in  Fahrenheit,  plus  461°, 
and  is  represented  by  t.  At— 461°  F.  there  is  no  pressure. 
The  absolute  temperature  is  0°. 
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Table  or  Absolute  Pressures,  Boiling-points,  etc.,  at  Different 

Heights  above  Sea-level. 


I 

a 

3 

4" 

5 

6 

7 

Hetgfat 

Barometer, 

Boiling- 

Absolute          1 

^ei^ht  of      Volu 
I  Cubic        ilfV 

rr.«  «f      Volume  of 
PV,««!      Pree  Air  at 
?S"^        Sea-level 

Ai?  «t     Cubic  Foot 
level          a'  ^iven 
*«^^^-        Altitude. 

above 

Sea-level. 

Poet. 

Inches  of 
Mercury. 

point, 

Degrees 

Fahr. 

Pressure, 
Poimds.        Ai 

I 

Poot  of        %* 
>ounds.        F^. 

0 

30 

212 

14.7 

0765 

I 

I 

5" 

29.42 

211 

14.41 

07499             I 

02 

98039 

1,025 

28.85 

210 

14.136 

07356             I 

04 

96154 

I»S39 

28.29 

209 

13:86 

07213              I 

06 

9434 

2,063 

2773 

208 

13  587 

07071              I 

08 

9259 

»,589 

27.18 

207 

13.318 

0693                I 

10 

90909 

3»"5 

26.64 

206 

13  054 

06793              I 

12 

89285 

3M2 

26.11 

205 

12.794 

06658             I 

14 

87719 

4,169 

25 -59 

204 

12.539 

06525             I 

17 

8547 

4,697 

25.08 

203 

12.289 

06395             I 

.19 

8403 

5,225 

24.58 

202 

12.044 

06267             I 

22 

8197 

5,764 

24.08 

201 

11.799 

0614               I 

24 

8064 

^,304 

23 -59 

200 

"•559 

06015              I 

27 

7874 

'        6,843 

23.11 

199 

11.324 

05893             I 

29 

7752 

7,381 

22.64 

198 

11.094 

05773             I 

32 

75757 

7,932 

22. 17 

197 

10.863 

0565                I 

35 

74074 

8,i8i 

21 .71 

196 

10.638 

05536             I 

38 

7246 

9,031 

21.26 

195 

10.417 

05421              I 

41 

7092 

9,579 

20.82 

194 

10.202 

05309             I 

44 

6944 

10,127 

20.39 

193 

9.99 

05199             I 

47 

6802 

10,685 

19.96 

192 

9.78 

0509               I 

50 

6666 

11,243 

19  54 

191 

9.57 

.0498               I 

•53 

6536 

11,799 

1913 

190 

9-37 

.0488               I 

56 

64102 

12,367 

18.72 

189 

9.17 

0477               I 

.60 

625 

12,934 

18.32 

188 

8.98 

.0467               I 

63 

6135 

13,498 

1793 

187 

8.78 

•0457                I 

67 

.6 

14,075 

1754 

186 

8-59 

0447                I 

71 

5848 

14,649 

17.16 

185 

8.41 

0437                I 

•74 

5747 

The  volume  of  air  may  be  altered  by  a  change  of  temperature 
or  of  pressure.  It  increases  with  a  rise  in  temperature  or  a 
reduction  of  pressure.  Correspondingly  it  decreases  for  a  di- 
minished temperature  or  an  increased  pressure. 

Adiabatic  Compression. — When  compressed  or  expanded  by 
the  application  of  force,  air  suffers  a  change  of  temperature.  If 
the  walls  confining  the  air  be  absolute  non-conductors  of  heat, 
the  increase  in  temperature  and  of  pressure  may  be  definitely 
known. 
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The  relation  between  the  pressure,  volume,  and  temperature 
is  expressed  by  the  following  equations,  in  which  P  =  the  initial 
pressure  of  the  air  in  pounds  per  square  foot;  F  =  the  volume  at 
that  pressure  in  cubic  feet;  and  T  =  its  absolute  temperature  P,  F, 
and  T  correspondingly  represent  the  pressure,  volume,  and  tem- 
perature at  the  end  of  the  operation. 

and 

pT;i.408__p  Y  1.408 

log  T|  =  log  T+0.29  log  P,  — 0.29  log  P; 
log  T,  =  log  T+ 0.408  log  F— 0.408  log  Vi] 
log  P  + 1.408  log  F-log  Pi  + 1.408  log  Fj. 

Thus,  if  a  pound  of  free  air  at  60°  be  compressed  to  90  lbs.  abso- 
lute, it  will  attain  a  final  temperature  of  881°  absolute  or  420°  F., 
the  final  volume  becoming  0.276  of  the  original.  This  is  known 
as  adiabatic  compression. 

log  71=2.716838+0.29X1.954243—0.29X1.176091, 

whence  Ti  =  88i. 

Isothermal  Compression. — ^If  the  air  be  compressed  within 
walls  which  are  perfect  conductors  and  the  compression  be  a 
slow  one,  the  heat  generated  will  be  absorbed  or  radiated  as 
fast  as  developed  and  the  air,  originally  at  60°,  will  remain  at  60°, 
the  process  being  isothermal.  At  the  final  pressure  of  90  lbs. 
absolute  the  volume  would  be  only  0.1640  of  the  original.  Thus 
isothermal  compression  furnishes  a  smaller  volume  at  a  lower 
temperature  than  is  attained  in  adiabatic  compression. 

The  relation  of  volume,  temperature,  and  pressure  is  repre- 
sented by  the  equation  PF  =  53.181.  Thus  the  volume  of  air 
varies  inversely  as  the  pressure  when  the  temperature  is  con- 
stant; the  absolute  pressure  varies  directly  with  an  absolute 
temperature  if  the  volume  remains  constant;  and  the  volume 
varies  as  the  absolute  temperature  so  long  as  the  pressure  re- 
mains constant. 
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60 
7' 

1 

16 

136 

8&>3 

87 

Igfi 

;96 

80,, I 

3 

1: 

104 

8305 

^876 

j^s' 

88.9 

3 

iS 

7861 

,84 

53 

3^67 

i!34 

1^86 

98 

5 

19 

34 

746:, 

-81 

4 

3 

3.36 

106 

5 

68 

595= 

,69 

7 

61 
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4^14 

4.26 

'^5 

29 

49,^ 

,606 

3,' 

u-S' 

5.77 

599 

17S 

15 

34 

36 

4237 

-543 

6; 

V 
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=5 

i<i 

7 

3703 

.494 

5<: 

t;.oi 

8.49 

9.05 

134 

JO 

7    3 

04 

3=8g 

.4638 

16 

q.66 

10.39 

=55 

30 

35 

7    3 

381 

2057 

'7 

93 

31.6 

10.73 

11.59 

2S1 

33 

4o 

54 

7    3 

731 

2(>S- 

.393 

19 

33 

33. 66 

11.7 

.3-8 

303 

45 

59 

7    4 

061 

!4('2 

■37 

'5  59 

13.63 

13.95 

321 

45 

5° 

64 

401 

a»72 

■35 

71 

=  7-39 

13  43 

'5 -05 

339 

50 

SS 

69 

749 

■33' 

r 

39.11 

14-3 

'5 -98 

357 

55 
60 

6o 

74 

7    S 

oSi 

196S 

.31+4 

n 

ft4 

30.7-; 

'5  ■05 

t6.89 

375 

6S 

7<) 

7    S 

4=3 

1844 

.301 

24 

77 

31.69 

■5-76 

17-88 

3S9 

65 

70 

84 

J63 

'735 

.288 

26 

33-73 

16-43 

,8.74 

40s 

70 

25 

&, 

'(! 

1639 

.176 

36 

65 

^$n 

17.09 

'9  54 

430 

S 

80 

94 

7    6 

441 

■551 

.367 

27 

33 

,j6.6 

17-7 

30,5 

43; 

ss 

99 

7    6 

783 

1474 

.3566 

>8 

05 

37  94 

■8-3 

447 

«s 

90 

104 

7    7 

1404 

.348 

38 

78 

39-18 

18.87 

459 

90 

95 

109 

7    7 

462 

134 

39 

>i 

40.4 

=2- 77 

47= 

9S 

7    7 

8oi 

1281 

,3.11 

30 

07 

41.6 

10.93 

^3  4.' 

485 

,00 

105 

119 

7    8 

142 

1328 

30 

8. 

43.78 

^0-43 

24.17 

496 

lOS 

134 

'    t 

483 

M78 
"33 

^siSg 

3' 

30 

J4^85 

51=7 

,10 

"5 

IJg 

7I   8 

8'3 

.312(> 

3' 

08 

44  ;^ 

25^54 

S18 

I '5 

134 

'fi,i 

■  '073 

3' 

54 

46.04 

31.84 

;6-i 

S=9 

US 

'it 

r  9 

33 

07 

47.o'5 

33.26 

36.81 

540 

I2S 

130 

'44 

7!  9 

«43 

'MIq 

33 

5; 

48., 

33-60 

i30 

135 

140 

i«3 

o.,S', 

34 

4Q.1 

33-08 

38. o<; 

Sfe 

i35 

'54 

'.v»^& 

34 

38.66 

S70 

,40 

•45 

8fl4 

■  '837 

35 

5' 

23-97 

39.36 

jSo 

145 

ISO 

I(.J 

104 

dSo; 

■  .796 

35 

48 

5.-89 

34 -38 

29.81 

5S9 

160 

'74 

7" 

SH 

ofi4i 

.172- 

3fi 

53.fi? 

24-97 

.10.91 

607 

[60 

'84 

5*"' 

070'' 

.'657 

37 

634 

'i° 

>So 

?l'3 

.151'i 

37 

r)(. 

'S^.lfi 

S.V* 

640 

180 

190 

304 

7i'3 

o7t8 

■  154 

38 

68 

!S,^7 

37.02 

34-06 

657 

,90 

BOO 

314 

jli4-6     1 

0(185 

■'49 

39^4^ 

Cb.14 

^7-7. 

673 

200 

•From  Richiirds'  "Compressed  Air,"  page  3 
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The  table  on  page  311  shows  the  relation  between  volume^ 
pressure,  and  temperature  in  adiabatic  and  isothermal  com- 
pression. 

The  columns  4,  8,  and  6  respectively  express  the  relations 
assumed  by  one  unit  of  air  when  compressed  without  change 
of  temperature  to  the  stated  pressures.  Column  8  shows  the 
mean  effective  resistance  during  the  period  of  compression  which 
is  offered  by  the  air  to  the  point  of  delivery  only.  Column  5 
contains  the  ratio  of  volumes  of  air  compressed  adiabatically  to 
given  pressures;  column  9,  the  mean  effective  resistance  during 
the  compression  period;  and  colimin  6,  the  mean  effective 
resistance  during  the  entire  stroke,  including  the  period  of 
delivery. 

Examples. — i.  Let  it  be  desired  to  determine  the  final  volume  of  i  lb.  of 
free  air  at  a  temperature  of  62°  F.  compressed  to  80  lbs.  gauge. 
Then 

V«  13.08;   P  is  14.7X144=2116.8;   P,«94.7;   and    t— 62+461  =  523®. 

Isothermally, 

2116.8X  13.08=  27,729-P,r,.    Pi7i=94.7Xi44XF,. 
Whence 

V  «=  2.027  cu.  ft. 
Adiabatically, 

2ii6.8X(i3.o8)»-*»«=63,iio-P/F,  »•*•»;   94.7Xi44X(7,)*-*~-63,iio. 
Whence 

Fj= 3.492. 

According  to  the  preceding  table  the  volumes  are  respectively  (columns 
4  and  5)  0.1552X13.08=2.027  cu.  ft.  and  0.267X13.08=3.49  cu.  ft. 
What  is  the  final  temperature  in  the  latter  case? 

log  T=log  523  +  0.29  log  94.7-0.29  log  147  =  2.953151- 
T=897°abs.  =436°?. 

According  to  the  table,  column  10,  t  would  have  been  432°  F.  from  60®  F. 
2.  Required  the    temperature  of   a  pound  of  air  which   at  50  lbs.  abs. 
pressure  occupies  a  volume  of  10  cu.  ft. 

PF=  50X144X10=53.187; 

whence 

T=  1353°  absolute  =  892°  F. 
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Air  Indicator  Cards.  —  In  Fig.  122  are  indicator  cards 
steam-  and  air-cylinders;  they  show  also  the  adiabatic  and  iso- 
thermal compression.  On  the  horizontal  the  voliunes  are  meas- 
ured from  the  right,  and  on  the  vertical  lines  the  corresponding 
pressures.  It  is  noticeable  that  the  adiabatic  curve  rises  more 
rapidly  than  the  isothermal;  in  other  words,  its  pressure  in- 
creases more  rapidly.  Again,  the  volumes  in  the  former  case  are 
correspondingly  larger  for  a  given  pressure,  as  may  be  seen  by 
comparing  volumes  obtained  by  cutting  the  two  curves  by  some 
horizontal  line.  This  may  also  be  noted  by  comparing  the  vol- 
umes in  columns  5  and  4  of  table  page  311. 


FlG.  122. — Indicator  Cards  from  Steam-  and  Air-cylinders. 


The  initial  pressure  of  the  steam  in  Fig.  122  is  58  lbs.  gauge, 
and  the  cut-off  0.3.  The  final  pressure  of  the  delivery  air  is  80 
lbs.  gauge.  The  mean  effective  pressure  for  the  entire  card, 
including  the  period  of  d  scha  ge  represented  by  the  top  horizon- 
tal line,  may  be  obtained  in  columns  7  and  6  respectively.  These 
mean  effective  pressures  represent  the  resistance  to  compression 
offered  by  the  air  under  the  conditions  assumed.  Thus,  for 
example,  according  to  the  table  the  mean  effective  pressure  of  the 
entire  air  card,  assuming  isothermal  compression  to  be  94.7  lbs. 
pressure  absolute,  80  lbs.  gauge,  would  be  27.33  ^bs.  per  square 
inch;  if  carried  to  the  same  degree  adiabatically,  36.6  lbs.  per 
square  inch.  During  the  compression  of  the  strokes  only,  the 
mean  effective  pressures  are  respectively  20.5  and  17.7  lbs.  per 
square  inch. 
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The  Work  of  Adiabatic  Compression  of  w  pounds  of  air  b 

W'a=i83.4S  (t:-r)7£;-3.4Sw(P,F,^PF). 
The  Work  of  Isothermal  Compression  of  w  pounds  of  air  is 

Wi=P{V+v)  hyp  log  ^"^w-  {P-P)vw, 
in  which  v  is  the  volume  of  clearance  in  the  cylinder. 


Table  of  Hyperbolic  Logarithms. 

(Base  2.72.) 
H)rp  log— 2. 302 6X  common  logarithm. 


Number. 

Logarithm. 

1 

Number.          Logs 

irithm. 

Number.          Logj 

mthm 

1. 01 

.009 

2.10 

.741 

4.60                  I 

526 

1.02 

.019 

2.20 

.788 

4.70                  I 

■547 

1.03 

.029 

2.30 

.832 

4.80                  I 

.568 

:.o4 

•039 

2.40 

.875 

4.90                  I 

.589 

1.05 

.048 

2.50 

.916 

5.00                 I 

.609 

1.06 

.058 

2.60 

■955 

5^io               I 

.629 

1.07 

.067 

2.70 

•993 

5 -20               I 

.648 

1.08 

.076 

2.80                  I 

.029 

530               I 

.667 

1.09 

.086 

2.90                  I 

.064 

5.40               I 

.686 

1. 10 

•095 

3.00                  I 

.098 

550               I 

704 

I. II 

.104 

3.10                  I 

•131 

5.60               I 

.722 

1. 12 

•113 

3.20                  I 

.163 

5- 70              I 

740 

^n 

.112 

330                  I 

■193 

5-8o               I 

•757 

1. 14 

•131 

3.40                  I 

.223 

5 .  90               I 

774 

^•i5 

•139 

350                  I 

.252 

6.00               I 

791 

1.20 

.182 

3.60                  I 

.280 

6.20               I 

824 

'•25 

.223 

3-70                  I 

.308 

6.40               I 

856 

130 

.262 

3.80                  I 

335 

6.60               I 

9S7 

1.40 

-2>Z^ 

390                  I 

360 

6.80               I. 

916 

1.50 

.405 

4.00                  I. 

386 

7.00               I. 

945 

1.60 

.470 

4.10                  I. 

410 

7 . 20               I . 

974 

1.70 

•530 

4.20                  I. 

435 

7 .  40               2 . 

001 

:.8o 

-587 

4.30                  I. 

458 

7.60               2. 

028 

1.90 

.641 

4.40                  I. 

481 

7 . 80               2 . 

054 

2.00 

.693 

4.50                 I. 

504 

8.00               2. 

079 

The  following  table  will  facilitate  calculation  of  engine-power 
required  for  compression.  These  values  are  to  be  divided  by 
w,  the  modulus  of  the  compressor,  which  is  for  0.50  to  0.70,  to 
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fktennine  the  steam-power  required  to  drive  the  piston  against 
friction. 

Table  Showino  the  Horse-power  Reqttired  to  Compress  and  Delxver 
One  Cubic  Foot  of  Free  Air  per  Minute  to  Various  Gauge  Pressures; 
ALSO  THE  Power  Required  to  Compress  and  Deliver  One  Cubic  Foot  of 
Ant  at  the  Given  Pressure. 


Compressing  One  Cubic  Foot  of 
rree  Air  per  Minute  to 

1 

of  Air  Compressed  to  the 

t 

Given  Pressure. 

Pressure  Given. 

Gmuae 

FSrCfBUTBa 

a 

3 

4 

S 

Compression  at 

Compression 

Compression  at 

Compreasiao 

Constant 

without 

Constant 

without 

Temperature 

Coolinjf. 

Temperature. 

Cooling. 

5 

.01876 

.01963 

.02514 

.0263 

xo 

•03325 

.03609 

.05586 

.06399 

IS 

•04507 

.05022 

.09105 

. 10145 

90 

.05506 

.06283 

.12994 

. 14829 

25 

.06366 

.07422 

.17191 

.20043 

30 

•0713 

.08464 

.21678 

.25734 

35 

.0782 

.09425 

.26445 

.31872 

40 

.084305 

. 10324 

.31375 

.3842a 

45 

.08954 

.11166 

.36368 

.45353 

50 

.09508 

.11952 

.41848 

.52605 

55 

.09936 

.12702 

.47112 

.60227 

60 

. 10402 

.13418 

.52855 

.68181 

65 

.X0808 

.14028 

.58612 

.76079 

70 

.1X245 

.14718 

.64812 

.8483 

75 

.11629 

.15373 

.70952 

•93795 
1.02906 

80 

.11926 

.15971 

.76843 

85 

.1224 

•16555 

.83039 

1.1231 

90 

.12558 

.17096 

.89444 

I. 2176 

95 

.12886 

.17629 

.96164 

I. 3148 

ICO 

.13121 

•18153 

1.0243 

1.4171 

Examples. — i.  Required  the  number  of  units  of  work  necessary  to  compress 
80  lbs.  of  free  air  from  14.7  lbs.  absolute  pressure  and  60°  F.  to  a  pressure 
of  88.2  lbs.  per  square  inch.  Here  P=  21 16.8;  F=  80X 1 308 « 1046; 
F,=o.i66  X 1046=  1 74.3. 

Neglecting  friction  and  the  value  for  the  clearance  in  the  cylinder, 
W,=  2116.8X1046X1.79=3,963,320  ft.-lbs.  Compressed  adiabatically,  t— 
60+461  =  521°,  and  Tj,  according  to  the  previous  table,  is  nearly  881°  or  by 
computation  log  t^^log  521+029  log  (88.2  X 144) —0.29  log  (2ii6.8;-" 
294254.  Whence  71  =  876.1°,  tFa=  183.5(7,  — t)X8o=  5,21 1,500  ft.-lbs. 
By  the  preceding  table  the  work  is  respectively  121.65  ^tnd  160.77  h.p.  for  % 
final  compression  to  89.7  lbs.  absolute. 

2.  100  cubic  feet  of  air  per  minute  are  to  be  compressed  to  50  lbs.  gaugB 
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without  cooling.  Required  the  work  expended  in  the  operation.  The  initial 
temperature  of  the  free  air  is  60^;  then  P—14.7;  P^— 64.7;  F— 100; 
Fi- 35.00;  T-5ai*>;  Tj-339<»F. 

Nq^ecting  deanmce,  the  value  for  the  work  per  cubic  foot,  aocofdiog  to 
the  table,  is  aii952  h-p.,  and  for  100  cubic  feet  11.952  h.p. 

100 

IT.- 183.45(800-521) r-ii.9X33»«»  ft.-lb8. 

13*^ 

If  the  compression  were  conducted  with  perfect  cooling,  then,  according 
to  the  table,  there  would  be  required  9.5  horse-power  and  the  final  volume 
F|  would  be  22.7. 

Tr«— 2116.8X  100  hyp  log  4.401—9.504X33,000  ft-lbs. 

3.  What  should  be  the  size  of  the  cylinders  to  compress  100  lbs.  free 
air  per  minute  from  60°  F.  to  100  lbs.  gauge  pressure?  T—531^  abs.; 
Pi— 114.7X144;  F— 1308  cubic  feet;  v-7  per  cent  V\  ic;— zoo;  t^— 946**?. 

ir«— 183.45(946—521)100—  7,797,000  ft-lbs.: 
1^^2116.8(1.07X1308)  hyp  log  ^^-(i4>40o)9i.5-4,843,300  ft-lbs. 

If  the  modulus,  m,  be  taken  at  0.70,  the  work  to  be  supplied  the  steam* 
piston  IS  11,138,571  ft.-lbs.  and  6,919,000  ft.-lbs.  respectively.  With  an 
actual  capacity  of  cylinder  0.90  that  of  the  apparent  capacity,  there  being 
80  strokes  per  minute,  the  cylinder  capacity  is,  for  isothermal  compression, 
16.35  cubic  feet.  With  7  per  cent  clearance  the  cushioned  air  will  correspond 
to  0.302  F  of  free  air.  Each  piston  displacement  b  then  (1.302— 0.07)8. 175  =« 
10.07  cubic  feet.    The  cylinders  are  23^X36"  stroke  each. 

The  mean  effective  resbtance  b  30.07  lbs.  per  square  inch.  The  steam- 
cylinder  must  be  i2j''X36"  if  the  average  cut-off  b  J,  initial  pressiue  120  lbs. 
gauge,  and  the  back  pressure  5  lbs.    Then,  Chapter  V,  3  per  cent  clearance^ 

DLcp.- 0.8658(120+ 14.7)  —5—  1 16.6; 

6^19^00 
33»ooo 
whence 

ib— 12.54  inches    and    5— 3  feet 

The  Mean  Rerisiance  io  Compression  of  dry  air  during  com* 
pression  can  be  ascertained.  Let  Pj  be  the  final  pressure  and 
P  the  initial  pressure;  then 


m.e.p. = 3 


^<T-\ 
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Fig.  133  is  a  diagram  showing  on  the  right  the  temperatures 
Uttainffd  by  sir  when  compressed  adiabatically  to  the  degree 
indicated  at  the  bottom  of  the  figure,  and  on  the  left  the  work 
in  foot-pounds  expended  during  compression.  The  difference 
in  power  consumption  by  adiabatic  compression  and  isothermai 
onniHVS^on  is  pictorially  revealed.  Thus  a  point  on  the  iso- 
thermal compression  line  corresponding  to  6  atmospheres  indi- 
cates the  work  expended  on  one  pound  as  50,000  ft-lbs.;  upon 


ATMOSPHERES 


one  pound  at  the  same  pressure  adiabatic  there  has  been  ex 
pended  73,300  ft.-lbs,  and  the  temperature  attained  is  460"  F. 

Cooling  the  Air  During  Compression,— Isothermal  compression 
is  more  desirable  to  attain  than  adiabatic  compression,  not  only 
because  the  power  required  is  less,  but  also  because  the  high 
temperature  of  the  latter  is  particularly  injurious  to  the  machineiy. 
It  is  an  obstacle  to  rapid  running,  as  proper  lubrication  cannot 
be  maintained. 

Isothermal  compression  is  too  slow.  Moreover,  the  cylinder 
walls  are  never  perfect  conductors.    So  the  air  is  taken  as  cool 
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as  possible — chilled  if  may  be — and  kept  cool  during  all  stages 
of  the  compression  by  artificial  means.  As  the  air  will  cool 
rapidly  after  compression,  producing  a  great  loss  by  radiation 
from  cylinders,  receivers,  conducting  pipes,  and  all  intermediate 
appliances  before  reaching  the  motor,  and  as  it  is  impossible  to 
retain  this  heat  in  spite  of  every  precaution,  it  is  desirable  to 
extract  the  excessive  heat  as  promptly  as  possible.  So  the  supply 
of  air  is  taken  from  outdoors  at  the  coolest  side  of  the  building, 
effecting  a  saving  of  at  least  2  per  cent  in  power  by  this  choice 
of  site,  which  may  be  10°  cooler  than  on  the  other  side.  It  may 
be  noted,  too,  in  the  table  and  the  diagram.  Fig.  123,  that  the 
increment  of  heat  is  greater  in  the  earlier  portion  of  the  stroke. 
During  the  first  15  lbs.  increase  the  temperature  rises  118°  F.,  but 
during  the  increment  from  90  to  105  lbs.  the  rise  is  only  37°  F. 

Water-cooling. — Cooling  is  effected  by  a  circulating  current 
of  water  in  order  to  maintain  an  isothermal  compression,  in 
which  case  there  will  be  extracted  from  the  air  under  com- 
pression an  amount  of  heat  corresponding  to  the  area  of  the 
space  between  the  two  curves  in  Fig.  123,  or  an  amount  of  work 
represented  by  the  difference  in  the  vertical  lines  between  the 
isothermal  and  adiabatic  curves  in  diagram  Fig.  122.  The 
cooling  is  a  direct  waste,  and  heat  once  removed  from  the  air  is 
never  returned  to  it.  The  absorption  of  heat  is  accomplished 
by  cold  air  circulating  through  a  jacket,  ;,  Fig,  128,  surrounding 
the  cylinder.  In  Fig.  124,  the  course  of  the  water  through  it  is 
represented  by  the  arrows  and  passages  numbered  i,  2,  3,  and  4. 

A  fine  spray  of  water  injected  into  the  cylinder  would  be  a 
more  effective  method  of  cooling,  were  it  not  so  objectionable 
because  of  its  corrosive  action  on  the  cylinder  walls  and  its  freez- 
ing when,  at  some  later  stage,  it  is  used  expansively  in  the  motor. 
The  spray-injectors  are  more  efficient  coolers  than  water-jackets, 
as  shown  in  the  diagram  Fig.  125,  the  former  curves  being  lower 
than  the  latter. 

The  circulating  water  should  be  the  coolest  attainable,  and 
the  cylinder  lining  as  perfect  a  conductor  as  possible,  to  extract 
the  appreciable  amount  of  heat. 


jao 
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Two-Stage  CompressLon. — ^The  very  short  time  of  contact 
between  the  water  and  the  hot  air  may  be  increased  by  dividing 
the  air-compression  between  two  cylinders  (Fig.  ia6),  and  in 
addition  passing  it  through  the  intercooler.  This  latter  is  very 
efficient,  saving  as  much  as  lo  per  cent  of  the  power,  which  ahnost 
counterbalances  the  friction  of  the  machine.  This  compound, 
or  two-stage,  compression  gives  nearly  treble  the  time  of  con- 
tact for  the  circulating  waters.  In  the  larger  cylinder  the  air 
is  compressed  to  one  third  or  one  fourth  its  volume,  and  in  the 


Fig.  125. — Combined  Indicator  Diagrams  from  a  Two-stage  A ir-com pressor. 

small  cylinder  to  that  required.  The  intercooler  is  essentially 
a  cylinder  with  small  brass  pipes  through  which  water  circulates 
and  around  which  air  flows  from  the  low-  to  the  high-pressure 
cylinder.  In  this  way  a  stepped  cun-e,  diagram  Fig.  125,  is 
obtained  indicating  economical  results  approaching  an  isothermal 
compression.  From  ij  to  3  horse- power  arc  saved  over  the 
single-stage  compression  for  each  100  cubic  feet  of  free  air  at 
the  ordinary'  degrees  of  compression  used  in  mining.  Two- 
stage  compression  is  not  advisable  below  4  atmospheres  iinal 
pressure,  but  is  imperative  for  high  degrees  of  compression. 
But  the  greater  the  degree  of  compression,  the  greater  is  the 
amount  of  abstracted  heat  and  the  more  serious  becomes  the 
loss  of  power.  For  i,  2,  3, 4,  5,  and  6  atmospheres,  gauge  reading, 
the  losses  are  28%,  iy%,  46'"; ,  50',", ,  53^^ ,  and  56'.', ,  respectively, 
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of  the  original  power.     Elconomic  work  is  best  obtained  by  operat- 
ing at  as  low  pressure  as  is  consistent  with  the  work. 

Horse-power  Necessary  to  Compress  ioo  Cubic  Feet  of  Free  Air  to 
Various  Pressures  and  with  Two-,  Three-,  and  Four-stage 

Compressors. 


Gauge 

Horse-power  Necessary. 

Gauge 
Pressure. 

Horse-power  Necessary. 

Pressure. 

Two- 
stage. 

Three- 
stage. 

Four- 
stage. 

Two- 
stage. 

Three- 
stage. 

Pour- 
stage. 

IOO 
300 

300 
400 

500 

600 

700 

800 

iS-7 

21.2 

24.5 
27.7 

29.4 

31-6 

33-4 
34.9 

152 
20.3 
23.1 

25-9 
27.7 

29.5 
31.2 

32.5 

14.2 
18.8 

21.8 

24.0 

259 
27.4 

28.9 
30.1 

900 
1000 
1200 
1400 
1600 
1800 
2000 
2500 

36.3 
37.8 

39-7 
41.3 
430 
44.3 
45-4 

•   •   •   • 

33.7 
34.9 
36.5 
37-9 
39-4 
40.5 
41.6 

43-0 

31.8 
33-4 

34-5 
35-6 

36.7 
37.8 

390 

The  Work  of  Compressing  Moist  Air  is  less  than  that  re- 
quired during  the  compression  of  dry  air,  nor  do  the  mean  net 
resistance  and  the  temperature  increase  as  rapidly. 

Rise  in  Temperature  and  Work  or  Compression  of  Dry  and  Moist  Anu 


Absolute 

Temperature. 

Work  on  One  Pound. 

Pressure. 

Dry. 

Moist. 

Dry. 

Moist. 

14.7 
22 

29.4 

36.7 
441 
51.4 
58.8 

73-5 
88.2 

68°  F. 
133-8 
185.9 
229.5 
266.7 
300.2 
3.^0.1 

38.V5 
42H.0 

68°  F. 

94 
III 
124 

135 

145 

^S3 
167 

179 

13.300 
23*500 
30,500 
37,000 
43,200 
48,500 
58,500 
67,160 

13,200 
22,500 
29,000 
35,000 
40,600 
45,000 
52,500 
60,000 

The  mean   ciTt'ctive   resistance  or  pressure  during  compres- 
sion or  expansion  of  moist  air  is 


m.e.p.  =  88.2-, 


( 


and 


ip)       -I    . 


r-\p)      • 
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The  Air-compressor. — The  simple  principle  of    air-compres-  ] 
sion  is  difficult  of  execution.     To  obtain  a  compact  high-speed» 
uniform,  rapid-cooijng,  efficient  compressing  engine  is  not  easy. 


The  essentials  are  partly  secured  in  various  ways  by  the  several 
successful  patterns  now  on  the  market. 

The  pislon  of  ihc  air-compressor  may  be  driven  directly  by 
a  steam-qlinder  at  the  other  end  of  the  same  rod  {in  tandem). 
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or  "  straight  line,"  or  it  may  be  abngside  of  and  joined  by  a 
common  cross-head  with  the  steam-piston.  Such  an  ermine  is 
called  a  "  cross"  air-compressor.  It  may  be  driven  by  a  belt  or 
by  a  reducing-gear  from  a  shaft  actuated  by  electricity  or  steam- 
power,  or  an  impulse-wheel  mounted  directly  upon  the  main 
Bhaf  t  of  the  aanpressor.    The  cylinders  are  usually  borizostal  and 


Fto.  itS.— A  Water-fKkctod  Air-oomprcNor,  Ingeaoll  Patten. 

may  be  single  or  duplex,  and  Uie  air  may  be  compressed  in  one 
stage  with  one  cylinder,  or  in  two  stages,  corresponding  to  simple 
and  compound  steam-engines.  The  duplex  engines  are  ample, 
inhaling  and  compressing  separate  volumes  of  air.  They  have 
none  of  the  merits  of  the  compound  or  two-stage  en^nes,  in  which 
the  targe  low-pressure  cylinder  expels  its  air  into  the  small 
liigh-pressure  cylinder.  The  cranks  of  a  duplex  compressor  are 
at  quarters  to  equalize  the  rotary  effort. 

The  frame,  compared  with  that  of  the  steam-engine,  is  very 
solid  and  on  heavy  base-plate  Compressors  may  be  had  sectional 
for  convenience  in  transportation.  They  are  fitted  with  auto- 
matic ihrottling  governors  to  alter  the  steam  pressure  according 
to  the  demand  for  power,  and  are  so  connected  that  when  the 
delivery  air  attains  an  excessi\'c  pressure  it  will  operate  on  the 
piston,  which  raises  ihe  regulator  and  closes  the  governor-valve, 
thus  reducing  compressor  speed.  Their  action  is  very  much  like 
ihat  of  the  automatic  damper  regulator  mentioned  in  Chapter  IV. 
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High  speed  to  the  piston  is  advantageous  for  the  economy  of 
steam  and  for  capacity,  but  because  of  the  rapid  wear  and  the 
difficuhies  with  large  valve  areas,  as  well  as  the  inordinate  resist- 
ance developed  thereby,  the  velocity  is  less  than  300  feet  per 
minute,  except  in  the  larger  sizes. 

The  Burleigh  is  upright,  its  air-cylinder  is  single-acting,  and 
its  peculiarity  lies  in  the  admission  of  steam  one  eighth  of  a  stroke 
before  the  air.  The  Waring  has  a  bonnet,  or  conical  valve,  like 
that  in  Fig.  127,  whose  pistons  are  moved  by  a  rocker  on  the  fly- 
wheel shaft,  the  steam-cylinder  being  set  at  an  angle  to  the  hori- 
zontal air-cylinder.  The  Clayton  has  the  usual  poppet-valve^ 
and  is  a  compact  machine,  with  its  fly-wheel  centrally  located. 
The  Delamater  has  an  important  contrivance  for  dropping  the 
discharge-valve  from  its  seat.  This  form  is  very  heaxy.  The 
Sullivan,  Ingersoll,  Norwalk,  and  Rand  are  the  popular  pneu- 
matic machines. 

The  Valves  of  the  Compressor  are  of  the  poppet,  spindle,  or 
ring  pattern.  Whatever  their  form,  they  should  open  quickly, 
have  a  full  lift,  and  be  ample  in  size.  Large  inlet- valves  offer 
little  difficulty,  though  for  a  short  time  they  are  subject  to  full 
reservoir  pressure.  An  unrestricted  entry  for  the  air  is  obtained 
easily  by  the  use  of  poppets  held  by  springs.  The  Ingersoll- 
Sergeant  compressor  admits  air  through  a  hollow  piston  and 
rod  (Fig.  128).  This  provides  a  very  liberal  inlet  area,  G,  en- 
ables the  cylinder-covers,  /,  to  be  completely  water-jacketed,  and. 
leaves  more  room  for  the  discharge-valves,  H.  The  Nonvalk 
employs  a  rotary  valve.  The  inlet-valves  of  the  Rand  are  shown 
at  gj  g'y  Fig.  127.  They  arc  provided  with  guards  that  prevent 
their  falling  into  the  cylinder. 

The  valves  should  be  positive,  and  this  the  poppet  attains, 
though  the  tendency  to  "chattering'*  is  the  serious  objection  to 
it,  particularly  for  discharge-valves.  This  arises  from  the  two 
opposing  effort — one,  of  the  air,  to  open,  and  the  other,  of  the 
spring,  to  close  the  valve.  The  valve-gear  sho\\Ti  in  Fig.  124 
does  away  with  this  trouble  in  the  high-pressure  engines;  the 
arms,  a,  6,  relax  the  spring  pressure  and  allow  of  the  valve  rising 
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full-lift  without  dancing.  Poppet-valves  can  hardly  be  im- 
proved upon  for  low  pressures,  though  their  springs  in  time  lose 
elasticity  and  open  too  soon.  This  reduces  their  efficiency,  as 
also  does  any  slip  of  the  valves.  In  the  Norwalk  pattern  (Fig. 
129)  a  positive  discharge  is  obtained  by  moving  the  valve  by 
cams,  such  that  it  remains  at  rest  till  the  pressure  is  sufficient  to 
open  it  quickly.  A  difficulty  about  this,  it  would  seem,  is  that, 
as  the  reservoir  pressure  constantly  varies  (unless  perfectly  regu- 
lated), the  valves  must  receive  constant  attention.  This  may 
be  corrected  by  an  automatic  governor  like  the  Corliss  release, 
which  will  open  the  valves  at  different  points  in  the  stroke  as 
desired. 

The  discharge-valves  require  careful  construction,  for  their 
leakage  is  equal  to  a  large  clearance  space.  They  are  made 
large,  and,  to  prevent  inordinate  frictional  loss  and  wear,  are  as 
numerous  as  possible.  An  excess  of  air  pressure  over  the  re- 
ceiver pressure  is  necessary  to  open  the  valves  and  expel  the  air. 
This  unavoidable  loss  has  an  important  bearing  upon  the  uni- 
formity of  speed. 

The  Effect  of  the  Clearance  Space. — ^The  large  clearance 
space  between  the  piston  and  the  cylinder-head  at  the  end  of 
the  stroke  constitutes  one  inevitable  source  of  reduction  of  cylin- 
der capacity.  Not  only  is  the  compressed  air  filling  that  space 
never  discharged,  but  on  the  forward-stroke  it  will  expand  and 
fill  a  volume  that  should  have  been  occupied  by  fresh  atmos- 
pheric air  which  is  being  inhaled. 

If  the  air  in  the  clearance  is  compressed  on  the  return-stroke 
to  60  lbs.  and  occupies  7  per  cent  of  the  cylinder  volume,  it  is 
evident  that  in  the  forvvard-stroke  it  expands  to  five  times  the 
ongmal  volume,  or  nearly  one-third  that  of  the  cylinder,  before  any 
fresh  cool  air  whatever  can  be  admitted.  The  effective  volume 
of  ihc  cylinder  is  therefore  materially  reduced.  Moreover,  this 
air  is  hot,  and,  the  cylinder  also  being  warm,  such  inlet  air  as  does 
enter  is  expanded  to  correspondingly  reduce  the  capacity  of  the 
cylinder.  The  clearance  space  cannot  be  made  smaller  than  yV 
of  an  inch,  and  is  usually  much  more.    The  only  remedy  for  this 
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loss  is  an  increased  length  of  stroke  or  compounding  the  cylin- 
ders. At  75  lbs.  absolute  pressure  a  single  cylinder  must  be 
three  times  as  long  as  a  compound  having  the  same  clearance 
loss. 

The  friction  of  the  air-piston  taken  with  that  of  the  valves 
is  about  equal  to  lo  per  cen:  of  the  work  of  the  engine,  and 
may  leach  25  per  cent  when  including  the  losses  in  the  steam- 
engine. 

The  Horse-power  of  the  Compressor. — ^This  is  determined, 
in  the  same  general  manner  as  for  the  steam-engine,  by  the  indi- 
cator cards  or  by  assuming  a  mean  effective  pressure,  obtained 
from  column  6  of  the  table  of  volumes,  and  substituting  the 
same  in  the  general  expression  for  horse-power.  The  mechanical 
efficiency  of  the  air-compressor  w  must  be  taken  at  not  more 
than  60  per  cent  for  the  one-stage  and  70  per  cent  for  the  two- 
stage  cylinder,  measured  in  the  terms  of  the  energy^  possessed  by^ 
the  compressed  air  delivered  from  the  machine,  compared  with 
the  steam-motor  power. 

By  inspection  of  the  diagram  Fig.  122  it  is  seen  that  the 
air  resistance  is  atmospheric  at  the  beginning  of  the  stroke  when 
the  steam-power  is  at  the  maximum.  Toward  the  end  of  the 
stroke  it  is  at  a  maximum,  while  the  expanded  steam  is  at  its  mini- 
mum pressure.  This  large  engine  excess  at  the  beginning,  and 
resistance  at  the  end,  necessitate  the  use  of  heavy  fly  wheels. 
Indeed,  the  fluctuating  stresses  to  which  the  entire  compressor 
is  subject  requires  it  to  be  built  excessively  hea\7.  In  the  two- 
stage  compressor  this  inequality  of  engine  excess  is  not  so  marked. 

The  Receiver. — A  receiver  is  a  necessity  in  all  compressed- 
air  systems.  It  is  a  huge  tank  with  regulating  devices  to  main- 
tain uniform  pressure.  In  a  measure  it  is  a  power  accumulator, 
if  of  suitable  size;  it  compensates  for  the  pulsating  effect  of  each 
stroke  of  the  compressor,  and  for  this  purpose  should  be  within 
50  feet  of  the  compressor.  Another  ought  to  be  placed  near  to 
the  machine  drills  to  reduce  friction  losses.  This  will  serve  also 
as  a  drain,  if  water  is  present,  to  catch  the  water  condensing  in 
the  pipes. 
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Further  cooling  ensues  as  the  compressed  air  is  stored  in 
receiver  or  pipes,  but  represents  a  total  loss  of  power  for  which 
there  is  no  compensation.  A  pound  of  air  not  cooled  in  the 
compressor,  when  at  80  lbs.  absolute,  would  radiate  81  B.T.U. 
in  cooling  to  its  initial  atmospheric  temperature  of  60°  F.,  and 
thus  dissipate  63,000  ft.-lbs.  of  work.  Perfect  cooling  in  the 
cylinder  would  have  saved  this  amount  of  steam-power  to  the 
motor.  100  cubic  feet  per  minute  would  thus  have  saved  16 
horse-power,  350  lbs.  of  steam,  and  45  lbs.  of  coal  per  hour. 

Transmission  of  Compressed  Air. — ^The  air  is  conveyed  to 
the  drill,  coal-cutters,  hoist,  etc.,  by  pipes.  With  the  exception 
of  electricity,  no  other  means  of  power  transmission  can  compare 
in  efficicncj'  with  compressed  air.  The  diameter  of  the  pipe 
is  a  matter  of  the  first  importance. 

The  transmission  losses  appear  in  two  ways:  as  loss  of  power 
and  as  loss  of  pressure,  or  head,  indicated  by  the  difference  in 
gauge  reading  at  the  ends  of  the  line.  There  is  a  distinction 
between  these  two  losses.  The  first  is  the  larger,  due  to  cooling 
of  the  air  during  compression,  and  is  unavoidable  and  not  charge- 
able to  transmission.  Of  the  power  remaining,  some  of  it  is 
lost  by  subsequent  cooling  and  some  in  overcoming  the  frictional 
resistances  in  the  pipes.  The  power  depends  upon  its  pressure 
and  its  volume.  In  the  process  of  transmission  the  pressure  is 
reduced  by  the  frictional  losses,  but  there  is  a  certain  compensa- 
tion from  a  corresponding  increase  in  the  volume.  The  actual 
loss  of  power  from  this  cause  is,  therefore,  slight  in  ordinary 
mining  conditions. 

Frictional  Resistance  in  Pipes. — ^The  loss  of  pressure,  or  of 
head,  due  to  frictional  resistances  takes  place  according  to  laws 
governing  the  flow  of  fluids.  If  the  pipes  be  short,  the  velocity 
will  varv  inversely  as  the  area,  and  the  frictional  loss  will  be 
directly  proportiona'.  to  the  square  of  the  velocity  of  the  flow. 
It  will  be  also  proportional  to  the  periphery  and  the  length  of 
the  conduit.  But  in  long  pipes  the  expression  becomes  com- 
plex. Tables  of  the  loss  of  pressure  by  flow  in  pipes  are  given  by 
manufacturers,  and  it  will  be  found  therein  that  air  at  32.8  feet 
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per  second  loses  8.26  lbs.  pressure  in  a  mile  of  lo-inch  pipe, 
10.04  lbs.  in  an  8-inch  pipe,  and  20.08  lbs.  in  a  4-inch  pipe. 

The  table  below,  from  the  handbook  of  the  Norwalk   Ir6n 
Company,  shows  the  losses  of  pressure  for  given  volumes  and 
velocities  in  pipes  1000  feet  long. 
q  =  volume  of  free  air  passing  per  minute  at  60  lbs.  gauge  pressure ; 

_/ __         a  tc      (c  it  (I         (t  a  Q_.     (t  (t  It 

p  =  the  loss  of  pressure-head  in  pounds  per  square  inch  • 
V  =  the  velocity  in  feet  per  second. 

Table  or  Volumes  and  Pressure-head  Loss,  Transmitting  Free  Air 

THROUGH  Pipes  iooo  Feet  Long. 


VeL 

3  Inches. 

4  Inches. 

6  Inches. 

10  Inches. 

V 
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<Z 

(f 

P 

<Z 

(f 
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<i 

Q' 

3.28 

.046 

48 

60 

•134 

86 

109 

.023 

193 

244 

•014   537 

680 

6.56 

.209 

96 

121 

•152 

172 

217 

.104 

386 

488 

.064;  1073 

1359 

9.84 

.488;  144 

182 

.360 

258 

326 

.244 

579 

^33 

.145'  1610 

2039 

13.12 

.838 

193 

243 

.628 

343 

436 

.419 

772 

977 

.256  2146 

2719 

16.40 

1-317 

241 

304 

.982 

429 

544 

-658 

965 

1221 

•393 

2683 

3399 

19.68 

1.808 

289 

364 

I  •  356 

515 

653 

.904 

1 158 

1466 

.542 

3220 

4079 

26.24 

3352 

386 

486 

2.513 

687 

871 

1.670 

1544 

1954 

1.024 

4293 

5438 

3280 

5-270 

480 

607 

3.928 

859 

1088 

2-635 

1931 

2443 

1-573 

5367 

6798 

For  any  degree  of  compression  //',  other  than  60  lbs.  gauge, 
the  quantity  of  free  air  passing  per  minute  would  be  obtained  by 
the  ratio  74.7  :  //'-f-14.7.    This  is  approximately  correct. 

Example. — Required  the  volume  of  free  air  which  at  70  lbs.  gauge  pres 
sure  can  be  carried  by  a  6-inch  pipe  with  a  friction  loss  of  only  0.658  lbs.  per 
square  inch.     From  the  table,  965  cubic  feet  of  free  air  compressed  to  60  lbs. 
•can  be  carried;  hence,  with  air  at  70  lbs.  pressure,  the  volume  is  965X84.74- 
74.7=1094  cubic  feet  free  air. 

The  Loss  of  Energy  Due  to  Friction. — ^The  measure  of  the 
work  possessed  by  air  is  represented  by  that  expended  in  produc- 
ing the  given  conditions  of  temperature,  pressure,  and  volume. 
Aoy  loss  in  either  of  these  elements  will  necessarily  diminish  its 
capacity.  During  compression  heat  has  been  abstracted  and 
the  capacity  for  work  is  measured  by  the  amount  of  intrinsic 
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energy  remaining.  Its  value  may  be  obtained  from  the  usual 
formulae;  the  pressure,  P,  and  temperature,  r,  at  the  entrance 
to  the  pipe  being  known.  The  volume  occupied  by  one  pound  of 
air  is  then  ascertained: 

Then  the  relation  between  the  condition  of  the  air  at  the 
entrance  to  the  pipe  to  that  at  the  point  of  delivery  to  the  motor 
is  ascertained  from  the  formula 


pj7^1.4(«_p^j,r^l. 
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If  the  temperature  has  not  changed  during  transmission,  the 
volume  and  pressure  will  bear  the  same  relation  at  the  pipe  exit 
as  at  the  entrance,  and  ^2^2  =  53-^871.  A  drop  in  the  pressure 
ensues,  however,  due  to  friction  of  flow,  and  this  produces  a 
slight  reduction  in  the  available  energy;  that  is,  Pj  's  less  by 
the  frictional  loss  in  the  preceding  table  and  the  volume  Fj  has  not 
proportionately  increased,  making  PzV^'^^  less  in  value  than 
that  of  PjT'i^'*^  by  the  amount  of  encrg}^  lost. 

The  friction  in  the  pipe  varies  as  the  velocity  and  the  volume 
of  the  air.  For  a  given  power  the  degree  of  compression  may 
be  increased  in  order  to  reduce  the  volume;  or  the  size  of  the 
pipe  may  be  increased  to  reduce  the  velocity.  The  efficiency 
of  the  system  will  be  increased  by  cither  plan.  A  6-inch  pipe, 
for  example,  will  carry  800  cu.  ft.  of  free  air  at  80  lbs.  pressure 
absolute  a  distance  of  5000  feet  with  a  loss  of  i  lb.  per  square 
inch.  For  the  same  volume  in  a  4^- inch  pipe  the  loss  of  pressure 
is  5.362  lbs.  per  square  inch.  These  pipes  would  therefore 
require  receiver  pressures  at  the  pipe  entrance  of  81  and  85.3 
lbs.,  respectively,  per  square  inch.  The  saving  in  power  with  the 
6-inch  pipe  over  the  4^ -inch  pipe  will  therefore  be  3  horse-power. 

In  determining  the  loss  of  head  due  to  given  conditions,  the 
following  formula  is  available: 

i/=  — 7- 

io,ooo-D*a' 
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in  which  H  =head  or  difference  of  pressure  required  to  overcome 

friction  and  maintain  the  flow  of  the  air; 

y=volume  of  compressed  air  delivered  in  cubic  feet 
per  minute; 

L  =length  of  pipe  in  feet; 

D  =nominal  diameter  of  pipe  in  inches; 

a  =  coefficient  depending  upon  the  size  of  the  pipe. 

Values  for  a  and  D^a  por  Various  Diameters  of  Pipe. 


Nominal 
D 

a 

D^i 

1 

Nominal 
i            D 

a 

iXa 

l" 

0.3S 

0.35 

3" 

0.73 

177.4 

li 

0-5 

1-525 

3i 

0.787 

413.2 

li 

0.662 

503 

4 

0.84 

860.2 

2 

0.565 

18.08 

5 

0.934 

2918.8 

2j 

0.65 

63 -47 

6 

1. 00 

7776.0 

The  Most  Economical  Size  of  Pipe. — ^The  friction  in  properly 
designed  pipe  systems  is  not  a  serious  matter  and  can  be  made  as 
small  as  the  most  exacting  requirements  demand,  by  enlarging 
the  pipe  or  securing  a  smooth  interior.  The  capacity  of  a  pipe 
is  somewhat  proportional  to  its  cross-sectional  area,  but  is  affected 
by  the  character  of  its  interior  surface  and  the  various  couplings 
used.  In  calculating  the  size  of  pipe  required,  due  regard  must 
be  paid  to  the  commercial  sizes,  for  their  actual  diameter  is  very 
different  from  their  nominal  diameter.  The  velocity  of  the  air  in 
the  main  pipes  should  not  exceed  25  feet  per  second,  and  the 
dimensions  should  be  determined  accordingly.  At  a  higher  rate 
the  friction  becomes  excessive  and  the  power  lost  in  overcoming 
it  too  large.  Though  the  rate  of  flow  through  the  pipe  is  continually 
increasing  from  beginning  to  end,  all  calculations  for  frictional 
loss  should  bear  this  in  mind,  though  it  may  be  neglected  if  the 
drop  in  pressure  is  small. 

With  due  regard  to  economy  in  installation,  the  size  of  the 
pipe  should  therefore  be  made  as  large  as  advisable  to  reduce 
friction,  but  need  not  be  increased  beyond  that  requisite  to  sup- 
ply a  flow  at  25  feet  per  second.  This  gives,  for  ordinar}'  mining 
practice,  a  diameter  of  4  inches  for  the  mains  and  not  less  than 
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2  inches  for  the  slopes  and  rooms.     A  4-inch  pipe  with  air  at   ^ 
82-lbs.  gauge  will  supply  five  3-inch  drills  3000  feet  away,     i 
feet  of  I  i -inch  pipe  will  ser\'c  for  only  one  drilL 

Compressed-air   Pipes. — The   pipes  used  are  steel-rivetcd  or  I 
lap-weld,  as  illustrated  in  Figs.  131  and  132,     The  joints  should  ' 
be  carefully   secured.     Means  must  not   be   neglected  for  pro- 
viding for  changes  in  length  due  to  alternations  of  temperature. 
Iron  expands  0.000C07  its  lengih  per  1°  F.     This  allowance  is 
more  e^ential  above  than  below  ground;    and  in  shafts  where 
the    temperature   is    inconstant    com  pen  sal  ion -joints    are    neces- 
sary.    At  every  300  or  400  feet  a  copper  U  tube  is  attached ;   its 
flexibility  will  allow  for  contraction  or  expansion  of  the  pipes.   > 
At   the   Republic    mine    ihe   brass-lined   expansion-joints   every 
500  feet  allow  for  movements  of  is  inches.     They  rest  on  gas-pipe   , 
rollers.     The   Chapin   iron-mine   has  expansion  joints   at   cveiy 
680  feet  of  the  24-inch  pipe. 

To  reduce  the  frictional  losses  in  the  transmission  large 
elbows  and  bends  of  long  radii  should  be  used.  The  joints  must 
be  made  very  carefully,  to  reduce  leakage,  unless  the  air-pipes  are 
laid  in  ventilation -passages  of  the  mine.  Leaks  when  discovered 
must  be  plugged.  The  velocity  of  escape  of  compressed  air 
being  20,000  feet  or  over  per  minute,  a  very  large  loss  of  fluid 
will  ensue  from  a  neglected  leak. 
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Sleeve  couplings  are  used  in  all  pipe  lines  except  the  wrought 
iron,  which  are  spiral-riveted  or  welded  tubes.  The  joints  are 
carefully  made,  and  leaks  avoided  with  the  greatest  of  care. 
Elbows  of  as  liberal  a  radius  as  possible  must  be  provided  to 
have  the  frictional  resistance  small. 

The  Power  Value  of  Compressed  Air. — In  determining  the 
power  value  of  compressed  air  it  must  be  remembered  that  the 
mean  effective  pressure  of  the  air  is  lower  than  that  of  steam 
for  a  given  cut-off  and  initial  pressure. 

The  mean  effective  pressure  during  expansion  can  be  ascer 
tained  by  substitution  in  the  formula  page  316,  P  being  somewhat 
near  the  atmospheric  pressure.  It  is  less  in  amount  than  is 
the  m.e.p.  of  steam  during  a  similar  expansion,  as  also  is  its 
terminal  pressure.  The  work  it  is  capable  of  equals  the  work 
expended  upon  it  if  the  friction  losses  be  neglected  and  there 
were  no  loss  in  cooling,  for  the  cycles  of  changes  which  the  air 
would  experience  in  expanding  are  duplicates  of  those  during 
compression.  Much  power  has,  however,  been  extracted  from 
the  air,  whose  high  temperature  had  been  reduced  nearly  to  that 
of  the  surrounding  atmosphere. 

The  Work  Performed  while  Expanding  from  a  pressure  Pi 
and  a  temperature  Ti,  which  latter  is  near  that  of  the  atmosphere, 
to  a  temperature  t  and  a  pressure  JP,  which  is  nearly  15  lbs.,  is 

The  final  temperature,  r,  which  is  far  below  that  of  the  atmos- 
phere, produces  an  intense  refrigeration,  which  is  objectionable 
if  moisture  is  present.  The  moisture  will  be  frozen  in  the  process 
and  may  clog  the  exhaust-passages.  As  this  is  usually  the  case, 
the  air  is  reheated  so  high  that  after  expansion  it  will  still  be 
warmer  than  the  atmosphere.  The  heat  thus  expended  has  the 
effect  of  increasing,  in  proportion  to  the  heat  added,  the  volume, 
and  thereby  the  amount  of  work  obtainable  from  the  air. 

Reheating. — Reheating  may  be  accomplished  by  direct  fire, 
or  by  steam,  passing  through  a  pipe  inside  of  the  air-pipe.  Steam 
thus  used  gives  up  all  of  its  latent  heat,  which  can  be  converted 
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into  an   amount  of  work  in  the  air-engine  far  exceeding  what   1 
could  be  derived  from  it  if  used  directly  in  the  steam-pump.  ' 

A   rehcalcr-jacket    is    sometimes    used    where    other   means   i 
are  not  available  or  desirable.     This  method  would  be  preferable 
for   compound   air-engines   which   might   otherwise    require  re- 
heating in  two  stages. 

The  Efficiency  of  Compressed  Air. — As  the  efficiency  of  the 
driven  machine  is  not  over  60  per  cent  and  the  efficiency  of  the 
compressor  is  nol  over  75  pc-r  cent,  it  is  evident  that,  with  the 
losses  ensuing  in  pipes,  the  aggregate  efficiency  of  the  combina- 
tion does  not  exceed  25  or  30  per  cent  of  the  original  motor- 
power.  This,  compared  with  the  fuel  burning  at  the  boiler, 
represents  an  efficiency  of  about  2\  to  34  per  cent ;  in  other  words, 
the  work  performed  at  the  drill  is  equivalent  tn  from  275 
to  385  B.T-U,  per  pound  of  coal.  Notwithstanding  this  waste- 
fulness, compressed  air  serves  well  for  many  purposes  in  mining, 
and  will  retain  its  pilacc  even  against  electricity. 

The  Cummings  System  of  Air  Transmission, — This  is  a  closed 
line  of  pipes  between  the  compressor  and  the  air-engine.  The 
initial  absolute  pressure  of  the  air  entering  the  compressor  and 
the  final  pressure  of  exhaust  from  the  engine  are  about  80  lbs., 
and  the  terminal  pressure  in  the  compressor  and  the  admission 
pressure  into  the  engine  arc  150  lbs.  This  system  is  used  in 
some  pumping  plants. 
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CHAPTER  XI. 

PUMPING. 

The  Water  Seepage  into  Mines. — Water  gains  entrance  into 
mines  by  many  and  devious  ways.  Into  some  workings  it 
flows  incessantly  from  some  watery  stratum,  in  others  the  seepage 
is  intermittent.  The  subterranean  current  is  easily  excluded 
from  the  mine  by  the  use  of  a  cement  lining,  or  an  iron  or  steel 
tubing  to  the  shaft,  but  the  seepage  accumulates  and  must  be 
pumped  oflF,  unless  the  workings  possess  a  natural  drainage  or 
an  easy  effluence  by  adit  or  tunnel  for  the  upper  ground.  A 
gutter  at  the  side  of  the  track,  or  under  the  tramway  path,  with 
a  slope  of  I  in  500,  readily  carries  oflF  the  water,  and  not  uncom- 
monly delivers  it  to  a  small  wheel  to  drive  a  ventilating-fan. 
Generally  the  seepage,  following  the  hydrodynamic  law,  in- 
creases with  the  depth  of  the  opening,  and  a  very  liberal  sump 
is  provided  for  its  accumulation.  Often  one  shaft  and  its 
workings  become,  naturally,  a  sump  for  the  entire  district,  and 
drain  all  the  neighboring  properties  above  its  level,  and  this 
suggests  a  simple  means  of  keeping  one's  mine  dr}-.  Otherwise, 
as  the  amount  of  water  to  be  encountered  is  uncertain,  provision 
must  be  made  for  the  handling  of  a  large  volume,  according  to 
the  histor)'  of  similar  properties.  In  some  coal-mines  as  much  as 
4000  gallons  of  water  are  raised  per  ton  of  coal,  and  in  Colorado 
40  tons  of  water  j^er  ton  of  ore.  The  Chief  of  the  Bureau  of 
Mines  reports  that  during  1Q02  1721  pumps  delivered  to  the 
surface  water  at  the  rate  of  615,013  gallons  per  minute  from  the 
collieries.  The  magnitude  of  such  work  demands  the  employ- 
ment of  powerful  machiner)-,  and  often  on  a  plan  too  elaborate 
for  the  means  of  the  average  operator. 
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by  a  cooiJcrali\c  sLhcmc  with  extremely  beneficial  results.  AJ 
long  tunnel  penetrating  the  cuunin'  at  a  level  much  below  thfi'l 
lowest  point  of  exploration  drains  considerable  territory,  dis-l 
pensing  with  the  heavy  individual  plants  and  extending  the  ex-1^ 
ploration  and  the  productiveness  of  the  mines.  Ntunerous  ex-l 
amples  of  tunnels  miles  in  length  may  be  quoted,  some  eveaf 
carrj-ing  so  much  water  as  to  become  canals  for  transportation. 

Upon  cutting  a  wet  cross-course  to  the  vein,  it  Is  a  common 
practice  to  plaster  it  up;    or,  in  encountering  old  workings,  to 
build   a  brick   or    stone  bulkhead,   arched   convex   towards  the 
water  (Fig.  257),    To  provide  means  for  the  escape  of  the  accu- 
mulated water,  which  might  otherwise  do  injury  a  cast-iron  pipe  J 
is  built  into  the  dam  near  its  top,  and  another  near  the  bottom,  | 
Either  or   both   may   be   plugged   as   required.      Similarly, 
approaching  abandoned  works,   it  is  required  by  law  in  some  I 
States  that  a  bore-hole  be  kept  30  to  50  feet  in  advance  of  the  J 
drift,  with  flank-holes  on  each   side,  to  guard  against  dangers! 
from  the  sudden  breaking  into  the  reservoir. 

Under  certain  conditions,  in  stratified  regions,  a  hole  is  drilled  J 
from  the  sump  down  to  some  permeable  stratum,  into  which  f 
the  water  is  discharged. 

The  water  entering  a  mine  at  various  levels,  where  economy  I 
rather  than  simplicity  is  the  object,  should  be  led  to  pumps  at  < 
the  levels  where  it  issues,  and  not  be  permitted  to  fmd  its  way  I 
to  the  bottom,  to  be  raised  the  entire  height  to  the  surface. 

When  the  surroundings  are  such  that  a  tunnel  may  not  be  1 
used  for  the  unwatering  of  the  mine,  pumping  arrangements 
are  indispensable.  The  earlier  forms  were  crude,  the  engine 
being  of  recent  date.  Surface  waterfalls  were  employed  to 
operate  wheels,  which  raised  bucketfuls  from  below;  or  the 
surface  water  was  arranged  to  compress  air  in  a  reservoir  at  the 
surface,  from  which  pipes  to  the  sump  conveyed  the  compressed 
air,  the  elastic  force  of  which,  in  turn,  forced  the  water  up  to 
the  surface  through  another  pipe.  This  is  a  wasteful  system 
and  intcrmillent,  but  doubtless  was  cheaper  than  any  other  means 
ihen  available. 


MANUAL  OP  MI.yiNG. 


The  Hydraulic  Ram. — At  the  Comstock  mines  a  special 
hydraulic  ram  is  used,  by  which  iSoo  gallons  are  pumped  from 
the  2600-foot  level  to  the  Sulro  tunnel  at  1600  feet.  The  air- 
pressure  io  the  accumulator  is  960  Ibs^ 
per  square  inch,  and  the  pipes  at  the 
bottom  sustain  a  pressure  of  2000  lbs. 

The  efficiency  of  the  ram  diminishes 
with  the  ratio  between  the  quantity  of 
water  raised  and  that  used.  With  a  fall 
of  I  and  a  lift  of  4,  the  efficiency  is  86 
per  cent;  if  the  lift  is  ten  times  the  fall, 
it  is  53  per  cent;  with  i  to  20,  it  is  ij- 
per  cent;   and  with  1  to  26,  it  is  o. 

Hoisting  Water.— Small  volumes  of 
water  are  handled  by  buckets,  obtainable 
of  any  size,  and  with  a  capacity  up  to 
200  gallons  (Fig.  130).  At  the  bottom  is 
an  inlet -valve  by  which  the  tub  is  quickly- 
filled  as  it  sinks  into  the  sump;  it  is  then 
hauled  up,  its  valve  closes,  and  at  the 
surface  it  is  discharged  by  being  brought 
down  on  a  pin  which  again  opens  the 
valve.  In  some  mines  the  water-bucket 
is  attached  underneath  the  cage,  and  travels  continually  with 
it.  Bailing-tanks  holding  500  to  1000  gallons,  balanced  in  pairs 
in  one  compartment,  are  hoisted  by  a  special  drum.  Slopes  are 
equipped  with  similarly  valved  skips,  the  emptying  being  done 
from  the  mouth,  as  with  ore. 

Bailing-tanks  should  always  be  in  readiness  for  immediate 
service  at  every  mine  operated  through  shafts  or  inclines,  to  re- 
lieve the  pump  on  emergency.  Bailing  is  not  economical,  be- 
cause of  the  great  dead  weight  of  tank  and  rope  compared  with, 
the  weight  of  water  hoisted.  They  are  adapted  lo  a  variable 
inflow  and  give  an  equal,  though  low,  efficiency  with  all  volumes . 
of  water. 

lOine-pumps. — The  design  of  mine-pump  plants  requires  the 
greatest    possible    reliability    against    breakdowns,    the 


FlC.  130. — A  Water-bucket. 
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possible  facility  for  making  repairs,  and,  if  practicable,  the  high- 
est mechanical  efficiency  at  the  nonnal  rate  of  flow. 

The  pumps  used  in  mining  work  include  reciprocating  pumps 
dri\'en  by  rods;  steam-,  air-,  or  water-engines;  rotary  pumps  oper- 
ated by  electricity,  water-  or  steam-turbines,  oil-engines,  or  belts; 
pulsometcrs,  injectors,  etc.,  employing  steam ;  and  siphons. 

The  reciprocating  pumps  include  the  plunger,  piston,  and 
bucket.  Of  these  the  oldest  is  the  lift-bucket,  which,  however, 
affords  no  means  of  repairing  the  barrels  and  packings,  which 
wear  rapidly  with  sandy  waters.  The  piston-pumps  are  suit- 
able for  low  pressures,  but  cannot  be  repaired  as  readily  as  the 
plunger-pumps,  whose  packing  and  stuffing-boxes  are  outside 
and  can  be  replaced  without  stopping  the  pump.  They  may  be 
driven  by  rods  from  a  motor  at  ihc  surface,  or  by  a  motor  directly 
connected,  receiving  power  through  wires  or  pipes.  The  rod- 
driven  pumps  have  many  disadvantages;  nevertheless,  even 
with  the  competition  from  steam  and  air-driven  motors,  they  are 
much  used. 

Belts  or  hemp  rope  may  also  be  used  to  drive  pumps  on  a 
separate  foundation.  They  are  called  power-driven  pumps, 
having  the  additional  advantage  that  they  may  be  located  remote 
from  the  power  source.  Of  these  the  rotary  pumps  and  centrif- 
ugals have  a  capacity  which  can  be  economically  varied  within 
very  narrow  limits. 

Injectors,  pulsometers,  ejectors,  etc.,  are  to  be  regarded  as 
temporary  substitutes  only  during  the  repairs  to  the  main  plant. 

Mine  Rod-pumps. ^The  rod-dri^xn  pumps  are  of  two  types. 
One,  the  lift-pump,  is  a  single  line  of  rods,  which  reciprocates  in 
a  straight  line  of  pipe.  The  lift-pump  is  a  direct-driven  pump, 
with  vertical  single-acting  engine  by  which  the  water  and  the  rod 
are  lifted  on  the  up-stroke,  while  the  weight  of  the  latter  cajries 
it  down.  The  other,  the  Cornish  system,  is  an  extended  rod 
operating  outside  of  the  column-pipe  upon  a  number  of  plunger- 
pumps  along  the  line,  with  a  lift  section  at  the  bottom.  In  the 
Cornish  pump  the  water  is  forced  up  on  the  down-stroke  by  the 
weight  of  the  rods.      The  engine  at  the  surface  raises  the  rods 
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and  plungers  besides  lifting  the  water  in  ihe  suction-lift. 

Comish  system  employs  a  rotary  engine,  making  it  possible  I 

utilize  the  expansive  force  of  the  steam. 

Pump-pipes. — The  pipe  ihrough  which    the  water    flows  i 

variously  u.rmc(l  as  a  slantl-pipe,  column-pipe,  and  lift.     It  i 

of  a  diaiiu'ler  commonly  lo  inches,  often  as  much  as  20,  and  e 
tL-nds  from  bollom  to  top.  It  is  of  cast  1 
wrought-iron  tup-weld  steel  or  spiral  rivetet 
or  welded,  in  standard  lengths  of  5  1 
feet.  The  cast-iron  pipe,  having  a  smootlj 
interior  and  uniform  diameter  throughout,  i 
preferable  and  more  convenient  than 
riveted  pipe  (Fig.  131)  or  the  lap-weld  i 
fFig.  132);  but  as  it  represents  loo  m 
liad-wcight  for  the  strength,  its  days  1 
liliiy  are  nearlng  an  end.  The  ideal  pipi 
i;.  of  steel,  which  gives  ihe  lightesl,  strong* 
and  most  durable  tubing:  this  may  be 
in  four  grades,  light  to  extra  heavy.  It 
!ii;uic  of  sheet  steel  spirally  laid,  riveted 
ji  ihe  overlapping  joints  or  cold  hammer! 
ivikk-d.  The  pipes  are  united  by  boltinj 
logelher  at  the  flanges,  which  are  riveted 
screwed,  or  locked  on  the  pipe  (Fig.  1,^2); 
preferably,  they  are  coupled  on  the  hub-and' 
[liijot  plan  of  sleeve  (Fig.  133).  This  : 
ilnible  socket,  into  which  the  pipe   is  slipped^  J 

nakumcd,"   and   leaded   from   each  side,  1 
-111  nvn.     For  this  joint  Ihe  pipes  have  expanded 

A   water-tight  joint    is  secured  by  | 
rubber,  leather,  lead,  or,  best  of  all,  comigateJ 
copper  gaskets  between  the  flanges,  which  i 
then  boiled  together  while  lowering.     Spence 

metal,  used  as  a  calker,  offers  an  excellent  joint,  is  cheaper  ti 

lead,  and  ought  to  be  better  known. 


—Spiral  Pipe. 
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The  pipes  last  from  fifteen  to  twenty  years  unless  the  water  is  I 
corrosive,  in  which  case  gun-metal  is  used.     If  the  water  is  very 


Pipe -joint 


bad,  wooden  pipes  are  made  by  hollowing  the  trees,  fitting  the 
joints,  tarring  them,  and  strengthening  by  wroughl-iron  bands 
at  every  3  lo  b  feet.     In  many  mine-^  r"r'>iT'--c  has  b^en  h-iH  '1 


frr^ 
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these  as  the  only  stand-pipe  that  will  last  over  six  weeks. 

In  calculating  the  flow  of  water  through  pipes,  the  effect  of 
entrance  head,  the  friction  factor,  the  effect  of  bends,  elbows, 
tees,  valves,  gates,  etc.,  as  well  as  the  condition  of  pipe-joints 
and  the  internal  surface  of  the  pipe,  should  enter  into  the  calcu* 
lalions;  otherwise  the  results  obtained  are  mere  approxima- 
tions. 

Care  should  be  taken  to  give  independent  support  to  the 
■water-pipe  lines  to  prevent  motion,  to  relieve  the  lower  sections 
of  ihe  pressure  from  above,  and  to  avoid  (he  evil  consequences 
of  vibration.  They  are  always  stayed  laterally  to  keep  them  in 
line.  In  no  case  should  the  supports  Ixr  rigidly  connected,  pre- 
venting expansion  or  contraction.  AH  bends  and  elbows  should 
be  supported,  as  the  cur\-e  of  the  pipe  receives  excessive  pressure 
I  -and  is  also  of  weak  resistance.    All  the  bands  are  made  of  cast- 
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ings,  and  the  long  bands  may  be  of  riveted  pipe.    The  acute- 
angular  turns  are  made  by  inserting  thick  wedge-gaskets. 

The  size  of  the  pipe  should  be  as  large  as  possible,  that  the 
velocity  of  flow  may  be  maintained  with  little  resistance.  The 
suction-pipe  should  be  short  and  more  liberal  in  diameter  than 
the  delivery.  The  velocity  of  water  in  the  pipe  differs  little  from 
the  velocity  of  the  plunger  or  piston.  Watcr-hanuner  and  seri- 
ous consequences  would  be  the  result,  if  water  were  allowed  to  flow 
intermittently  through  pipes  at  more  than  300  feet  per  minute. 

Owing  to  the  corrosive  action  of  most  waters  and  their  solid 
contents,  the  pipes  are  made  as  thick  as  consistent  with  other 
conditions  in  the  problem.  The  \'arying  pressures,  the  acidity^ 
of  water,  the  water-hammer,  and  the  weight  of  the  column  which 
is  supported,  are  elements  which  increase  the  thickness  of  the 
pipe. 

Valves  on  Pump-pipes. — ^Air-chambers  are  supplied  at  con- 
venient points  of  long  hydraulic  pipe,  if  no  provision  is  made  for 
the  insertion  of  relief-valves  or  pressure-regulators.  The  air- 
chambers  should  be  made  air-tight  and  coated  with  heavy  asphalt 
for  heavy  pressures.  Relief- valves  are  spring-loaded  or  weighted 
pistons,  or  valves  set  to  open  at  a  given  pressure.  The  former 
are  more  sensitive  than  the  latter.  Ample  lift  should  be  given 
to  allow  of  a  prompt  discharge  of  air  or  of  water  to  relieve  the 
excess  pressure  promptly. 

Automatic  air-valves  on  hydraulic  pipe  lines  are  sometimes 
used,  constructed  so  that  they  will  close  by  the  combined  effect 
of  buoyancy  and  the  velocity  head  of  the  water.  Some  air- 
valves  are  provided  to  admit  air  and  prevent  a  collapse  of  the 
pipe  from  atmospheric  pressure  when  the  pipe  is  emptied  of 
water.  They  do  not  operate,  however,  to  let  air  into  the  pipe 
until  the  pressure  falls  very  low.  The  pipes  should  be  located 
in  the  up-cast  shaft  compartments,  the  steam  and  reheated  air- 
pipes  being  protected  also  against  radiation.  Steam-pipes  and 
air-pipes  are  provided  with  traps  at  low  points  for  drains. 

Check-valves  must  not  be  neglected  where  the  conditions  are 
such  that  a  stoppage  in  the  pump  may  cause  a  reverse  flow  of 
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the  water  with  consequent  danger  to  machinery.    All  valves  and 
agates  and  water-pipes  should  close  tightly  and  without  shock. 

Pump-valves. — ^The  valves  for  pumps  are  hinged,  called 
•clack-valves,  straight  lift-valves,  rising  vertically  from  their  scats, 
and  flexible  valves,  which  alter  their  form  on  opening.  Direct- 
•drlven  pumps  employ  straight  lift-valves  of  rubber  or  vulcanite 
Testing  on  a  grating.  The  requirements  of  a  good  valve  arc  that 
it  should  close  promptly  and  perfectly  on  its  seat,  open  easily, 
and  remain  with  a  minimum  of  pressure.  It  should  not  present 
much  resistance  to  the  flow  or  divert  the  current  from  a  straight 
line.    It  should  be  simple  and  accessible. 

If  the  waters  carry  material  in  suspension,  the  whole  valve 
should  be  made  of  some  elastic  material  in  order  that  the  par- 
ticles lodging  on  the  seat  shall  not  spoil  the  band.  Leather  can- 
not be  used  if  the  water  is  acid.  Rubber  compositions  are  em- 
ployed for  hot  water.  Hinged  valves  are  more  liable  to  leak 
than  straight  lift-valves.  The  use  of  wooden  seats  for  metal- 
faced  valves  is  objectionable  because  they  leak,  although  they 
are  more  desirable  than  rubber  or  leather.  For  acid  waters  the 
seats  are  usually  of  brass  screwed  into  position,  and  thus  easily 
removed  when  too  far  gone  from  corrosion.  The  straight-line 
lift-valve  (Fig  141)  of  rubber  composition  rising  from  a  grating 
and  held  in  brass  cages  is  used  for  pressures  up  to  500  lbs.  to  the 
square  inch,  but  above  that  the  discs  are  of  metal  with  leather 
facing.  Flexible  valves  arc  generally  of  rubber,  suitable  only 
for  moderate  lifts,  and  round  in  form,  or  rectangular  with  all  of 
the  comers  trimmed. 

The  area  of  the  valves  is  large  to  allow  of  a  free  flow  of  the 
water,  but  increasing  the  area  of  the  valve  increases  the  pressure 
upon  its  surface  and  requires  a  heavy,  thick  valve.  Hence  it  is 
more  desirable  to  use  a  large  number  of  small  valves  than  to 
employ  few  of  large  area.  On  the  other  hand,  it  is  desirable  to 
restrict  the  lift  of  the  valves  as  much  as  possible  and  to  reduce 
the  velocity  and  consequent  resistance  of  the  flow  past  the  valve 
to  a  minimum.  Enlargement  of  the  area  increases  the  risk  of 
leakage  and  also  the  percentage  of  slip.     Again,  increasing  the 
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area  of  the  valve  increases  the  width  of  the  bearing  and  its  seat. 
This  makes  the  difference  between  the  lower  area  of  the  valve 
subject  to  pump  pressure  and  the  upper  area  of  the  valve  sub- 
ject to  the  resistance  in  the  pipe  so  great  that  an  excessive  over- 
pressure will  be  required  to  raise  it. 

The  Working-barrel. — ^At  the  lower  end  of  the  stand-pipe  a 
1 2-foot  length  of  cast  iron  constitutes  the  working- barrel,  in 
which  oscillates  a  piston  carrying  an  upward- opening  valve, 
similar  to  that  at  the  lower  end  of  the  barrel  (Fig.  136).  For 
acidulous  waters  the  barrel  is  bushed  with  gun-metal.  It 
should  be  thick,  to  admit  of  being  bored  out  several  times,  as  it 
is  rapidly  cut  away  by  the  gritty  waters  during  sinking. 

The  working-barrel  can  never  be  more  than  28  feet  from  the 
sump-level;  in  mountainous  districts  still  less;  at  5600  feet  alti- 
tude, 23  feet;  and  at  10,000  feet,  18  feet.  Usually  the  working- 
barrel  and  suction-pipe  are  suspended  by  chains  from  two  stuUs 
resting  in  the  cribbing,  and  the  stand-pipe  supported  at  intervals 
by  stout  reachers. 

The  Suction  Length. — Below  the  barrel  is  a  length  of  pipe 
or  flexible  hose  dipping  into  the  sump  and  receiving  the  water 
through  a  perforated  strainer.  During  sinking  this  suction-pipe 
must  follow  the  lowering  of  the  sump.  During  the  blast  it  is 
raised  for  each  shot  or  boarded  over. 

The  strainer  prevents  sand  and  gravel  entering  the  cylinder* 
The  suction-lift  must  be  as  short  as  possible  and  as  large  as  ad- 
missible. As  the  water-level  lowers  during  the  sinking  opera- 
tions in  a  mine,  a  stationar}^  pump  should  be  provided  with  a 
wire-wound  flexible  hose  below  its  suction-lift,  dipping  into  the 
sump,  or  a  telescopic  joint  allowing  for  a  supply  of  10  feet.  The 
hose  is  preferable  because  it  can  be  adjusted  to  the  bottom  of 
the  shaft.  Owing  to  injury  and  hard  usage  it  is  usually  covered 
with  canvas  and  wire-wound. 

When  the  water-level  has  receded  below  the  allowable  suc- 
tion height  of  the  pump  a  length  of  pipe  must  be  added  above 
the  pump  which  is  then  lowered  to  a  degree  determined  by 
fixed  conditions.     Under  such  circumstances  the  working-^ vmp 
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is  suspended  by  chains  from  two  stulls  resting  in  the  cribbing^] 
the  stand-pipe  above  the  pump  being  independently  supported  I 
at  inter\'als. 

The  Lift-pump.— The  piston,  or  "bucket,"  is  attached   by  i 
an  iron  fork  (Fig.  1^54)  to  a  wooden  rod,  4  or  5  inches  square,  ex-  J 


Fig.  134. — Single-acting  Steam  Lift-^ump. 

tending  up  through  the  pipe  to  the  surface,  where  it  is  connected 
either  with  one  end  of  a  walking-beam  or  to  the  piston  of  a  single- 
acting  engine.  As  it  receives  a  tensile  strain,  the  joints  are  scarfed 
and  strapped,  or,  if  the  ends  are  flushed,  two  continuous  lines  of 
strap-iron,  breaking  joints,  are  bolted  together  through  the  rod. 
The  latter  plan  reduces  ihe  breakage  and  the  number  of  stop- 
pages for  repairs.     A  4-inch  rod  is  large  enough  fnt  a  12-inch 
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pipe,  and  a  5-inchrod,  properly  spliced  and  strapped,  for  a  13-inch 
to  16-inch  delivery.  The  size  of  the  straps  is  easily  calculated. 
The  area  of  each  one,  a,  is  o.ooooj$d^D,  A  200-foot  pump-rod 
requires  two  straps  4Xi  or  3XI  for  a  10- inch  pipe. 

On  the  down- stroke  the  rod  falls  through  the  colunm  of 
water,  while  the  valve  in  its  piston  opens  and  the  clack  of  the 
wcr^'in^-barrel  closes.  Returning,  the  valve's  action  is  reversed? 
water  rises  from  the  sump  into  the  working-barrel,  and  all  that 
*  above  the  piston  is  lifted  a  distance  equal  to  the  stroke,  and  a 
column  of  w^ater  simultaneously  discharged  at  the  surface. 

At  the  surface  the  column-pipe  terminates  in  an  elbow  dis- 
charge or  in  a  laundry  box  and  trough,  the  pump-rod  continuing 
up  to  the  framing.  The  mechanism  by  w^hich  the  motion  is 
communicated  to  it  is  simple.  A  stout  frame,  with  two  samson 
posts,  supports  a  wall^ing-beam  receiving  its  oscillatory  motion 


Fig.  135. — Connection  for  Lift-pump  Rod. 

from  a  pitman  actuated  by  a  crank-arm  adjustable  to  a  i-,  2-,  or 
3-foot  radius,  giving  strokes  of  double  this  length,  at  the  opposite 
end,  to  the  pump-rod,  which  requires  little  force  besides  its  o\\ti 
w^eight.  The  arm  is  on  a  shaft  turned  from  the  engine  by  cog, 
geared  i  to  6  or  7,  giving  12  to  20  strokes  per  minute  to  the  rod. 
The  ironwork  of  this  frame,  inclusive  of  cogs,  pulley,  and  cast- 
ings, will  cost  about  $250;  the  woodwork,  including  a  24-ft.Xi5 
inches  square  walking-beam,  about  $125. 

Lift-pump  Plunger. — ^The  valves  are  made  of  several  thick- 
nesses of  oak-tanne(]  leather  cut  into  discs,  tacked  together,  and 
slipping  easily  on  a  grid  at  the  top  of  a  cast-iron  cellular  ring- 
bucket.  A  perforated  cast-iron  guard  on  the  grid  limits  the 
rising  of  the  valve  as  the  water  passes  through  the  bucket.  The 
cellular- ring  bucket  casting  is  all  there  is  of  the  piston,  which 
slides  freely  in  the  barrel,  and  has  no  other  packing  than  that 
offered  by  the  leather  discs  forming  the  valve  and  which  are  cut 
larger  than  the  cylinder.     The  rapid  movement,  the  wear,  par- 
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shaft-mouth  it  covers.  Besides,  to  lengthen  or  repair  the  rod  oi 
column-pipe  the  cylinder  must  be  displaced,  or  the  additions 
are  made  below;  either  is  slow.  This  pump  cannot  be  used  in 
slopes;  the  irregular  wear  of  the  cylinder  on  one  side  cannot  be 
compensated  for,  nor  the  friction  of  the  rod  in  the  pipe  coun- 
teracted. 

The  Capacity  of  Lift-pumps. — ^If  d  be  the  internal  diameter 
of  the  pipe  in  inches,  and  L  the  stroke  in  feet,  the  discharge 
in  gallons  with  each  upstroke  is  o.o4o8(/^L;  and  the  work 
done  per  minute,  in  foot-pounds,  exclus  ve  of  resistance  in 
the  cog-gear  and  the  mechanism  for  transmitting  the  power, 
is  o.34272(/^LiVZ),  where  N  is  the  number  of  double  strokes  per 
minute,  and  D  the  height  of  the  water-column  in  feet.  The 
direct-connection  lift-pump  wastes  less  power  in  friction  and 
has  an  efficiency  of  about  85  per  cent.  Its  least  working  steam- 
pressure  is  represented  by  this  equation: 

Jfe*/>=o.345d*I)    and    k^p=-o,$$i(o.j&$4d^—a)D. 

With  a  moderate  steam  pressure  the  ratio  between  k  and  d 
becomes  large  if  the  shaft  is  deep,  and  the  area  of  the  wooden 
rod,  a,  must  be  large  enough  to  support  the  load.  WTien  the 
depth  of  the  shaft  has  reached  250  feet  the  lift-pump  is  no  longer 
practicable,  and  must  be  altered  to  a  single  discharge-force,  or 
replaced  by  the  more  economic  continuous-flow  steam-pump. 

Force-pumps — Rods. — ^The  pump-rod  of  the  force-pump,  unUke 
that  of  the  lift -pump,  works  outside,  not  inside,  of  the  stand-pipe. 
Its  lower  end  is  bolted  to  one  end  of  a  cast-iron  H  chamber,  the 
other  stem  of  which  carries  a  long  working-barrel,  into  which 
plays  a  solid  plunger-piston  (Fig.  136),  instead  of  the  bucket- 
valve  of  the  lift-pump.  Below  the  stem  carr}nng  the  stand-pipe 
is  the  suction-pipe,  and  in  it  is  an  upward-lift  clack-valve.  Then 
during  the  up-stroke  the  lower  clack  opens,  while  water  rises 
through  it  into  the  working-barrel;  as  the  plunger  falls  the  water 
is  driven  through  the  upper  valve  against  the  column  of  water 
in  the   stand-pipe.    As  sinking  progresses,  suction  lengths  are 
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added  at  the  bottom  until  the  sump  is  lowered  beyond  the  suc- 
tion distance,  then  the  pump  is  lowered,  while  additional  lengths 
of  pipe  are  attached  bctw^een  it  and  the  H  piece  at  the  discharge- 
station  above,  until  a  lift  of  300  feet  has  been  reached;  then  the 
suction-barrel  is  removed,  10  do  service  similarly  for  the  lower 
lifts,  and  is  replaced  by  another  H  piece. 

The  Cornish  Pump. — ^The  Cornish  system  is  a  develop- 
ment of  the  rod-driven  pump  by  which  the  lifting  section  is  added 
to  a  series  of  force-pumps  in  a  continuous  line,  the  water  being 
driven  by  stages  to  the  surface  (Fig.  138).  The  engine  raises 
the  rod,  and  water  is  sucked  up  into  the  working-barrel  at  the 
bottom,  while  that  above  the  bucket  is  lifted  to  the  first  station 
above.  Here  the  plunger  is  drawing  water  up  through  the  lower 
clack  into  its  barrel,  all  the  other  plungers  doing  the  same.  At 
the  end  of  the  stroke  (6  to  10  feet)  occurs  a  slight  halt,  incidental 
to  the  change  of  direction.  The  rod  falls  by  reason  of  its  own 
weight,  and  each  plunger  closes  the  lower  clack  in  its  H  piece, 
opens  the  upper  one,  and  forces  the  water  out  of  its  working- 
barrel,  driving  at  the  same  time  the  entire  lift-column  an  amount 
equal  to  that  of  the  stroke.  At  the  surface  a  volume  of  water  is 
discharged  on  the  down-stroke. 

The  Cornish  Rod. — ^The  pump-rod  extends  down  the  shaft, 
and  terminates  at  the  bottom  in  the  piston  of  the  bucket-lift. 
At  intervals  are  offsets,  to  which  are  bolted  the  rods  carrying 
external  plungers,  not  pistons,  to  move  the  water,  and  are  there- 
fore more  easily  packed  and  admit  of  pumping  against  higher 
heads,  and  remaining  tight  much  longer,  than  piston-pumps^ 
being  much  less  subject  to  wear.  They  are  made  of  cast  iron, 
though  brass  is  a  better  material,  having  also  less  friction.  The 
stuffmg-boxcs  for  packing  the  plunger  are  separate  from  and 
built  to  top  of  the  pump-level.  The  usual  packing  is  of  square 
braids  of  hemp,  flax,  or  cotton  soaked  in  tallow  or  a  mixture  of 
tallow  with  beeswax.  Flax  is  the  cheapest,  but  hemp  is  more 
durable.  Both  of  them  offer  greater  friction  than  leather  as  a 
packing.     The  latter  is  used  in  all  pistons  and  bucket-pumps. 

Each  plunger  reciprocates  within  its  working-barrel,  w^hich 
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is  one  leg  of  an  H  piece  (Fig.  137).  At  every  station  is  located 
an  H  piece  having  at  the  top  and  the  bottom  a  hinged  valve 
opening  upward.    The  working-barrel  is  about  15  feet  long. 

Excepting  the  short  suet  ion- lift  length  at  the  bottom,  the 
colunm-pipe  is  in  a  continuous  line,  broken  only  for  the  intro- 
duction of  H  pieces,  or  tanks,  at  the  stations. 

The  lifts  are  rarely  over  300  feet  or  less  than  150  feet  in 
height.  As  the  stations  require  heavy  timbering,  especially  if 
tanks  are  used,  their  dimensions  must  be  large  and  their  sup- 
ports solid  and  independent  of  the  shaft- timbers.  They  are  not 
any  more  numerous  than  the  circumstances  demand.  The 
greater  the  number  the  greater  the  speed  of  pump  and  the  smaller 
the  diameter  of  the  pipe  will  be  for  a  given  first  cost,  exclusive  of 
that  of  the  tank-chambers. 

The  pump-rod  is  composed  of  sections  joined  at  their  ends 
by  iron  straps  to  bear  the  continual  reversal  of  direction  of  stress. 
Their  length  is  as  great  as  convenient  to  handle,  and  their  sec- 
tion as  large  as  necessary  to  resist  the  tensile  and  compressive 
forces  to  which  they  are  subject.  On  the  upstroke  all  sections 
are  in  tension.  On  the  down-stroke  the  net  stress  is  the  resultant 
of  the  compression  from  forcing  the  water  and  the  tension  of 
the  pendent  weight  below  the  section,  modified  by  the  inertia  of 
the  attachments  and  counterweights.  The  counterbalances 
reduce  the  tension  and  increase  the  compression  by  an  equal 
amount. 

The  aggregate  weight  of  the  rod  is  greater  than  that  of  the 
water  to  be  moved.  Its  cross-section  is  smallest  at  the  bottom, 
increasing  to  the  top  with  the  increase  of  tension  upon  a  section 
from  the  pendent  weight  below. 

To  prevent  accident  from  breakage  or  buckling  of  the  rod, 
stout  stulls  are  laid  across  the  shaft  at  intervals  close  to  the  rod 
to  catch  corresponding  "wings"  of  heavy  timber  clamped  by  iron 
collars  on  the  rod.    The  stulls  are  called  *'  guides,"  or  "  stays." 

In  a  deep  mine  requiring  many  superposed  sets  of  pumps  on 
the  same  rod  the  stroke  of  the  lowest  length  is  shorter  than  that 
of  the  topmost  plunger.    This  may  require  an  increasing  area 


Pro.  137-  All  il-ii:i.L'  I.  v.m.l.r  .)ia  C.irnish  Pump. 

ent  displacement  of  the  pumps,  which  may  cause  pounding  or 

other    roubles.    A  float  provided  at  each  station  to  tap  the. pipe 
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into  the  station  tank  when  it  happens  to  be  drained  too  low 
would  maintain  a  supply  of  water  and  prevent  overflow  of  one 
tank  and  the  draining  of  another. 

Elastic  bumpers  are  also  needed  to  break  the  force  of  the  blow 
which  might  occur  with  a  stroke  grea'er  than  the  intended  limit 
through  a  variation  of  the  steam  pressure  or  neglect  in  regulation 
of  the  water  flow.  As  an  inslance  of  the  size  of  a  rod — that  of 
•  he  Maira,  2300  feet  deep — ^^^'e  find  the  first  780  feet  down  was 
iC"X32",  tapering  to  i2"X24";  at  864  feet  it  was  16  feet  square; 
it  lapered  to  14  inches  square  at  964  feet;  thence  it  was  13  inches 
and  at  the  bottom  12  inches.  In  well- ventilated  shafts  wood  is 
the  preferable  material  for  rods,  neither  wrought- iron  rods  nor 
wire  rope  having  the  requisite  resilience. 

In  vertical  shafts  the  rods  fall  freely  by  their  own  weight; 
in  slopes  they  rest  on  friction-rollers,  placed  about  30  feet  apart. 
When  iron  ropes  are  used  instead  of  wooden  rods,  sheaves  sup- 
port them.  Changes  in  the  slope  may  be  provided  for  by  the 
use  of  the  rocking-arm.  A  chamber  is  cut  in  the  shaft  at  the 
angle,  in  which  is  firmly  set  a  frame  on  which  swings  a  V  bob 
by  a  hinge-pin  at  the  apex.  To  the  two  arms  of  the  angle  the 
inclined  rods  are  attached.  While  this  arrangement  is  not  de- 
sirable, because  of  the  expense  and  the  loss  of  power,  still  it  is 
the  best  to  be  had  when  slopes  are  sunk  on  contorted  veins.  The 
application  of  the  Cornish  system  to  inclines  is  attended  with 
many  drawbacks. 

In  mines  utilizing  the  pump-rod  for  a  man-engine  additional 
counterbalance  weights  arc  connected  at  inter\^als  down  the  shaft 
(Fig.  138).  Sometimes  two  lines  of  rods  are  used  in  a  shaft, 
working  two  pumps  from  the  same  bob,  in  which  case  no  counter- 
balance is  needed. 

The  ironwork  of  the  rod  should  be  protected  against  rust, 
particularly  the  joints  and  the  inside  of  the  hollow  iron  pump-rods. 
Pickling  in  acid  will  remove  the  rust,  after  which  a  coating  with 
warm  oil  and  red  lead  is  recommended. 

The  Balance-bob. — At  the  surface  the  rod  is  directly  con- 
nected to  a  pin  at  one  apex  of  a  king-post  balance-bob.  If  it  be 
of  iron  instead  of  wood,  a  link  is  used  for  a  flexible  connection. 
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The  horizontal  beam  of  ihe  bob  is  about  25  feet  long,  with  a  sad- 
dle and  axle  underneath  near  the  centre.  From  the  upper  end  of 
the  king-post,  which  is  8  feet  high,  a  connecting-rod  leads  to  the 
engine.  Besides  the  braces  on  each  side  down  to  the  beam  there 
are  two  tie- rods,  taking  with  the  braces  the  tensile  and  compressive 
stresses.  All  Ihe  members  of  the  frame  are  of  wood  or  iron,  in 
iron  shoe-castings  at  the  ends.  The  frame  stands  vertically  in  a 
pit  du!^  alongside  of  the  shaft,  8  lo  10  feet  deep  (Figs.  35  and 
138).  The  rocking  motion  is  communicated  to  the  bob  by  a 
connecting-rod,  or  "  pitman,"  operated  from  a  wheel  geared  to  the 
fly-wheel  shaft  of  the  engine,  the  work  of  which,  during  the  up- 
and  down-strokes,  is  somewhat  equalized  by  the  bob  and  its 
coimtcrpoise.  The  crank-pin  can  be  set  to  different  radii  to 
alter  the  pump-stroke,  increasing  the  leverage  of  the  engine 
for  the  greater  depth  of  pumping.  The  third  apex  is  occupied 
by  a  box  full  of  iron  and  boulders,  to  counterbalance  the  ex- 
cessi\-e  weight  of  the  rod;  for  it  will  be  found  that  the  weight 
of  the  long  column-rod  of  a  strength  requisite  to  force  the 
water  up  is  much  greater  than  that  of  the  water  pumped.  A 
certain  pump,  raising  440  gallons  1690  feet  by  six  lifts  in  a 
22-inch  pipe,  has  a  balancing  weight  of  33  tons  on  the  bob. 

The  Cornish  Engine. — When  once  placed  and  its  speed  regu- 
lated, the  Cornish  pump  gives  little  trouble.  It  is  the  most 
reliable  and  also  the  most  expensive  pump  in  use.  It  has  numer- 
ous advocates  as  against  the  steam-pumps;  but  in  transplanting 
the  system  to  America  its  main  redeeming  feature^the  cataract- 
engine — was  discarded,  while  persistently  clinging  lo  the  worst — 
the  cumbrous  bob  and  rod.  When  the  vertical  direct-acting 
engine  was  introduced  it  was  thought  to  be  a  great  improvement, 
because  of  the  suppression  of  the  heavy  bob;  but  it  was  soon 
discovered  to  be  a  mistake,  and  the  beam  was  quickly  reestab- 
lished, with  a  Corliss  horizontal  engine  as  the  motor.  An  engine, 
boiler,  and  fittings  complete,  with  three  15-inch  plungers  and 
one  16-inch  lift-pipe,  etc.,  etc.,  for  a  600-foot  shaft,  weighed 
650,000  lbs.,  had  a  capacity  of  800  gallons,  and  cost  in  place 
$54,000. 


Fig.  i,i8.— The  Cornish  Pump. 


All  ihc  foundations  about  the 
shaft  should  be  carefully  laid,  for 
the  condensed  steam  and  pump- 
water  soon  makes  the  ground 
yielding.  In  stable  ground 
hcav7  beams  buried  in  the  stone 
will  suffice;  in  ground  at  all  soft 
e  foundation  can  only  be  ob- 
tained by  concreting  a  consider- 
able area  for  6  feet  deep,  and 
erecting  a  rigid  timber  or  brick- 
work base  several  feet  high  (Fig. 
138)- 

The  Speed  of  the  Cornish 
Pump. —A  variable  regulator 
enables  the  engine  somewhat  to 
chiinge  its  speed  commensurate 
with  the  water  to  be  discharged. 
The  rod  speed  is  about  60  feet 
per  minute,  giving  six  to  len 
strokes  of  10  or  5  feet  each.  To 
e  the  speed  it  is  preferable 
to  increase  the  length  of  stroke 
rather  than  the  number.  Tha 
maximum  speed  canniit  exceed 
that  of  the  inflow,  or  the  plunger 
would  ac(|uire  on  its  down- 
strtikc  an  acceleration  before 
the  water  had   fullv  entered  the 
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cylinder.  A  shock  ensues  which  is  detrimental  to  the  rod  and 
valves.  If  continued,  a  vibration  or  churning  occurs  with  the 
continual  pound  of  descending  plunger  upon  the  rising  water 
column.  The  speed  of  the  pump  should  be  reduced  or  the  engine 
slopped  entirely  for  a  time.  If  after  starting  il  is  again  set  up 
the  fauh  may  be  with  the  valves  giving  an  obstruc:cd  flow. 

The  ^'alves  should  afford  unobstructed  passage  to  the  wat^-j 
in  one  direction,  and  close  perfectly  in  the  o:her — .wo  antagonis- 
tic conditions  which  can  be  attained  only  partially.  The  strain 
on  the  valves  is  enormous,  and  if  tried  loo  hard  they  beco. 
weak,  do  not  work  properly  at  either  stroke,  and  lose  water  by 
their  "slip."  If  the  valves  are  found  to  be  free  and  the  vibra- 
tion still  continues,  the  joints  of  the  rod  are  loose  or  the  bob- 
requires  resetting.  Increasing  the  mass  of  the  rod  is  scmetimes,. 
though  not  always,  a  remedy.  This  vibration  must  be  par*-; 
ticularly  guarded  against  if  the  rod  is  also  to  be  utilized  for 
man-engine.  For  convenience  in  repairing,  the  pumping  con 
partment  should  be  provided  with  a  ladder-way,  with  plats  aiui. 
chambers. 

Cushier's  Double-acting  Drive-rod   System. — The   use   of 
double-acting  pump,  retaining  therewith  the  advantages  of  the 
Cornish,  would  save  space  in  the  shaft,  the  pipes  for  a  continuous 
discharge  occupying  less  than  one  fourth  the  area  of  a  singly 
discharge -pipe  and  its  rod. 

Cushier's  system  of  pumps  for  deep  mines  consists  in  having, 
sets  of  two  pumps,  each  working  in  concert,  one  above  the  other, 
the  suction-  and  discharge-pipes  being  common  to  both  pumps. 

The  pumps  are  placed  at  intervals  of  about  200  feet  in  the 
shaft,  the  power  being  transmitted  directly  through  the  centre 
of  the  plungers.  The  connection  with  each  other  and  to  the 
motive  power  is  effected  by  means  of  a  steel-wire  cable  encased 
in  wood,  presen'ing  it  from  external  wear  as  well  as  from  rust. 
This  cable  is  fastened  to,  and  its  length  regulated  by,  shackle- 
bolts. 

The  plunger  of  the  lower  pump  in  a  set  is  double  in  area 
that  of  the  upper  one,  so  that  in  working  on  the  upper  stroke 
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one  half  the  water  raised  fills  the  chamber  of  the  upper  pump, 
the  other  half  being  forced  out  through  the  discharge-pipe  on 
the  do^*n-stroke;  the  upper  pump-plunger  forces  out,  in  its 
turn,  the  water  in  the  chamber,  thereby  causing  a  continuous 
•delivery. 

This  form  of  pump  can  be  worked  at  any  angle,  to  any  depth, 
and  is  almost  perfectly  balanced.  The  last-named  advantage 
enables  it  to  be  connected  with,  and  worked  by,  a  direct-acting 
steam-c}'linder,  and  thus  does  away  with  the  complicated  gear 
and  bob  of  the  Cornish. 

Sinking-pumps. — ^During  operations  of  shaft-sinking  a  double- 
acting  steam-pump  may  be  suspended  vertically  from  some  support 
by  a  chain  to  a  bale,  the  suction-inlet  being  at  the  bottom  of 
the  pump.  By  this  suspension  it  can  be  acconunodated  to  a 
varying  water-level.  A  centre-packed  plunger  is  directly  con- 
nected with  the  steam-piston,  from  which  it  receives  its  power, 
as  in  the  horizontal  pump  (see  Figs.  140  and  144).  The  sinking- 
pumps  of  the  Cameron,  Knowles,  and  Worthington  companies  are 
of  similar  pattern.  The  valves  are  absolutely  positive,  and  are 
protected  by  a  cast-iron  shield  serving  as  a  yoke  between  the 
steam  and  water  ends,  while  those  in  the  steam  end  are  cush- 
ioned to  regulate  the  strokes  Hand-hole  plates,  with  hinged 
bolts,  allow  of  easy  repair  of  the  valves  and  the  shoes  and  dogs 
(at  the  left  of  the  pump,  Fig.  139)  of  easy  and  simple  means 
of  support. 

Sometimes  the  sinking-pumps  are  attached  to  a  sinking- 
frame  guided  in  the  shaft.  The  frame  and  pump  are  raised  as 
occasion  requires  by  chain-blocks  winches,  or  special  hoist  at 
the  surface. 

The  Reciprocating  Pumps. — A  plunger  driven  by  steam,  air, 
or  water  pressure  in  a  cylinder  directly  connected  with  the  water- 
piston  or  plunger,  the  two  being  rigidly  coupled  and  having  a 
common  stroke  (Fig.  141),  constitutes  a  reciprocating  pump. 
It  IS  always  double-acting  and  may  be  single  or  duplex,  and  is 
often  compounded  at  the  motor  end,  with,  in  some  cases,  a  con- 
densing connection. 
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The  column-pipes  are  smaller  in  diameter  than  for  the  Cor- 
nish system  and  the  piston  speed  is  greater,  but,  being  of  the  non- 
rotary type,  no  advantage  can  be  taken  of  the  expansion  to  any 
great  degree.  The  water  end  may  have  a  piston  (Fig.  142)  or  a 
plunger  (Fig.  141).  The  latter  is  used  for  the  higher  heads  of 
lift. 


Fig.  142. — ^Packing  a  Follower  Piston. 

The  steam-pump  dispenses  with  the  cumbrous  gear,  bob,  and 
rod,  having  instead  a  small,  well-lagged  steam-pipe,  conveying 
the  power  dowTi  from  a  surface  boiler.  Its  construction  is  sim- 
ilar to  that  of  the  air-compressor  (Fig.  126),  consisting  of  a  steam- 
cylinder  in  which  a  piston  oscillates,  moving  its  own  steam- 
valves  by  rockers  without  the  aid  of  any  rotary  appliances;  at 
the  same  time  it  reciprocates  a  solid  plunger  centrally  in  a  water- 
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cylinder,  at  each  end  of  which  is  a  set  of  double-beat  valves  of 
appropriate  construction,  open  only  so  long  as  the  water  is  being 
forced,  and  closed  with  the  aid  of  springs.  One  valve  is  removed 
in  the  figure. 

Pump-valves. — The  inlet-valves  are  opened  back  of  the 
water-piston  by  the  pressure  of  the  atmosphere,  which  forces 
w-ater  into  the  space  thus  provided.  The  water  is  expelled 
through  valves  into  the  discharge-pipe  on  the  return-stroke. 
At  the  other  end  of  the  water-cylinder  similar  conditions  prevail, 
the  deliver)'- valves  being  raised  against  the  action  of  the  springs 
which  hold  them  to  their  seat  (Fig.  141),  and  the  exhaust-valves 
being  raised  by  atmospheric  action. 

The  steam-valves  in  duplex  pumps  are  like  those  in  the  steam 
end  of  engines,  but  have  no  lap.  They  are  provided,  however, 
with  considerable  allowance  for  lost  motion,  which  prevents  one 
port  from  opening  as  soon  as  the  other  port  has  been  closed, 
at  the  end  of  the  stroke  of  the  piston.  The  valve-stem  does  not 
engage  the  valves  rigidly,  and  hence  imparts  no  motion  to  the 
valve  until  the  piston  operating  it  has  nearly  completed  its 
stroke.  The  amount  of  lost  motion  is  about  one  third  the  width 
of  the  steam-port.  If  the  piston  does  not  make  the  full  stroke, 
the  valve-chest  cover  must  be  removed  and  the  lost  motion 
increased. 

Single-cylinder  Pumps  are  often  preferred  to  duplex  pumps, 
because  they  deliver  more  water  in  proportion  to  their  size  and 
the  amount  of  steam  used.  There  is  no  interference  in  the 
action  of  the  piston  by  the  tightness  of  the  stuffmg-box  on  the 
other  side,  as  in  the  duplex;  hence  there  is  no  tendency  to  reduce 
its  piston  speed.  In  the  single-cylinder  pump  the  piston  never 
starts  on  its  return  until  it  has  travelled  its  full  length  of  stroke. 
The  steam  economy  is  due  to  a  smaller  radiating  surface  for  a 
given  capacity  and  the  diminished  clearance.  The  valve-gears 
of  the  various  tyi>es  are  automatic  and  give  little  trouble,  and 
are  not  complex  in  construction.  They  usually  consist  of  some 
auxiliar}^  valve,  which  opens  and  closes  the  exhaust  and  steam 
admission    for    the  main   valve.     The  former  is  moved  by  the 
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piston-rod,  and  the  latter  controls  the  movement  of  the  piston. 
The  piston  of  the  single-cylinder  pump  always  makes  a  full  stroke. 

The  Plunger-pump.  —  Where  great  pressure  or  the  gritty 
nature  of  the  water  renders  the  use  of  the  single  piston  unde- 
sirable, the  water-cylinder  is  divided  in  the  centre,  and  a  pair  of 
plimgers,  discharging  alternately,  work  in  the  opposite  ends, 
and  are  connected  with  yokes  and  heavy  outside  rods  to  the  steam 
piston-rod  (Fig.  145).  This  arrangement  of  external  stuffing- 
boxes  permits  of  instant  detection  of  leaks.  Strictly  speaking, 
the  combination  is  a  pumping-engine;  but  this  term  is  custom- 
arily appUed  only  to  the  double-  and  triple-expansion  engines 
used  for  city  supply. 

The  pump-cylinders  are  best  made  with  brass  linings.  The 
piston  is  packed  with  hydrauUc  packing  (Fig.  142),  hemp  soaked 
in  Albany  compound  for  cold  water,  or  square-braided  cotton 
mixed  with  plumbage  for  hot  water.  Such  packing  is  held  in 
place  by  the  follower.  Rings  of  square  rubber  or  double  cup- 
leathers  are  also  sometimes  used. 

The  plunger  is  usually  hollow  and  of  such  thickness  that  it 
will  be  of  the  same  weight  as  an  equal  volume  of  water. 

An  air-chamber  is  used  on  pumps  to  maintain  an  equal  dis- 
charge. It  is  placed  at  the  highest  point  on  the  discharge  and 
permits  the  air  to  rise  to  form  a  cushion  which  maintains  uni- 
form pressure  upon  the  column  of  rising  water.  Its  volume  is 
about  twice  the  volume  of  the  water-cyUnder  of  duplex  pumps. 

A  vacuum-chamber  on  the  pump  will  keep  the  water  in  full 
motion,  and  stop  it  gradually  and  easily.  It  may  be  placed  at 
the  side  or  the  end  of  the  pump.  Its  action  is  practically  the 
reverse  of  that  of  the  air-chamber  and  facilitates  the  changing  of 
continuous  into  intermittent  motion. 

The  suction-hose  is  connected  under  the  inlet-chamber,  and 
the  discharge-pipe  to  the  surface  on  top  or  at  one  side  of  the 
outlet-chamber.  The  water-passages  are  short  and  very  direct; 
the  valves  should  be  large,  move  quickly,  and  close  tightly,  that 
little  loss  be  experienced;  otherwise  the  effective  and  suction, 
powers  are  both  reduced. 
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The  principal  diflSculty  is  with  the  disposal  of  the  exhaust. 
If  turned  oflF  into  the  sump,  as  in  Fig.  143,  the  temperature  of 
the  mine  is  raised,  ventilation  is  injured,  and  the  timbers  ruined; 
if  carried  to  the  surface,  the  condensation  in  the  pipe  gives  trouble. 
The  best  remedy  is  to  use  a  condenser,  which  reduces  the  back 
pressure  and  increases  the  efficiency.  Jacketing  the  cyUnders 
materially  contributes  to  economy  of  steam  consumption. 

The  condensation  of  the  steam  can  be  carried  into  the  suc- 
tion-pipe, as  is  the  universal  practice,  being  arranged  to  enter 
the  pipe  in  a  direction  parallel  to  the  flow  of  the  water.  This 
enables  it  to  act  like  an  injector,  and  aid  in  accelerating  the  lift 
of  the  water  (Fig.  143). 

The  Comparative  Merits  of  the  Steam-pump. — The  direct- 
acting  steam- pump  does  not  equal  the  Cornish  cataract  pumping- 
engine  in  fuel  economy.  A  fly-wheel  is  necessary  in  order  to 
secure  the  full  benefits  of  a  high  degree  of  expansion,  which, 
as  has  been  seen  in  Chapter  V,  is  not  feasible  in  one  cylinder,  be- 
cause the  resistance  (the  weight  of  water  forced  up)  is  constant 
throughout  every  stroke.  A  fly-wheel  would  distribute  the 
steam-power  excess  of  the  first  part  of  the  stroke  to  the  latter. 
By  the  use  of  the  compound  cylinders  the  saving  of  steam-power 
may  be  fully  10  per  cent.  The  ratio  of  expansion  is  rarely  over 
3.  The  Dcane  compound  pump  with  externally  packed  pistons 
is  illustrated  in  Fig.  145. 

Direct-acting  pumps  are  generally  made  as  light  as  possible, 
but  it  is  not  practicable  to  employ  the  steam  expansively.  The 
steam  is  admitted  during  the  full  stroke  of  the  plunger,  as 
is  revealed  in  the  indicator  card.  Chapter  V,  showing  the  con- 
stant pressure  required  for  the  uniform  water  resistance.  The 
pressure  may  be  changed  within  limits  of  the  boiler  supply. 

For  general  purposes  these  direct-acting  force-pumps  are  in 
universal  use.  Their  chief  feature  is  their  comparatively  high 
etficiency  at  any  speed,  slow  or  fast;  they  are  capable  of  quick 
adjustment  in  speed  and  discharge,  as  emergency  demands; 
but  they  require  close  watching,  especially  where  the  water 
is  "quick,''  or  they  may  be  drowned.     The  Cornish  pump  does 
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not  admit  of  variations  in  its  rate:  during  summer  and  winter 
it  b  run  only  a  few  hours  through  the  shift  to  empty  the  sump 
which  has  been  filling  overnight.  The  small  cost,  great  sim- 
plicity, and  ease  of  repairs  give  the  steam-pump  an  important 
advantage.  A  plant  with  boiler,  pipe,  and  fittings,  complete, 
can  be  installed  for  less  than  one  fifth  that  of  a  Cornish  outfit. 
One  for  850  gallons  per  minute,  400  feet,  cost  $15,000  in 
These  ptmips  have  timber  foundations,  in  a  large,  well- 
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timbered  excavation  alongside  of  the  shaft  and  near  the  sump 
level,  which  must  practically  be  invariable.  They  are  useless 
during  sinking  without  a  sinking-pump  to  deliver  to  their  tanks. 
In  coal-mines,  and  where  the  machinery  can  be  established  for 
a  permanent  bed,  these  pumps  have  no  rival  (especially  if  com- 
pounded); whereas  in  vein-mining  the  pumping  apparatus,  and 
indeed  all  of  the  machinery,  is  under  process  of  continual  exten- 
sion. For  this  reason  in  metal-mincs  the  choice  must  be  between 
a  set  of  relays  of  direct-acting  pumps  at  each  200  or  jco  feet 
with  a  sinking-pump  at  the  bottom  (Ti^.  i-n),  and  the  Cornish 
pump  with  its  several  force- si  at  ions  and  its  botlom-lift  (Fig.  138). 
The  Capacity  of  a  Ihimp.^In  determining  the  horsepower 
and  the  amount  of  steam  neccssan'  to  operate  the  pump  running 
at  full  capacity,  the  calculation  will  be  made  in  the  same 
manner  as  for  steam-engines,  bearing  in   mind   that  the  steam 
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cannot  be  used  expansively.  The  volume  of  steam  consumed 
per  minute  can  readily  be  determined  by  the  continued  product 
of  the  area  of  the  steam-piston,  the  number  of  strokes  made 
by  all  of  the  plungers  in  a  minute,  and  the  length  of  each  stroke. 
This  product,  reduced  to  pounds  by  reference  to  the  steam-tables 
and  divided  by  34.5,  will  determine  the  boiler  horse- power  of 
its  boiler.  Pumps  usually  have  boilers  independent  of  the  other 
steam-consumers. 

Steam-pumps  are  very  wasteful  of  steam,  the  simple  direct- 
acting  type  using  at  least  100  lbs.  per  horse-power  per  hour;  the 
duplex  may  consume  as  much  as  300  lbs.  of  steam;  the  com- 
pound non-condensing  may  not  use  more  than  70  lbs.,  and  the 
compound  condensing  but  40  lbs.  per  horse-power  hour. 

Let  W^=  weight  of  steam  required  by  the  pump  per  hour,  and 
w=      *  *      * '   I  cu.  ft.  steam  at  the  pressure  in  the  cylin- 
der. 
Then  it,  5,  and  N  being  the  diameter,  stroke,  and  number  of 
strokes  per  minute,  W^  =0.0341  ^^^iV^^;. 

When  it  is  found  that  a  boiler  pressure  exceeding  100  lbs. 
per  square  inch  is  necessary  for  the  given  lift  of  water,  either 
the  pump  or  the  boiler  pressure  must  be  increased,  or  the  height 
of  the  lift  reduced.  With  a  given  steam-pump  and  boiler  pres- 
sure it  would  be  necessary  to  employ  several  pumps  in  relays, 
each  pump  delivering  to  the  tank  above  and  thence  to  the  sur- 
face. In  Fig.  144  is  shown  the  disposition  and  arrangement 
of  such  a  set. 

The  Duty  of  the  Pump. — The  calculation  of  the  steam  and 
fuel  economy  is  easily  made;  the  necessary  elements  are  few 
in  number.  The  standard  of  comparison  of  the  work  of  a  pump 
is  its  duty — the  number  of  foot-pounds  of  work  actually  per- 
formed per  bushel  (80  lbs.)  or  per  100  lbs.  of  coal.  The  com- 
bustion of  one  pound  of  anthracite  gives  sufficient  heat,  theoretic- 
ally, to  do  12  million  foot-pounds  of  work.  The  ratio  between 
the  work  actually  done  and  the  power  at  the  steam  end  measures 
its  efficiency,  to  the  consideration  of  which,  in  and  about  mines, 
insufficient  attention  has  been  given  notwithstanding  its  pecuni- 
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ary  importance.  The  duty  of  a  small  pump  is  from  7  to  15 
million  foot-pounds  per  100  lbs.  coal;  a  compound  pump  gives 
from  15  to  30  millions;  while  the  higher  types  of  pumping-engines 
furnish  from  30  to  100  million  dynamic  units,  corresponding  to 
ihe  consumption  per  hourly  horse-power  of  28  to  13,  13  to  6.6, 
and  6.6  to  2  lbs.  coal  respectively.  The  consumption  of  coal  per 
hourly  horse-power  equals  198  divided  by  the  duty  (in  millions). 
A  recent  report  of  a  Woi  thington  engine  having  a  capacity  of  over 
1000  gallons  per  minute,  against  an  equivalent  of  2000  feet  head 
of  water,  showed  a  duty  of  184  ft.-lbs.  per  thermal  unit,  or  158,- 
coo,ooo  dynamic  units  per  100  lbs.  of  coal. 

To  illustrate  the  influence  of  compounding  and  jacketing  the 
steam-cylinder,  and  of  condensing  the  exhaust,  upon  the  coal 
bills,  two  examples  will  suffice.  As  has  been  stated,  many  of 
the  collieries  pump  4000  gallons  of  water  per  ton  of  coal  hoisted. 
To  raise  this  only  300  feet  requires  the  consumption,  theoreti- 
cally, of  336  lbs.  anthracite  for  a  daily  output  of  400  tons.  If 
the  duty  be  90  million  foot-pounds,  as  in  Cornwall,  or  20  million, 
as  with  our  average  duplex  compound  pumps,  the  aggregate 
yearly  consumption  is  675  and  3005  tons  respectively  of  anthra- 
cite, or  of  900  and  4000  tons  of  lignite. 

But  duty  is  not  the  sole  feature  of  a  piece  of  machinery': 
the  repairs  and  lubricant  accounts  and  the  durability  of  the 
plant  are  not  to  be  overlooked;  for  the  indicator  card  is  a  less 
valuable  guide  than  are  the  coal,  oil,  and  packing  bills.  More- 
over, the  inconveniences  arising  from  the  use  of  steam  under- 
ground and  those  of  the  occupation  of  a  shaft  compartment 
by  rods,  catches,  etc.,  must  rccci\'e  attention.  The  cost  of  pump- 
ing per  million  foot-pounds  is  not  far  from  t.6  cents  with  the 
direct-acting  pumps,  and  2.5  to  2.9  with  high-pressure  rotative 
engines. 

Pressure-iegulators  for  Pumps. — A  steam  pump  should  be 
provided  with  a  speed-governor  and  a  pressure-regulator.  The 
design  is  to  i)lace  on  the  pump  a  diaphragm  or  a  separate  piston 
connected  by  a  spindle  with  the  valve  supplying  steam  to  the 
pump.     When  the  water  pressure  becomes  excessive  it  acts  upon 
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a  balanced  diaphragm  which  opens  the  sleam-pipe,  and  admits 
a  greater  supply  to  the  pump. 

A  check-valve  should  be  placed  in  the  pipe  between  ihc  pun^J| 
and  the  dehvery  stand-pipe,  to  prevent  the  return  of  the  wateT')! 
in  the  event  of  the  pump  stopping  operalions.     A  relief-vaJvc  on" 
the  water-pipes  will  also  prevent  any  injury  from  an  excessive 
fressurc  or  sudden  shock. 

The  Speed  of  the  Steam-pump. — Pumps  are  usually  started 
by  a  process  called  priming,  which  consists  in  removing  the  air 
from  the  barrel,  filling  the  pump  with  water  from  a  discharge- 
pipe  until  all  the  suction  space  is  charged. 

The  speed  may  be  varied,  but  is  not  advisable  beyond  loo 
feet  per  minute  as  the  standard  rate.  The  water-pipe  is  calcu- 
lated for  a  flow  of  200  feet  per  minute.  The  piston  speed  is 
limited  by  that  of  the  possible  velocity  of  entry  of  the  suction. 
A  speed  in  excess  of  this  not  only  resuhs  in  water-ram,  but  reduces 
Ihc  capacity  of  the  pump  and  increases  the  difficulty  of  a  prompt 
seating  of  the  valves.  Any  delay  in  the  closing  of  the  valves 
results  in  a  slip  of  the  water  into  the  cyhnder.  The  shp  should 
not  exceed  3  per  cent  of  the  piston  displacement.  A  large  num- 
ber of  small  valves  is  preferable  to  a  few  large  ones,  so  far  as 
the  amount  of  slip  is  concerned.  The  area  of  the  suction -valves 
should  be  40  per  cent  of  the  water-piston  area.  Their  diameter 
should  not  be  o\cr  4  inches. 

The  Suction  Height, — The  size  of  the  suction-pipe  should 
be  as  large  and  as  short  as  possible,  that  the  pump  may  be  able 
at  high  speeds  to  obtain  as  much  water  as  it  can  deliver  with  a 
given  speed  of  plunger.  Its  size  will  depend  upon  the  k-ngth  of 
the  pipe  between  the  pump  and  the  water  level,  as  well  as  the 
difference  in  elevation  between  the  two.  The  former  determines 
the  frictional  resistance,  and  the  latter  the  maximum  velocity  of 
inlet  entering  the  pump,  due  to  the  atmospheric  pressure. 

As  the  reciprocating  piston  cannot  produce  a  vacuum  lower 
than  3  or  4  lbs.  absolute  pressure,  the  atmosphere  cannot  lift 
the  water  higher  than  a8  feet  in  the  suction  length.  To  obtain 
a  velocity  of  e.itry  the  pump  must  be  placed  nearer  to  ihc  water 
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level  than  this  suction  height.  As  it  is  desirable  to  have  a  high 
speed  of  transmission,  the  pump  should  be  lowered  to  such  a 
position  as  to  give  a  velocity  of  at  least  25  feet  per  second.  Hence 
the  maximum  suction-lift  of  14  feet  should  not  be  exceeded  if 
high  speed  is  desired. 

The  height  to  which  the  water  is  raised  is  equal  to  the  level 
of  the  suction-lift  below  the  pump  plus  the  height  to  which  it  is 
forced  above  the  pump.  This  height  multiplied  by  0.433  '^ 
equal  to  the  head  acting  on  each  square  inch  of  the  water- 
piston.  The  area  of  the  water-piston  multiplied  by  this  weight 
determines  the  total  resistance.  The  steam  pressure  required 
in  the  pump  per  square  inch  of  steam-piston  is  equal  to  the 
resistance  just  determined  divided  by  the  area  of  the  steam- 
piston.  This  quantity  multiplied  by  w,  the  efficiency  of  the 
pump,  determines  the  actual  steam  pressure  necessary  to  over- 
come the  resistance  of  the  column  of  water.  Thus  a  6-inch  steam- 
piston  and  a  4-inch  water-piston  ha\dng  areas  of  28.27  and  12.57 
sq.  in.  respectively,  with  the  water  pressure  due  to  100  feet  of 
suction  and  force  head,  or  43.3  lbs.  per  square  inch,  the  net 
steam  pressure  theoretically  required  will  be  19.4  lbs.  per  square 
inch;  allowing  for  a  mechanical  efficiency  of  .70,  the  steam 
pressure  then  must  be  28  lbs.  above  that  of  exhaust. 

Motor  Fluids  other  than  Steam. — Compressed  air,  oil,  and 
water  are  used  also  as  water  agents  in  the  driving  of  the  direct- 
connected  pumps.  The  oil-engine  is  a  simple,  self-contained, 
and  portable  motor  of  great  value.  An  oil-engine  of  high  economy 
is  illustrated  in  Fig.  147. 

Compressed  air  is  used  in  the  same  manner  as  steam  in  the 
power  cylinders,  by  utilizing  its  elastic  property.  A  pump  driven 
by  air  cannot  be  drowned  out  as  is  a  steam-pump,  and  does 
not  require  as  much  attention  as  the  latter.  A  high-class  mod- 
cm  compressed-air  plant  will  compare  very  favorably  in  com- 
mercial efficiency  with  underground  steam-pumps.  In  one 
case  280  horse-power  was  consumed  in  raising  400  gallons  per 
minute  against  a  head  of  120  lbs.  per  square  inch,  showing  an 
efficiency  of  9  per  cent. 
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There  are  two  other  classes  of  air-pumps:   the  displacement 
pump,  in  which  the  water  is  displaced  or  expelled  by  entering 


Fig.  147- — TTie  Diesel  Motor. 


compressed  air;    and   the  air-h*ft  pump,  in  which  the  water  is 
raised  by  pressure  and  the  expansive  force  of  the  air. 


The    Displacement  Air-pump. — Two  cylinders  are  provided 

side  by  side  with  an  air-vulve  immediately  above  them.  Com- 
pressed air  is  aulomatically  admitted,  first  to  one  cylinder,  then 
lo  the  other,  and  the  air  correspondingly  released.  The  pressure 
of  the  air  on  the  surface  of  the  water  in  the  cylinder  forces  the 
latter  through  its  discharge -valve  to  a  height  depending  on  the 
air  pressure,  I 

These  displacement  pumps,  or  tanks,  may  also  be  arranged" 
in  multiple  series  placed  at  various  elevations  between  the  bot- 
tom and  the  top  of  the  shaft.     At  each  station  the  displacement 
is  effected  in  the  manner  indicated  by  a  pressure  sufficient  to 
raise  the  water  to  the  nearest  tank  above. 

The  Air-lift  Pump. — In  this  extension  of  the  displacement 
system  air  is  delivered  from  a  necessarily  small  pipe  Into  the 
stand-pipe,  where  the  water  column  is  broken  into  short  lengths 
by  small  volumes  of  entering  air,  whose  expansive  power  over- 
comes gravitation.  The  efficiency  of  the  system  is  regarded  as 
low. 

Water-pressure  Engines  are  located  at  the  mine  below  some 
source  of  supply.  The  water  flows  under  pressure  against  the 
piston  of  the  pump,  which  communicates  the  power  to  the  rods 
of  the  Cornish  system,  or  to  a  direct-connected  plunger  which 
lifts  and  forces  the  drainage  from  the  mine  (Fig.  148).  If  the 
engine  be  placed  underground,  a  still  greater  head  is  obtained 
for  power,  the  discharge  being  effected  at  a  tunnel  level  inter- 
mediate between  the  shaft  mouth  and  the  sump  level.  This  is 
the  method  at  the  Comstock  mines.  The  great  trouble  with  these 
engines  is  in  the  valve-gear,  which  is  more  complex  and  must 
be  more  nicely  balanced  for  an  incompressible  fluid  like  water 
than  is  necessarj'  for  an  elastic  fluid  like  steam  or  air.  The  sudden 
;  hutting  of  the  valves  produces  a  not  inconsiderable  concussion 
in  the  inelastic  fluid,  which  is  entering  the  cylinder  at  a  high 
velocity.     Unless  delicately  manipulated  the  valves  fail  to  operate. 

They  will  operate  at  any  reasonable  rate  within  the  limits  o( 
the  valve  movement.  The  fluid,  being  inelastic,  requires  a  very 
heavy  construction  to  resist  the  static  pressure  and  the  water- 
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lam.    Ample  time  must  be  allowed  for  pause  at  the  end  of  each 
stroke.    The  hydraulic  engines  are  expensive  plants.    They  can- 
not be  used  for  shaft-sinking,  as  the  working  pressure  cannot  be 
altered  to  meet  the  increasing  resistance.    Their  field  as  prime 
motors  at  the  surface  has  been  reduced  by  the  much  cheaper  and 
more  durable  high-pressure  impulse-wheels,  driving  centrifugals. 
Formulae  for  Pump  Calculations. 
Let    c=diameter  of  the  water-cylinder,  inches; 
iV=number  of  strokes  per  minute; 
^=diameter  of  the  steam-cylinder,  inches; 
5=  stroke,  inches; 
d=diameter  of  thepipe,  inches; 

A  =  height  of  head  lost  due  to  friction  in  the  pipes,  feet; 
L=  height  of  the  lift  including  the  suction,  7,  feet; 
G=  discharge  in  gallons  per  mfnute; 
Q  =  cubic  feet  per  minute; 
/=pump  eflSdency  plus  the  slip,  in  per  cent. 
Then 

G = o.ooS4C^sN} ;  Q  =  o,ooo4^4C^sNf, 

The  pressure  per  square  inch  of  water- piston  =  0.434L. 

The  prcssur J  on  the  bottom  of  the  pipe  =o,^4iLd^. 

The  suction  vacuum  in  inches  =30(33.8—/). 

Total  pressure  on  the  water-piston  =o.34i£c^ 

k^P  =0.341  (L+ h)c^. 

The  work  of  the  pump=o.ooo253G£-i-/. 

The  I.H.P=o.ooo253G(L+/0^W- 

Examples. —  i.  Let  it  be  required  that  100  gallons  of  water  weighing 
^^^  lbs.  be  raised  200  feet  in  one  minute.  The  number  of  ft.-lbs.  of  work 
ticcessar)'  will  be  166,600  ft.-lbs.  When  the  mechanical  efficiency  is  0.6 
the  I.H.P.  =  8.43. 

2.  Required  the  horse-power  necessary  to  furnish  60  cubic  feet  of  water 
through  400  feet  of  6-inch  pipe  and  a  suction-lift  of  4  feet. 

According  to  the  formula,  Chapter  VI,  the  head  of  friction  is  equal  to 
3  lbs.  per  square  inch;  the  total  pressure  due  to  the  column  of  water  is 
176.6  lbs.  per  square  inch;  the  velocity  through  a  6-inch  pipe  is  equal  to 
300  feet  per  minute;  whence  the  work  done  is  179.6x28.3x300=46.1  H.P. 
The  steam  end  must  be  capable  of  furnishing  more  power  than  this,  and  if 
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the  initial  steam  pressure  be  loo  lbs.  absolute,  with  a  back  pressure  of 
l8  lbs.,  the  diameters  of  the  steam  and  water  cylinders  with  ^=0.50  and 
a  piston  speed  of  200  feet  per  minute,  will  be  16  and  8  inches  respectively. 
The  pump  receives  its  supply  from  a  boiler  which  is  independent  of  those 
feeding  the  hoisting-engines,  because  the  intermittent  work  of  the  latter 
causes  such  changes  in  steam  pressure  as  to  seriously  affect  the  speed  of 
the  pump. 

3.  A  mine  delivers  1900  gallons  per  minute.  The  depth  of  the  shaft  is  468 
feet.  Required  the  size  of  the  pump-cyliuders  under  a  boiler  pressure  of 
100  lbs.  (gauge)  and  a  §  cut-off,  back  pressure  being  16  inches  of  mercury. 
Efficiency,  60  per  cent. 

As  the  ordinary  piston  speed  is  200  feet  per  minute,  the  discharge  of  4.227 
cubic  feet  per  second  may  be  delivered  at  the  same  speed  in  the  pipe,  which  is 
then  of  a  diameter  of  15  inches;  or  if  a  lo-inch  discharge-pipe  be  employed, 
the  velocity  therein  would  be  464  feet.  The  loss  of  head  would  be  respectively 
1.56  and  11.86  feet.  Total  head  being  then  470  or  480  feet,  the  work  of  rais- 
ing the  1900  gallons  would  b<^  7,441,500  and  7,599,840  ft.-lbs.  respectively. 
The  two  steam  ends  must  be  capable  of  12,402,516  and  12,666,400  ft.-lbs. 
From  the  table  in  Chapter  IV,  the  mean  pressure  corresponding  to  a  cut-off 
of  I  is  0.726  for  I  lb.,  and  83.27  lbs  for  114.7  absolute. 

Let  the  average  effective  pressure  be  64  lbs.,  then  the  diameter  of  each 
steam  end  should  be  12  J  inches.  Assimiing  a  stroke  of  24  inches,  each  stroke 
represents  2.53  cubic  feet,  and  the  diameter  of  each  water-cylinder  would 
be  lof  inches.  If  the  minimum  effective  pressures  upon  the  two  steam- 
pistons  be  taken  (25  lbs.  per  square  inch  on  one  and  64  lbs.  on  the  other),, 
the  diameter  of  the  water-cylinders  should  not  exceed  7  J  inches.  This 
discussion  neglects  the  inertia  of  reciprocating  parts. 

If  the  discharge-pipe  be  assumed  at  6  inches  in  diameter,  it  would  entail  a 
loss  of  head  of  151.47  feet,  requiring  475  horse-power. 

The  ratio  between  the  diameters  of  the  two  ends  of  a  steam-pump  is  about 
I  :  2  for  the  smaller  sizes,  and  the  steam  end  is  three  times  that  of  the  water 
end  in  the  large  sizes. 

4.  What  volume  could  be  raised  by  a  double  acting  steam -pump  having 
water-cylinders  8  inches  in  diameter,  and  the  steam-cylinders  18  inches,  with  a 
2-foot  stroke  ?    Piston  speed  200  feet  per  minute.  139. 4  cubic  feet. 

5.  What  should  be  the  effective  steam  pressure  to  discharge  the  water, 
assuming  an  efficiency  of  50  per  cent  and  a  shaft  400  feet  deep?  Assuming 
a  discharge-pipe  of  5  inches  diameter,  ^  is  83.7  lbs.  per  square  inch,  the  loss 
of  head  being  88.22  feet. 

Power-driven  Pumps. — ^Where  it  is  not  possible  or  desirable 
to  connect  the  water-plungers  directly  with  an  engine,  power 
may  be  communicated  to  a  pulley  on  a  rotary  shaft  by  a  belt 
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or  wire  rope,  or  to  an  electric  motor.  If  the  distance  between 
the  engine  and  the  pump  is  very  great,  electricity  is  the  agent 
for  the  motor.  If  the  distance  is  slight,  a  belt  is  employed,  with 
or  without  gearing,  to  reduce  the  speed  of  the  motor  to  that 
of  the  pump,  which  is  always  low.  Power- pumps  are  built 
with  more  than  one  trunk-cylinder  whose  pistons  are  single- 
acting,  the  shaft  being  a  multiple  crank.  With  three  plungers 
the  cranks  are  60°  apart,  with  four  they  are  90°,  etc.  Trip- 
levers  can  be  attached  to  relief-valves,  so  that,  when  the  pres- 
sure becomes  excessive,  they  will  permit  the  water  to  escape  and 
simultaneously  close  the  suction-valve. 

The  cylinders  are  generally  vertical,  though  in  the  Riedler 
pump  they  are  horizontal.  Double-acting  duplex  or  triplex 
pumps  can  also  be  had,  of  the  power-driven  type,  which  are  used 
for  pressures  up  to  700  lbs.  in  the  anthracite  region. 

The  power-pump  is  of  practical  utility  and  simple,  occupying 
less  floor  space  for  a  given  capacity  than  the  direct-acting.  It 
is  of  low  speed  and  is  therefore  geared  down  from  the  driving 
source.  Its  loss  by  friction  is  a  little  greater  than  in  the  direct- 
connected  pump.  Where  fuel  is  expensive  it  has  a  distinct 
advantage  in  the  point  of  steam  economy,  for  the  direct-acting 
type  cannot  use  steam  expansively.  The  power-driven  pump 
may  be  operated  by  a  modem  automatic  cut-oflF  engine  and 
develop  power  with  less  steam  than  the  direct-acting.  The  latter 
cannot  use  the  steam  expansively,  as  is  possible  with  the  engine 
and  a  fly-wheel-crank-driven  pump. 

The  Riedler  Pump  has  mechanically  operated  valves  which 
will  open  and  close  at  high  rotative  speed.  Its  capacity  is  large 
for  the  space  it  occupies  and  it  requires  little  foundation.  At 
its  maximum  speed  of  300  r.p.m.  it  can  raise  water  loco  feet. 
The  single-acting  plungers  are  installed  two  or  three  on  a  line,  to 
lighten  the  work  and  economize  power. 

Electrically  Driven  Pumps  are  necessarily  of  the  gcared-crank 
type,  for  this  power  is  not  adapted  to  reciprocation.  Either 
continuous-  or  alternating-current  motors  are  suited  for  them. 
The  main   requirements  are  a  practically  constant  moment  or 
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torque,  and  a  nearly  conslant  speed.  With  a  continuous  curr 
the  compound- wound  motor  is  employed;  if  a  variable  speed  isf 
demanded,  a  rheostat  in  the  shunt-field  will  suffice.  Its  advi 
tage  over  an  ordinarj'  shunt-motor  is  that  its  series-coils  obviated 
the  wide  variation  of  current  which  would  occur  with  the  latterj 
when  passing  through  the  different  points  of  the  pump  cycle.  J 
It  will  not  race  if  the  pump  happens  to  lose  its  water.  Prefer- f 
ably,  it  should  not  be  enclosed.  In  the  shimt-wound  motor  ^ 
the  field  resistance  will  rise  as  the  enclosed  machine  gets  hot, 
thus  causing  higher  speed  and  armature  current.  The  difE- 
cully  can  be  avoided  by  a  few  additional  turns  of  series  winding. 


With  the  alternating  current  ihe  short-circuited  squirrel-cage  j 
type  of  armature  induction-motor,  designed  for  any  desired  turn-  j 
ing  moment  and  operated  at  a  constant  speed,  is  well  adapted  ] 
to  drive  the  pumps. 

The  leakage  loss  of  electric  pumps  is  small  and  iheir  friction  ] 
loss   low,   while   the.  expense  of  maintenance  and   repairs  is  i 


FUMPIXG.  37Jj 

One  compartment  may  be  saved  in  the  shaft,  since 
the  wires  and  the  discharge-pipes  can  be  placed  in  either  of  the 
hoistways    without    interference.     In    common    with    the    other 
motor-driven  pumps,  it   is  portable.     It  is  started  and  slopped  i 
easily  by  the  ordinary  switch  with  an  automatic  release- switch. 

Like  the  power  end  of  the  air-  and  water-driven  pumps,  the  j 
motor  may  be  operated  even  under  water,  for  it  can  be  com- 
pletely housed   with  its  sinking-pump. 

Electrically  driven  pumps  require  automatic  switches  which, 
when  the  water  le\'el  reaches  a  given  point,  engage  a  lift  that 
moves  the  switch  and  opens  or  closes  the  circuit,  as  may  be 
desired. 

Rotary  Pumps  are  employed  for  lifting  and   forcing  water  1 
against  low  head.     This  type  of  pump  is  compact  and  self-con-  j 
tained  and  will  deliver  more  water  for  a  given  weight  and  space 
occupied   than   will   reciprocating  pumps.     It   is  usually  driven 
by  belting  or  wheel  gearing.      Rotary  pumps  may  be  divided  ] 
into  several  classes,  according  to  the  forms  of  the  pistons  or  im-  | 
pellers,  or  according  to  ihc  arrangement  of  the  butments.      Two  J 
rotary  impellers  receive,  in   the  space  between   them  from  the  i 
suction  below,  a  \'oIume  of  water  which  is  carried  with  the  evolu-  ' 
tion  of  the    impellers  around  to  the  upper  side  of  the  pump. 
The  butments  receive  the  force  of  the  water,  and  prevent  the 
latter  from  being  carried  around  the  cylinder,  thus  compelling 
it  to  enter  the  deliver}',  where  it  is  discharged.     The  Sturtevant 
blower  has  two  rotarv'  pieces,  and  the  Root  three  lobes. 

In  some  pumps  the  butments  are  movable  and  are  arranged 
to  be  pushed  back,  as  they  revolve,  to  allow  the  piston  tc  pass  a 
given  point;  in  others  the  pistons  give  way  when  passing  fixed 
butments;  and  in  others  the  pistons  are  fitted  with  a  movable 
wing,  as  in  the  fan,  which  slides  radially  in  and  out  when  pass- 
ing the  butments.  These  pumps  have  no  packing  or  springj 
are  quite  durable,  but  have  a  tendency  to  become  noisy  as  the  J 
gearing  wears. 

The   Centrifugal   Pump. — ^This   is  the   cheapest  and,    under  1 
certain   conditions,   the  most  efficient  of  the   rotary  variety  itf.J 
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pumps  where  the  height  of  lift  is  moderate  and  large  volumes 
are  to  be  moved.  Like  all  of  the  rotary  type,  it  handles  sandy 
or  muddy  waters  with  facility,  and  has  a  very  short  suction  and 
only  a  moderate  height  to  which  it  can  raise  water.  It  is  a  fan 
with  a  number  of  blades  attached  to  a  shaft,  and  is  turned  by  an 
electric  motor  or  steam-turbine  at  500  to  800  r.p,m.     The  inlet 


Fio.  150.— Scclion  of  a  Centrifugal  Pi 


may  be  on  one  side  only,  or  on  both  (Fig.  151).  With  the  latter 
the  inlets  and  blades  may  be  kept  down  to  smaller  si/.cs  for  an 
equal  capacity.  The  water  enters  at  the  cenla-  and  is  delivered 
at  the  circumference  by  the  high  speed  of  the  blades.  The 
blades  are  convex,  radial,  or  conca\e.  The  former  re(juire  a 
higher  rate  of  velocity  for  a  given  lift  than  do  radial  blades. 
Their  inner  ends  are  cun^ed  fonvard  slightly  to  scoop  up  the 
water  with  a  minimum  of  shock.  The  inlet  velocity  should  not 
exceed  3  feet  per  second.      The  pump  is  primed  and  started 
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pumps  where  the  hei^t  of  lift  is  moderate  and  large  volumes 
are  to  be  moved.  Like  all  of  the  rotary  type,  it  handles  sandy 
or  muddy  waters  with  facility,  and  has  a  very  short  suction  and 
only  a  moderate  hei^t  to  which  it  can  raise  water.  It  is  a  fan 
with  a  number  of  blades  attached  to  a  shaft,  and  is  turned  by  an 
electric  motor  or  steam-turbine  at  500  to  800  r.p.m.    The  inlet 


Fic.  150. — Section  of  a  Centrifugal  Pump. 


may  be  on  one  side  only,  or  on  both  (Fig.  151).  With  the  latter 
the  inlets  and  blades  may  be  itept  down  to  smaller  sizes  for  an 
equal  capacity.  The  water  enters  at  the  centre  and  is  delivered 
at  the  circumference  by  the  high  speed  of  the  blades.  The 
blades  are  convex,  radial,  or  concave.  The  former  re(|uire  a 
higher  rate  of  velocity  for  a  given  lift  than  do  radial  blades. 
Their  inner  ends  are  curved  forward  slightly  to  scoop  up  the 
water  with  a  minimum  of  shock.  The  inlet  velocity  should  not 
exceed  3  feet  per  second.     The  pump  is  primed  and  started 


by  some  form  of  steam- injector  which  expels  the   air  and  fill! 
it  with  water. 

The  Theory  of  the  Centrifugal  Pump. — The  water  is  driveaj 
through  the  fan  partly  by  the  pressure  of  its  blades  and  partljPi 
by  centrifugal  force,  and  the  water  will  escape  with  that  force^ 
at  r  [Fig.  150},  but  with  little  rotarj-  motion,  and  will  rise  to  a 
height,  h,  corresponding  lo  the  centrifugal  force.  If  there  be 
no  unavoidable  elTificncy  losses,  the  relation  between  the  total 
lift,   h,  and  the  peripheral  velocity,  V,  is  expressed  by 

/( =0.015625  v. 

If  the  outlet  for  the  water  be  of  proper  size  and  flared  I 
reduce  the  velocity  of  discharge  gradually,  ihe  energy  impartet 
to  it  by  the  blades  is  converted  into  pressure  head.     With  thatj 
due  to  centrifugal  force,  the  head  ideally  obtainable  from  a  periph-l 


Fig,  151,— Dr.uhic  inlet  Cenlrlfugal  Pump, 

eral  veltKily,  V,  is  2h  (Fig.  ijo).     The  "usually  imperfect  pump, 
however,  shows  a  relation  between  velocity  and  head  of 


V=V64.4ft+M 


in  which  «  is  the  velocity  in  the  discharge- pipe.    The  head, 
only  about  60  per  cent  of  that  theoretically  due. 
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To  increase  the  discharge  for  a  given  head  means  loss  of 
efficiency,  because  the  speed  of  the  pump  and  that  of  the  water 
issuing  from  the  pipe  are  increased  unnecessarily;  a  reduction 
of  velocity  is  also  attended  with  loss  by  fluid  friction.  Where 
efficiency  is  desired  the  design  must  be  just  suited  to  the  precise 
conditions  under  which  it  is  to  operate.  The  first  cost  is  low 
and  its  efficiency  increases  to  70  per  cent  at  about  40  feet  of 
lift,  beyond  which  height  the  efficiency  again  diminishes,  until 
at  a  height  of  100  feet  the  efficiency  is  but  40  per  cent 
Let  iV=r.p.m.  of  the  wheel; 

if  =  height  of  delivery  in  feet; 
D  =  diameter  of  wheel  in  feet; 

iir=  constant;    153  for  small  pumps  and  187  for  large 
pumps; 

then  N=k^. 

Example. — ^A  centrifugal  pump  discharges  180  cubic  feet  per  minute  at  a 

peripheral  velocity  of  30  feet  per  second.    Required  the  horse-power  to 

drive  the  pump.    The  peripheral  velocity  of  the  water  is  25  feet  per  second. 

^X62  ^ 

Then  momentum  lost  by  the  wheel  per  £econd= ^X 25  =145.5  ^bs. 

32.2 

The  work  done  =145.5X30=4365  ft. -lbs.  per  second=8  horse-power. 

The  efficienqr  being  assumed  at  70  per  cent,  the  horse-power  applied  to 

the  pump  is  11.5. 

4365-^3X62.5  =  23.3  ft.-lbs.  energy. 
This  would  laise  a  pound  of  water  23.3  feet. 

The  Compound  Centrifugal  Pump. — ^These  pumps  are  essen- 
tially of  a  high-speed  type  with  low  head  of  lift.  A  high  lift  is 
attained  only  by  increasing  the  rotary  speed.  If,  however,  two 
or  three  wheels,  each  in  its  own  chamber,  are  mounted  in  scries 
on  the  same  shaft,  the  lift  of  each  single  one  is  multiplied,  while 
yet  keeping  the  speed  within  moderate  bounds  (Fig.  152). 

In  such  a  multi-stage  pump  the  water  from  the  discharged 
chamber  of  the  first  impeller  is  led  back  to  the  suction-point  of 
the  next  impeller  through  channels  in  the  pump-casing.    This  is 


repealed  as  often  as  there  are  impellers.  Each  pump  of  the  1 
series  raises  the  pressure  head  from  that  of  its  suction.  A  three-  ' 
stage  pump,  with  each  member  capable  of  loo  feet  of  head,  will 
then  deliver  water  to  a  height  of  300  feet  wiih,  of  course,  a  corre- 
sponding increase  of  motor-power.  These  are  much  used  in 
placer-mining  service  instead  of  a  long  pipe-line  from  a  distant 
lofty  reservoir. 

The  Efficiency  of  the  Centrifugal  Pump.^The  efficiency  of  1 
these  pumps  drops  rapidly  when  the  difference  between  the  out-  | 
let  and  the  inlet  pressure  heads  exceeds  60  feel,  and  the  efficiency  1 
of  a  multistage  pump  is  about  the  same  (0-85)  as  that  of  a  single  J 


\  Thrte-siagc  Pum 


pump  of  the  same  construction,  but  the  advantage  of  the  former 
lies  in  the  reduced  velocity  for  the  given  height  of  lift.  On  the 
same  work  and  within  reasonable  limits,  the  multi-stage  cen- 
trifugal is  slightly  more  efficient  than  the  single  pump,  due  to 
the  decrease  in  friclional  loss  attaining  the  reduced  rotary  speed. 
The  steam-turbine,  or  the  electric  motor,  is  capable  of  direct 
connection    with   the   centrifugal   pump,   and    this   combination 
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compares  very  favorably  in  steam  consumption  with  the  direct- 
acting  type. 


Horse-powers  and  Fuel  Reqxhred  for  Two-  axd  Three-stage  Centrifu- 
gal Pumps  for  Hydraulic  Mining  or  for  Pumping  Purposes. 


Capacity. 

Horse- 
power 
at  70 
Per 
Cent. 

Diam- 
eter. 

Pounds 
Coal, 

1 2 
Hours. 

Short 
Tons. 

Barrels 
Oil. 

Miner's 
Inches. 

Gallons 

per 
Minute. 

Cubic 
Feet  per 
Second. 

Cords 
Wood. 

50 

75 
100 

125 

175 
200 

225 
250 

275 
300 

350 
400 

500 

562 

843 
II 25 

1406 

1687 

1968 

2250 

2531 
2812 

3093 

3375 

3937 
4500 

5625 

1.2 
1.8 

2.5 
31 
3-7 
4.4 

50 
5-6 
6.2 
6.8 

7-4 

8.6 

9.9 

12.4 

41 
62 
82 

103 
124 

145 
164 

185 
206 

227 

246 

267 

328 

410 

5" 
6" 

6" 

7" 

8" 

9" 
10" 

10" 

10" 

12" 

12" 

12" 

14" 
14" 

2,460 
3.690 
4.920 
6,150 
7.380 
8,610 
9,840 
11,070 
12,300 

13,500 
14,760 

17,220 

19,680 

24,600 

1.2 

1.8 
2.4 
31 
3-7 
4.3 
4-9 

5-5 
6.2 

6.8 

7-4 
8.6 

9.8 

12.3 

4.4 
6.7 

8.9 

II.  I 

133 

15-5 
17.8 

20.0 

22.2 

24.4 

26.6 

28.9 

35  •  5 
44.4 

2 

3 
4 

5 
6 

7 
8 

9 
10 

II 

12 

14 
16 

18 

A  single-Stage  pump  making  1500  revolutions  per  minute, 
with  55  horse-power  steam-turbine,  delivered  1700  gallons  per 
minute  with  a  lift  of  100  feet.  The  diameter  of  the  plunger  is 
132  inches.  A  two-stage  centrifugal  pump,  9  inches  in  diameter, 
was  making  2000  revolutions  per  minute  with  a  Dela  valve  steam- 
turbine  running  at  20,000  r.p.m.,  and  raised  250  gallons  per 
minute  700  feet.  The  tests  of  these  showed  the  efficiency  of 
the  wheel  and  turbine  to  be  75  per  cent  in  the  first  case  be- 
tween the  limits  of  1400  and  1800  gallons  per  minute.  The 
•duty  of  the  pump  per  thousand  poui*ds  of  steam  operated 
with  a  condenser  was  nearly  62,000,000  ft.-lbs.  The  two-stage 
pump  showed  a  duty  at  250  gallons  jx^r  minute  of  48,800,000 
ft.-lbs.  per  thousand  pounds  of  steam.  Forty-two  pounds  of 
steam  were  used  per  water  horse-power. 

A  test  of  a  single-stage  pump  direct-connected  electric  motor 
of  20  horse-power  delivering  1200  gallons  per  minute  at  2000 
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^revolutions  for  a  lift  of  45  feet  showed  an  efficiency  of  76  per  cent. 
'The  diameter  of  its  wheel  was  8.3  inches. 

Examples. — i.  What  will  be  the  size  of  the  discharge-pipe,  J,  the  whed 
and  its  rate  of  revolution,  to  deliver  1000  gallons  per  minute  for  a  height  ol 
50  feet? 


and 


d^o,2$\^ — G=  0.25 X 31.6=  7.8  inches  pipe; 
wheel  diameter=  2  X  7.8=  15.6  inches; 

iV«  187 X—^= 880.67  r.p.m. 
1-5 


2.  Required  the  size  of  a  three-throw  electric  pump,  the  horse-power 
and  current  at  550  volts  for  a  motor  of  90  per  cent  efficiency,  to  deliver  240 
gallons  300  feet  high.  Speed  of  piston  60  feet  per  minute.  Let  l—o.gy. 
Then  ^=5.86  inches  and  the  stroke  iic=S  inches. 

The  work  of  pumping  is  240X84X300=590,000  ft.-lbs.  Assuming  the 
inertia,  friction,  etc.,  to  be  50  per  cent,  i  requires  36  H.P.  at  the  motor-shaft. 
With  90  per  cent  efficiency,  this  =29,840  watts,  which  at  550  volts=54.3 
amperes. 

3.  It  is  desired  to  raise  90  gallons  of  water  per  minute  up  an  incline 
of  I  in  5  which  is  1200  feet  long.  Assuming  a  discharge- velocity  of  3  feet 
per  second,  what  will  be  the  size  of  the  pipes  and  of  the  pumps  and  motor? 
If  the  three-throw  pump  is  employed,  each  pump  raises  30  gallons;  with  20 
per  cent  of  slip,  36  gallons  must  be  raised  about  60  feet  per  minute,  with  a 
wheel -diameter  of  4.25".  At  a  stroke  of  8  inches  and  90  revolutions  per 
minute,  the  diameter  o  the  discharge-pipe  will  be  3.875  inches  to  deliver 
90X0.16  cubic  feet  per  minute.  A  pipe  of  4  inches  diameter  will  lose,  accord- 
ing to  the  formula  in  Chapter  V'l,  1.22  feet  of  head  for  each  100  feet  of  length 
at  the  assumed  velocity.  The  loss  of  head  due  to  friction  is  then  1 4,6  feet. 
The  work  of  lifting  the  water,  including  the  alx)ve  loss,  is  190,980  ft.-lbs.  per 
minute  and  the  horse-power  is  nearly  6.  Allowing  a  friction  of  gear  and 
starting  of  50  pjer  cent,  12  B.H.P  are  required.  The  motor  will  run  at  630  rev- 
olutions per  minute  with  a  gear  of  7  to  i.  If  the  latter  has  an  efficiency  of  80 
f)er  cent  and  receives  a  cun-ent  at  380  volts,  24.5  amperes  will  be  required 
to  deliver  the  10  B.H.P.  at  380  volts.  The  wire  for  this  current  must  be 
T9/19  and  the  drop  in  voltage  for  the  total  length  of  wire  down  the  slope 
will  be  24.5  X  1.786,  which  equals  44  volts  i)er  mile  and  20  volts  for  2400  feet. 
The  voltage  at  the  bottom  is  therefore  400. 

The  Pulsometer. — This  useful  apparatus  raises  sandy  or 
^cid  waters  lo  limited  heights  where  economy  of  fuel  is  less  m 
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portant  than  quickness  of  instalktion.  It  is  perfectly  free  from: 
risks  of  breakdowns,  and  is  employed 
in-open  works.  AA  (Fig.  153)  are  iwa 
chambers  into  which  steam  enters  accord- 
ing to  the  position  of  the  ball,  C,  which 
oscillates  from  one  side  to  another  of 
their  necks.  Through  the  inlet  passage, 
D,  the  water  enters  into  A  by  opening 
the  valves,  E.  .ff  is  a  delivery  passage 
communicating  with  each  chamber 
tbrou^  openings  and  valves,  G. 

Steam  enters  at  the  top,  passes  into  a- 
chamber  uncovered  by  the  ball-valve, 
Fig.  isj—The  Pubometer.  ^j  ^^^^^  ^^^  ^^^^  g^^face  of  the  water, 
forcing  it  down  and  out  through  the  discharge-valves  into  H. 
When  the  water-line  falls  below  the  discharge  outlet,  the  steam 
above  condenses,  a  partial  vacuum  is  formed,  and  its  pressure 
suddenly  falls  again.  Meanwhile,  with  the  collapse  of  the  steam, 
the  ball-valve  is  thrown  to  close  that  chamber,  and  admits  steam 
to  the  other  side.  Here  the  water  is  expelled,  in  a  similar  manner, 
out  through  H,  while  at  the  same  time  water  has  entered  through. 
Z)  to  be  expelled  from  the  other  side. 

The  limit  of  lift  is  about  30  feet,  and  the  capacity  of  some 
pulsometcrs  is  often  1000  gallons  per  minute. 

Siphons. — Though  not  a  water-raising  appliance  in  the  proper 
sense  of  the  term,  since  water  by  this  apparatus  can  be  lifted. 
or  transported  over  an  eminence  not  exceeding  28  feet  in  height 
and  discharged  on  the  other  side  of  it  at  a  le\'cl  lower  than  that 
of  the  supply,  a  siphon  can  find  application  for  forming  a  water 
communication  over  a  slight  elevation  between  two  distant  points. 
This  height  will  be  further  reduced  by  an  amount  neccssarj-  to 
cause  the  required  velocity  of  flow  and  to  overcome  the  friclional 
resistance.  Formulie  in  Chapter  VI  will  determine  the  losses  due 
to  friction  in  the  given  case,  L  and  d  being  given. 

When  the  siphon  is  not  too  long,  and  when  the  acceleration 
head  is  sufficient  to  give  the  water  a  considerable  velocity,  the 
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air,  entrained  by  the  rapid  current,  may  be  carried  out  at  the 
end  of  the  discharge  branch,  if  the  latter  is  not  too  steep.  In 
most  cases,  however,  it  is  necessary  to  provide  artificial  means  to 
remove  the  accumulated  gases,  either  periodically  or  continu- 
ously, A  hand-pimip  is  usually  employed  for  this  purpose,  its 
suction  being  connected  to  the  highest  point  of  the  siphon,  and 
operated  as  occasion  requires. 
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CHAPTER  Xn. 

MINE-GASES. 

Ventilation  as  an  Economic  Proposition. — ^The  ventilation  of 
a  mine  is  a  matter  of  very  great  concern,  not  only  from  a  humani- 
tarian standpoint,  but  from  an  economic  point  of  view.  No 
shaft  or  tunnel  can  be  carried  more  than  200  feet  beyond  an 
opening  without  some  special  means  of  stirring  and  freshening 
the  stagnant  air.  The  men  should  not  be  compelled  to  work 
in  the  hot  atmosphere  of  a  stove  or  room  vitiated  by  the  variety 
of  gases  given  off  from  and  by  coal,  powder,  lamps,  respiration, 
rotting  timbers,  and  decomposing  ore.  These  gases  cannot 
support  combustion,  nor  can  they  be  inhaled  with  impunity; 
and  such  an  atmosphere  is  unfit  for  respiration,  being  deficient 
in  oxygen,  as  well  as  by  reason  of  the  presence  of  these  gases. 
In  coal-mines  additional  peril  accompanies  some  of  these  gases, 
which  with  the  air  form  explosive  mixtures,  which,  bursting 
into  flame,  destroy  everything  in  their  path  and  emit  dense  vol- 
umes of  poisonous  fumes  that  are  fatal  to  all  who  have  escaped 
the  shock. 

Recognizing  the  pecuniary  value  of  the  life  and  energy  of  a 
miner,  the  statutes  are  becoming  more  and  more  rigorous  in 
the  insistence  of  safety  and  hygienic  measures.  Methods  are 
specified  for  rendering  the  noxious  gases  harmless,  and  officials 
are  given  sufficient  authority  to  suggest  needed  improvements 
and  to  punish  non-compliance.  Not  only  are  the  miners  benefited 
by  the  diminishment  of  risk,  but  also  the  operators,  who  profit 
in  the  increased  energy  of  men  working  under  favorable  circum- 
stances.   The  illumination  is  better,  smoke  clears  away  quicker, 

and  the  men  are  capable  of  a  full  day's  work. 

386 
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Comparison  of  Metal-  and  Coal-icines.— There  is  a  marked 
conirasi  belwecn  ihc  requirements  of  vein-mines  and  those  of 
roal  or  other  mines  in  fiat  beds,  which  latter  usually  have  two 
shafts  connected  by  a  labyrinth  of  workings  on  near  y  one  level. 
The  ventilation  of  melal  mines  presents  by  no  means  the  same 
difficulty  as  that  of  gaseous  collieries,  since  as  a  rule  the  former 
class  of  mines  re(|uires  but  a  small  supply  of  fresh  air,  abundant 
enough  for  the  health,  comfon,  and  effective  work  of  the  men 
and  for  the  removal  of  the  dead  air  vitiated  by  various  causes. 
Trust  is  placed  in  natural  means  of  circulating  the  air  by  the 
winze  communication  of  the  different  levels.  This  is  certainly 
inadequate,  and  the  lower  mortality  in  we  11- ventilated  coat  ■ 
mines  is  doub.lcss  due  to  their  better  ventilation.  In  coal-mine^  | 
large  volumes  of  fresh  air,  additional  to  tha.  required  for  the 
men,  are  necessary  to  carry  off  the  fire-damp,  choke-damp  and 
other  gases,  both  noxious  and  inllammablc,  though  no  serious 
results  may  occur  from  their  presence  in  large  quantities.  These 
gases  are  continually  being  evolved  from  the  coal  and  constitute 
an  ever-present  danger  to  coal  operations,  but  do  not  threaten 
metal-miners.  Nevertheless,  the  latter  should  remember  that 
the  inflammable  gases  of  coal-mines,  from  which  they  are  com- 
paratively free,  are  not  the  only  ones  to  be  guarded  against.  The 
cloud  of  dust  formed  by  blasting  the  mineral,  and  the  carbonic 
acid  gas,  are  dangers  equally  insidious  to  the  health  of  those 
inhaling  it,  which  cause  as  many  deaths  as  do  the  small  explo- 
sions which  occur  in  coal-mines. 

Gases  in  Coal-mines. — In  addition  to  the  gases  found  m  a 
normal  atmosphere,  there  exist  in  mines  several  gases  which 
are  always  the  result  of  decomposition  and  combustion.  Pur- 
suing the  nomenclature  of  early  mining,  they  are  designated 
as  "  damps."  For  e-xample,  carbonic  acid,  COj,  is  known  as 
choke-damp;  carbonic  oxide,  CO,  as  white  damp;  su'phuretted 
hydrogen,  H,S,  as  stink-damp;  carburetted  hydrogen  or  marsh- 
gas,  CHj,  as  fire-damp  or  fulminating  damp;  air  vitiated  by 
breathing,  having  therefore  a  deliciency  of  oxygen,  as  black 
damp;   and  the  residual  gases  of  an  explosion,  after-damp.    In 
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metal-mines  carbonic  acid  and  sulphuretted  hydrogen  are  the 
only  gases  met  with.  Both  are  heavier  than  air  and  naturally 
will  be  foimd  near  the  floor  of  the  workings.  Coal-mines,  how- 
ever, are  troubled  with  additions  and  emanations,  sudden  or  con- 
tinual, of  carbonic  oxide  and  marsh-gas,  which  two,  being  lighter 
than  air,  are  to  be  looked  for  in  the  upper  portions  of  the  work- 
ings, near  the  roof. 

Composition  of  the  Atmosphere. — Every  hundred  grains  of 
the  atmosphere  contain  76.84  grains  of  nitrogen,  23.10  grains  of 
oxygen,  and  0.06  grain  of  carbonic  acid,  occupying  respectively 
79.02  per  cent,  20.94  per  cent,  and  0.04  per  cent  of  the  original 
volume.  These  gases  are  not  in  chemical  combination,  but  as  a 
mechanical  mixture  from  which  the  oxygen  may  be  extracted 
under  given  conditions. 

Oxygen,  which  is  colorless,  odorless,  and  transparent,  unites 
with  all  other  chemical  elements,  forming  various  chemical  com- 
poimds.  All  the  ordinary  phenomena  of  light,  heat,  and  fire 
are  the  result  of  the  union  of  other  elements  with  oxygen.  This 
active  principle  is  essential  to  life  and  to  all  other  processes  of 
combustion,  and  when  combined  with  carbon  forms  choke-damp 
or  white  damp;  with  pyrites,  a  common  mineral  in  coal,  sul 
phuretted  hydrogen;  and  with  marsh-gas,  water  or  steam  and 
carbonic  acid.  An  atmosphere  deficient  in  oxygen  will  no  longer 
support  combustion,  and  a  lamp  or  flame  immersed  in  it  is  extin- 
guished; so,  too,  air-breathing  animals  are  suffocated  when  the 
percentage  of  oxygen  in  the  air  is  below  15. 

Nitrogen,  the  predominant  constituent  of  unpolluted  air, 
is  colorless,  odorless,  and  incapable  of  supporting  combustion 
or  animal  life.  It  is  inert  in  its  effect  upon  the  system,  but  extin- 
guishes flame  immersed  in  it. 

Carbonic  Acid,  which  is  not  an  important  constituent  of 
the  atmosphere,  is,  however,  to  be  expected  in  all  abandoned 
and  unventilated  places.  It  is  given  off  in  quantity  by  the  respira- 
tion of  men  and  animals,  by  the  combustion  of  lamps,  fuel, 
explosives,  timber,  and  organic  matter,  and  by  all  substances 
in  a  state  of  decay  or  fermentation.    It,  also,  is  colorless  and  odor- 
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less,  and  at  a  normal  pressure  of  30  indies  of  mercury  and  a 
temperature  of  32°  F.  weighs  128.45  '^s.  per  thousand  cubic 
feet,  as  against  81  lbs.  for  an  equal  volume  of  air  under  the  same 
conditions.  It  is  easily  detected,  for,  being  incapable  of  sus- 
taining combustion,  light  bums  dimly  when  immersed  in  it. 
When,  therefore,  the  gas  is  revealed  by  this  action  on  a  flame, 
the  atmosphere  is  at  least  unfit  for  respiration.  The  gas  has  an 
injurious  effect  upon  the  human  system  Air  containing  2  per 
cent  of  it  produces  an  overwhelming  depression  upon  those 
breathing  it;  with  6  per  cent,  lights  arc  extinguished;  and  with 
10  per  cent,  it  is  positively  fatal  by  producing  suffocation.  As  it 
accumulates  in  the  lower  part  of  idle  workings  and  where  the 
air  is  stagnant,  no  one  should  venture  into  abandoned  works 
without  having  previously  tested  by  a  flame  the  condition  of 
their  atmosphere,  and  if  the  light  is  extinguished,  the  poison 
must  be  swept  out  by  a  strong  current  of  air,  which,  in  shafts, 
may  be  incited  by  rapidly  raising  and  lowering  a  bundle  of  hay, 
which  is  then  ignited.  Small  volumes  of  carbonic  acid  may 
be  removed  from  the  atmosphere  by  the  use  of  absorbents  like 
lime  or  ammonia.  Its  presence  may  be  chemically  detected  by 
the  milkincss  produced  in  a  test-tube  containing  baryta  hydrate. 

Sulphuretted  Hydrogen,  which  at  30  inches  barometric  pres- 
sure and  a  temperature  of  32°  F.  weighs  94.62  lbs.  per  thousand 
cubic  feet,  is  an  extremely  poisonous  and  common  gas  occurring 
in  mines.  As  it  is  the  result  of  the  decomposition  of  pyrites, 
always  accompanied  by  heat,  this  gas  is  a  warning  of  incipient 
fires.  In  the  gob  and  abandoned  portions  of  the  mine  the  pyrites 
and  coal-waste  subjected  to  pressure  from  the  roof,  and  in  the 
presence  of  moisture,  decompose  with  the  development  of  heat 
and  possibly  flame,  of  which  the  presence  of  sulphuretted  hydro- 
gen is  an  important  indication.  Being  colorless  but  strongly 
odorous,  its  presence  is  readily  detected.  It  does  not  support 
combustion,  but  is  itself  inflammable.  A  flame  will  bum  in  a 
mixture  of  it  with  air,  but  is  extinguished  in  an  undiluted  atmos- 
phere of  this  noxious  gas,  which  in  this  state  is  fatal  to  life. 

Carbonic  Oxide,  which  is  claimed  to  be  a  normal  gas  exist- 
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ent  in  coal-mines,  weighs  78.305  lbs.  per  one  thousand  cubic 
feet  at  a  temperature  of  32°  F.  and  a  barometric  pressure  of 
30  inches.  This  gas  has  neither  color,  taste,  nor  smell,  and  is 
exceedingly  poisonous.  One  half  per  cent  of  this  gas  in  air  ren- 
ders the  atmosphere  fatal  to  life  if  breathed  for  ten  minutes.  It 
acts  upon  the  system  by  combining  with  the  oxygen  absorbed  in 
the  blood,  forming  a  stable  compound  reducing  the  haemoglobin, 
and  insidiously  and  surely  destroying  the  blood  and  tissues.  As 
carbonic  oxide  is  an  unstable  compound  usually  resulting  from 
the  imperfect  or  secondary  combustion  of  a  gas  or  of  carbon  in 
the  deficiency  of  oxgyen,  the  existence  of  this  gas  in  mines  is 
doubted.  It  is  only  barely  possible  that  it  might  be  found  in 
the  goaf,  where  the  oxidation  of  pyrites  and  the  absorption  of 
oxygen  by  the  fine  coal-dust  may  have  depleted  the  air  of  its 
vital  element,  thereby  giving  rise  to  a  sufficiently  high  temperature 
to  incite  combustion  with  the  development  of  carbonic  oxide. 

Light  Carburetted  Hydrogen  or  Marsh-gas  is  a  stable,  never- 
failing  constituent  among  the  products  of  dry  distillation  of 
organic  matter,  and  exists  as  the  predominant  constituent  of 
the  compound  gas  known  under  the  general  term  of  fire-damp 
because  of  its  ready  ignition  by  flame  with  a  mixture  of  air.  Its 
weight  at  the  normal  barometric  pressure  and  a  temperature  of 
32°  F.  is  about  45.22  lbs.  per  thousand  cubic  feet.  It  is  absorbed 
in  the  coal,  diffused  through  its  pores,  collected  in  crevices  or 
cavities,  and  even  stored  up  in  rcser\^oirs,  having  been  exuded 
from  the  coal  in  the  early  stages  of  decomposition  of  the  organic 
source  of  the  coal,  or  expressed  during  the  geological  movements 
of  the  earth's  crust.  It  is  not  a  constituent  of  the  coal,  but  is 
entirely  free  from  chemical  combination  with  it,  and  continually 
exudes  with  greater  or  less  violence;  it  is  liberated  in  volumes  by 
falls  in  the  mine-roof,  by  squeezes  or  creeps,  and  by  any  sudden 
fall  in  the  barometric  pressure.  The  deep  portions  of  coal- 
seams  appear  to  be  more  heavily  charged  with  this  compound 
gas  than  are  workings  in  coal-beds  so  close  to  the  surface  as  to 
allow  of  its  escape.  No  coal-seam  should  be  regarded  as  free 
from  liability  to  irruptions  of  this  gas. 
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The  Occlusion   of  Gas    in   Coal. — Marsh-gas   exists   free  in 

the  pores  of  all  coals,  but  must  not  be  confounded  with  the  gases 
chemically  compounded  wilh  the  coal.  It  is  under  high  pressure, 
and  is  given  off  into  the  workings  of  the  mine  with  greater  or  less 
violence  from  the  fissures  or  cre\-ices,  sometimes  without  warn- 
ing, sometimes  accompanied  by  the  heaving  of  the  floor  and  the 
trembling  of  the  roof,  but  always  more  or  less  distinctly  audible. 
The  volume  so  emitted  from  the  coal  varies  in  amount  from  g  to 
loo  cu.  ft.  per  ton.  From  anthracite  the  discharge  is  most  copi- 
ous,, and  from  bituminous  coal  the  least.  I 

Frequently  it  escapes  into  the  mine  without  warning;  its 
presence  is  not  always  delected  or  manifested,  as  it  accumulates 
in  a  nook  or  under  a  platform  until  some  untoward  circumstance 
brings  it  into  contact  wilh  a  naked  light.  The  slight  hiss  accom- 
panying its  exudation  is  hardly  enough  to  be  distinguishable. 
These  "blowers,"  of  all  sizes,  up  to  the  outbursts  that  for  a  time 
o^Trpower  the  ordinary  ventilating  current,  contain  90  per  cent 
of  marsh-gas,  and  may  be  liberated  anywhere  and  at  any  time. 
For  a  long  time  it  has  been  recognized  as  a  constituent  of  the 
gases  entering  mines.  It  escapes  at  ^'arioiis  springs  and  sail- 
mines;  it  has  fed  the  sacred  fires  of  Baku  and  the  mud-volcanoes 
of  Bulganak;  it  has  been  found  in  the  Silver  Islet  mine,  in  the 
iron-mines  of  Alsace,  and  in  the  lead-mines  of  Tuscany;  and 
some  years  ago  an  explosive  gas  was  met  wilh  in  driving  the  lake 
tunnel  at  Chicago.  It  constitutes  from  40  to  90  per  cent  of  the 
natural  gas,  and  is  obtained  among  the  volatile  and  combustible 
constituents  in  the  ultimate  analysis  of  coal.  While  sinking 
shafts  through  porous  strata  fire-damp  has  been  encountered, 
and  precautions  arc  therefore  necessary  in  regions  of  natural 
gas,  or  in  formations  immediately  above  the  coal  horizons. 

Outbursts  of  Gas  from  the  Coal. — Measurements  made  by 
the  Royal  Commission  on  Accidents  in  Mines  have  revealed 
the  pressure  of  gas  to  be  frequently  as  great  as  450  lbs.  per 
square  inch.  Sudden  outbursts  may  therefore  be  expected  when 
escape  is  afforded,  and  these,  according  to  the  treatise  of  M. 
Roberti   Linterman,    preponderate   in   coal-seams   disturbed   by 
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faults,  foldings,  or  thinnings-out,  and  are  influenced  by  the  dip 
of  the  seam.  They  occur  without  any  premonitory  symptoms 
and  even  in  districts  heretofore  free  from  gas.  They  are  most 
voluminous  in  the  periods  of  pillar-robbing  or  during  the  ex- 
ploration of  virgin  ground.  The  disengagement  of  gases  in- 
creases both  in  intensity  and  frequency  with  the  depth  of  the 
workings  and  with  the  presence  of  permeable  masses  surrounded 
by  rock-masses  so  hard  and  compact  as  to  constitute  efifective 
barriers  against  fire-damp.  In  every  district  are  found  one  or 
more  infested  zones  of  gas. 

Owing,  therefore,  to  the  inevitable  occurrence  of  this  in- 
flammable gas  in  all  coal-seams,  and  the  uncertain  quantity 
which  may  be  thrust  into  contact  with  the  flame  of  the  illumi- 
nating-lamp or  of  the  explosive  employed  in  the  mine,  fire-damp 
is  the  dread  enemy  of  coal-miners.  The  amount  of  gas  which 
renders  the  mine  unsafe  cannot  be  stated,  for,  while  an  atmos- 
phere containing  2  per  cent  or  more  is  neither  injurious  to  life 
nor  dangerous  in  mines,  nevertheless  its  presence  to  that  extent 
in  the  air  discharged  from  the  mine  into  our  atmosphere  indicates 
a  probably  excessive  accumulation  in  some  of  the  workings. 
The  Coal  Commission  of  Austria,  in  its  classification  of  mines 
according  to  the  composition  of  the  air  at  the  outlet  of  their  venti- 
lating-shaft,  regards  those  having  more  than  2  per  cent  of  fire- 
damp and  carbonic  acid  in  their  return  air  as  fiery,  and  ihose 
having  less  than  i  per  cent  of  gas  admixture  as  safe. 

The  Effects  of  Mine-gases  upon  Life  or  Flame. — Mine-gases 
mixed  with  air  do  not  have  the  same  eff"ect  upon  life  or  an  illu- 
minating-flame. In  an  undiluted  state  each  and  all  extinguish 
flame  and  do  not  sustain  life.  When  mixed  with  air  the  carbonic 
oxide  and  sulphuretted  hydrogen  are  poisonous,  while  at  the  same 
time  they  support  combustion.  The  marsh-gas  is  inert  in  its 
influence  upon  life,  but  is  capable  of  ignition;  while  the  carbonic 
acid  is  depressive  in  its  influence  both  upon  flame  and  upon 
life.  There  are  hence  two  methods  of  discovering  the  probable 
unsuitability  of  air  for  respiration — the  extinction  of  flame  by 
an  excess  of  carbonic  acid,  and  the  flame  aureole  from  the  com- 
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buslion  of  carbonic  oxide,  the  odor  of  sulphuretted  hydrogen 
being  a  sufficiently  strong  warning  without  other  index  of  its 
noxious  presence.  Fortunately,  however,  the  presence  of  car- 
bonic oxide  need  only  be  feared  after  a  fire-damp  explosion  or 
after  a  blast  of  one  of  the  lower  grades  of  black  powder. 

Explosive  Gaseous  Mixtures. — Marsh-gas  with  air  will  bum 
freely,  but  when  the  proportion  of  gas  reaches  a  certain  specific 
amount  the  ignition  may  take  place  rapidly,  and  if  the  products 
of  combustion  cannot  escape  equally  rapidly,  e.xplosion  ensues, 
the  force  of  the  explosion  and  the  dangerous  degree  of  dilution 
of  pas  varying  with  the  different  gases. 

The  range  of  proportion  of  gas  dilution  between  the  lower 
and  the  upper  e.xplosive  mixture  is  least  in  the  case  of  fire-damp, 
which  may  vary  in  amount  between  5  and  13  per  cent  of  the 
total  volume  of  air;  is  greatest  in  the  case  of  carbonic  oxide^ 
which  will  explode  with  any  mixture  containing  between  13 
and  75  per  cent;  while  with  sulphuretted  hydrogen  the  variation 
lies  between  9  and  28  per  cent  of  gas  in  the  mixture.  The  gases 
are  mentioned  abo  in  the  order  of  the  decreasing  danger  of 
explosibility,  the  first  offering  the  greatest  risk.  When  the 
atmosphere  in  which  a  flame  is  immersed  contains  a  percentage 
of  gas  approaching  the  explosive  limit,  the  cap  and  nimbus  become 
large,  and  the  flame  almost  invisible.  The  rapidity  with  which 
the  ignition  b  propagated  depends  upon  the  nearness  of  the 
proportions  of  the  admixture  to  the  figures  given,  and  when 
the  maximum  explosive  ratio  as  indicated  above  is  reached,  the 
propagation  b  instantaneous,  and  the  concussiv  forco  of  the 
explosion  is  also  a  maximum;  as  the  percentage  of  gas  recedes 
from  these  ratios  or  increases  beyond  the  limiting  explosive 
proportions,  the  violence  of  the  explosion  decreases.  When 
either  of  the  gases  is  undiluted  with  air,  the  light  placed  in  con- 
tact with  it  is  extinguished.  In  other  words,  a  flame  may  be 
immersed  in  the  workings  filled  with  lire-damp;  and  if  the  line 
of  demarcation  between  the  air  and  the  gases  is  "sharp,"  no 
explosion  will  ensue,  but  the  flame  will  enlarge  and,  after  a  little 
fluttering,    become    extinguished.     This   is   equally   true   of   the 
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other  gases,  though  the  percentage  of  their  accumulation  in 
mine-workings  is  so  low  and  their  diffusion  so  perfect  that  no 
undiluted  accumulation  of  them  is  likely  to  ensue.  When  igni- 
tion or  explosion  takes  place,  the  products  of  combustion  are 
termed  the  "after-damp." 

But  one  means  is  available  for  the  prevention  of  excessive 
accumulj^tions  of  explosive  gases,  and  this  consists  in  supplying 
a  copious  volume  of  air  and  a  thorough  system  of  distribution 
which  will  dilute  the  noxious  emanations  below  the  danger-line. 
This  will  require  careful  examination  daily  of  all  suspected 
places  and  the  enforcement  of  rigid  discipline.  The  airways 
must  be  ample  in  area  to  allow  the  requisite  volume  of  air 
to  pass  without  producing  a  current  of  high  velocity.  In  mines 
using  the  common  Davy  or  the  Clanny  lamps,  the  maximum 
velocity  admissible  is  300  feet  per  minute.  Where  bonneted 
lamps  are  in  use  the  velocity  may  be  800  feet  without  fear  from 
explosion.  Immunity  from  explosions  is  possible  only  by  ad- 
herence to  these  requirements  and  care  in  the  use  of  blasting 
agents. 

Black  Damp;  After-damp.  —  This  residual  gas,  after  an 
explosion  or  ignition  of  gas,  will  extinguish  a  flame  because  of 
the  deficiency  of  oxygen,  and  is  theoretically  composed  of  52 
per  cent  of  nitrogen  and  48  per  cent  of  carbonic  acid.  The  per- 
centage of  mixtures  of  oxygen,  nitrogen,  and  carbonic  acid  in 
an  atmosphere  extinctive  of  flame  is  almost  identical  with  that 
of  the  air  expired  from  the  lungs  of  men.  Dr.  F.  Clowes,  as  the 
result  of  a  series  of  experiments  in  relation  to  the  lighting  of 
mines  and  the  behavior  of  lamps,  has  ascertained  that  the  per- 
centage composition  of  the  residual  atmosphere  in  which  flame 
was  extinguished,  is,  oxygen  15.7,  nitrogen  81.1,  carbonic  acid 
3.2,  while  that  of  the  average  exhaled  air  is  oxygen  16.15,  nitro- 
gen 79.9,  and  carbonic  acid  3.95. 

Respiration  in  such  an  atmosphere  is  diflicult,  and  produces 
unconsciousness,  followed  by  marked  panting  in  the  effort  to 
supply  oxygen  to  the  lungs.  The  countenance  becomes  swollen 
and    livid,   the    features   distorted,   the    eyes    protrude,    and    as 
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asphyxia  is  pronounced,  there  is  a  sudden  cessation  of  the  pul- 
sations of  the  heart  and  of  respiration. 

Usually  some  steam  and  carbonic  oxide  exist  in  the  after- 
damp in  proportions  varying  with  the  temperature  of  explosion 
and  the  initial  proportions  of  air  and  explosive  gas.  In  the 
presence  of  the  latter,  even  in  minute  quantity,  is  the  gravest 
danger.  A  reduction  of  oxygen  to  14  per  cent  or  below  also 
causes  disastrous  results. 

To  the  presence  of  this  carbonic  acid  is  attributed  the  loss  of 
many  lives  in  a  mine  explosion — more,  in  fact,  than  are  the 
result  of  its  concussion  or  of  contact  with  its  flame.  The  per- 
fectly natural  appearance  of  the  body,  lying  often  by  a  lamp 
still  burning,  proves  the  cause  of  death  to  be  some  insidious 
poison  which  is  combustible,  not  asphyxiation  or  concussion. 
All  members  of  rescuing  parties  entering  the  workings  thereafter 
should  take  due  precautions  against  the  inhalation  of  this  carbonic 
oxide  gas. 

Treatment  for  Asph3rxiation. — Persons  overcome  by  any 
gas  may  be  revived  by  blowing  oxygen  into  one  of  the  nostrils, 
the  other  being  closed,  and  by  inducing  artificial  breathing. 
Epsom  salts,  and  water  acidulated  with  vinegar,  are  better  than 
alcoholic  stimulants.  The  warmth  of  the  body  should  be  kept  up, 
and  mustard  plasters  applied  over  the  heart  and  around  the 
ankles.  If  these  produce  no  effect,  recourse  must  be  had  to 
blood-letting  from  the  foot  or  jugular  vein,  and,  as  a  last  resort, 
an  opening  into  the  trachea,  through  which  pure  air  is  forced. 

Those  overcome  by  the  inhalation  of  carbonic  oxide  can 
be  resuscitated  only  by  prompt  action  and  a  copious  supply  of 
pure  oxygen  to  the  lungs. 

The  Force  of  the  Explosion. — Two  volumes  of  marsh-gas 
(CH4)  combine  with  19  vols,  of  air  and  develop  23,550  heat- 
units,  giving  a  temperature  of  6064°  F.  (6525°  absolute)  and 
a  pressure  of  185.3  ^^s.  per  square  inch.  If  m  be  the  weight  and 
c  the  specific  heat  of  a  gas,  the  heat  required  to  raise  it  /°  is  ex- 
pressed by  mic.  To  raise  the  2.75  lbs.  of  COj,  14  Ihs.  of  N  and 
2.25  lbs.  of  water  from  52°  F.  to  /°  F.  require 
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2.75  X0.1711/  =0.470/; 
14       X0.1740/  =2.418/; 

and 

2.25(160+990)+ 2.25  X0.2675/  =0.602/+  2587; 
whence 

0.470/+2.418/+0.602/+ 2587  =23,550. 

The  force  of  the  explosion  of  two  volumes  of  marsh-gas 
developing  23,550  heat-units  may  be  ascertained  to  be  nearly 
30,000  lbs.  per  square  foot  by  the  following  analysis: 

Assuming  the  initial  temperature  of  the  marsh-gas  and  the 
mine  air  to  be  62°  F.  or  523°  absolute,  because  it  requires  3.886 
heat-units  to  raise  the  aggregate  products  of  combustion  one 
degree,  the  degrees  to  which  the  final  gaseous  products  of  com- 
bustion will  be  raised  are 

23»5So- 3-886  =6064°  F. 

The  volume  which  these  products  seek  to  occupy  is 

(523+ 6064°)  -^  5  23  =  1 2 .6  atmospheres. 

12.6X14.7  per  square  inch  equals  26,671  lbs.  per  square  foot. 

The  Barometric  Relation  of  Explosions. — ^An  attempt  has 
been  made  to  hypothecate  a  relation  between  the  periods  of  gas 
outbursts  and  the  movements  or  seasons  of  low  barometer,  has 
failed  to  show  any  connection.  A  falling  barometer  has  not 
invariably  been  followed  by  a  heavy  discharge  of  gas,  nor  does 
a  study  of  the  tables  show  its  unfailing  precedence  to  the  evolu- 
tion. While  laying  stress  on  the  acknowledged  fact  that 
December  is  the  worst  month,  there  appears  to  be  no  "oflF  day" 
for  explosions,  which  are  equally  abundant  on  any  day  of  the 
week.  An  excessively  low  barometer  at  the  sea-level  is  28.3 
inches — a  fall  of  only  6  per  cent  of  the  total  pressure,  and  of 
but  I  per  cent,  or  less,  of  the  pressure  of  the  magazine  gas.  Upon 
the  emissions  from  the  pores  of  the  coal  and  from  goaves  the 
effect  of  a  barometric  depression  is  noticeable.     But  even  here 
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an  acre  of  ground  of  standard  thickness  will,  with  a  barometric 
fall  of  o.i  inch,  exude  only  i8  cubic  feet  of  mixture  for  every  25 
yards  of  length  of  face'  exposed. 

A  tabulation  of  the  barometric  variations  with  reference 
to  mine  explosions  was  made  in  Westphalia,  during  1896,  with 
the  result  that  of  the  42  explosions  recorded  41  are  attribute  J 
to  fire-damp  alone,  while  in  one  of  them  coal-dust  participated; 

■ 

out  of  the  total  number,  27  happened  when  the  air  pressure 
showed  a  tendency  to  fall  suddenly  or  was  at  its  minimum, 
while  in  the  15  others  the  air  pressure  was  at  maximum,  or  showed 
a  tendency  to  rise.  As  regards  the  places  where  they  occurred, 
the  explosions  are  divided  into  eight  in  exploring  or  preparatory 
•workings  in  rock,  26  in  preparatory  workings  in  coal,  and  eight 
an  the  actual  getting  of  coal,  while  the  gas  issued  slowly  in  28 
and  suddenly  in  14  cases. 

The  Diffusion  of  Gases. — It  is  fortunate  that  the  gases  evolved 
from  coal  or  produced  by  the  various  processes  of  decomposition, 
combustion,  and  exhalation  do  not  accumulate  in  separate  layers 
in  the  workings,  with  the  heavier  gas  at  the  bottom  and  the  lighter 
one  near  the  top,  except  in  abandoned  places  where  the  air  is 
allowed  to  stagnate;  but  instead  of  this  even  a  little  circulation 
-will  set  up  an  individual  motion  of  the  separate  particles  of  the 
:gases,  by  which  they  become  gradually  diffused  throughout  the 
mass  until,  after  sufficient  time  has  elapsed  for  the  purpose, 
they  are  found  intimately  blended,  whatever  may  be  their  relative 
•densities.  This  is  not  a  chemical  mixture,  but  a  purely  mechanical 
blending,  depending  upon  the  relative  tensions  of  the  gases. 
"The  rapidity  of  this  diffusion  into  atmospheric  air  is  inversely 
proportional  to  the  square  root  of  the  density  of  the  penetrating 
gas.  Marsh-gas,  therefore,  mixes  most  readily  with  the  air, 
carbonic  oxide  not  quite  so  readily;  sulphuretted  hydrogen  less 
so,  and  carbonic  acid  making  with  difficulty  an  intimate  mixture 
with  air.  This  principle  of  diffusion  is  an  exceedingly  valuable 
one  to  the  safety  of  the  mine  and  the  purity  of  its  air,  since  the 
more  ready  the  diffusion  of  the  gas  the  more  easily  will  the 
^as  be  cleared  away.    Thus,  by  the  creation  of  an  air-current 
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throug^iocct  the  working  the  gases  are  mixel  wfth  die  drax- 
latmg  pure  air,  are  dibited,  and  swept  oat  of  t&e  mfne. 

Ttti6mg  Wat  Air  far  GcSw — The  axufituxi  of  the  cx)al  work- 
ings ts  usualhr  examined  and  tested  daily  hj  the  fire-bossy  ooe 
of  whose  duties  consists  in  ascertaining  the  degree  of  saturatioQ 
of  the  mine  air  at  everr  place  of  work  before  the  men  are  per- 
mitted to  enter.  The  test  is  made  by  a  candle  or  safety-lamp, 
the  flame  of  wiiich  gives  evidence  of  the  presence  of  an  acctimula- 
tion  of  combustible  gas.  This  method  requires  a  skilfoL  steady 
hand  and  consickrable  nerve.  Shading  the  flame  of  a  candle  or 
lamp  with  one  hand,  and  raising  it  upward,  the  fire-boss  watches 
the  befaa\'ior  of  the  light.  If  any  inflammabk  gas  is  present, 
the  flame  eknigates  and  becomes  smoky.  In  this  e^-ent  the 
test  ceases,  the  flame  is  lowered,  and  the  fire-boss  withdraws. 
The  face  of  the  coal  or  the  room  showing  these  symptoms  of 
danger  is  then  supplied  with  more  air,  the  employees  being  mean- 
while barred  from  entr}'  to  the  place. 

The  Hei|^t  of  the  Flame  in  Gas. — A  gas  gives  e\'idence  of  its 
presence  upon  a  flame  immersed  in  it  by  the  elongation  of  the 
flame,  surrounded  by  a  blue  nimbus  or  aureole.  The  more  vola- 
tile the  illuminaling-oil  used  in  the  lamp,  the  more  sensitive  is  the 
flame  to  the  presence  of  these  gases.  Thus  naphtha,  benzine, 
and  kerosene,  in  the  order  named,  are  far  more  sensitive  indi- 
cators of  gas  than  i^  the  hea\y  lard-oil. 

The  Height  of  the  Cap  on  the  light  of  an  ordinan-  safety-lamp 
dcyxrnds  u[x:)n  the  percentage  of  gas  to  that  of  air  in  the  mix- 
ture. By  observing  the  height  one  may  determine  the  ap- 
proximate percentage  as  follows:  Divide  the  constant  94,000 
by  the  height  of  the  cap  in  eighths  of  an  inch  and  take  the  cube 
rrK)t  of  the  quotient.  Thus,  when  a  blue  cap  is  found  in  a  mix- 
ture under  test  to  be  2  inches  in  height,  then  the  cube  root  of 
94,000  divided  by  16  equals  18.  In  other  words,  there  are  18 
parts  of  air  to  i  of  gas.  If,  in  another  test,  the  length  of  the 
blue  cap  be  only  J  of  an  inch,  then  there  will  be  46  parts  of  air 
to  1  of  gas. 

Testing    Lamps. — Ordinary  safety-lamps  do   not   reveal  the 
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presence  of  a  quantity  of  gas  leas  than  2  per  cent.  The  Hcpple- 
wite-Gray  is  more  sensitive  than  the  unbonncted  Di^y  or  Clanny. 
It  bums  benzoh'nc,  and  shows  a  cap  J  inch  high  in  the  presence 
of  I  per  cent  of  CH^.  The  Picler  spirit-lamp  is  always  a  good 
gas-tester,  which  in  air  containing  J  per  cent  of  combustible  gas 
ivill  give  evidence  of  it  in  a  cap  i  inch  high.  The  Wolf  safety- 
lamp,  burning  naphtha,  shows  a  \'cry  conspicuous  halo  when 
placed  In  a  mixture  of  tire-damp  and  air;  in  a  mixture  of  J  per 
cent  of  gas  the  flame  is  i\  inches  in  height,  and  in  2J  per  cent 
of  gas  the  flame  is  broader,  ant!  may  even  be  extinguished.  The 
Beard-AIackie  lamp  carries  a  graduated  scale  making  the  height 
of  the  cap  visible.  A  bent  inverted  U  rod  has  platinum  wires 
stretched  across  the  arms,  at  suitable  intervals,  which  become 
luminous  by  contact  with  the  flame.  The  highest  wire  furnistics 
the  guide  to  the  test. 

The  Shaw  Gas-testing  Apparatus  recognizes  the  presence  of 
explosive  gas  and  is  used  for  an  approximate  test  of  mine  air. 
It  meets  with  fa\'or  where  the  exact  analysis  of  ihc  mine  atmos- 
phere is  not  required.  \\Tiile  the  apparatus  is  capable  of  demon- 
strating the  quantity  of  explosive  gas  in  the  atmosphere,  it  is  inca- 
pable of  distinguishing  between  them,  and  thus  fails  to  furnish 
any  clew  as  to  the  variety  of  gas  therein  contained.  Of  other 
detectors,  those  depending  upon  the  difference  in  densit)'  of  the 
gases  are  unreliable,  because  changes  of  temperature  will  pro- 
duce similar  results.  Aitken's  indicator  is  ingenious,  but  not 
much  more  reliable.  Its  thermometer  is  coated  with  platinum- 
black,  and  plaster  of  Paris,  and  when  exposed  to  fire-damp 
becomes  heated.  If  the  difference  of  temperature  between  it 
and  the  normal  air  always  bore  a  comparable  ratio  to  the  per- 
centage of  fire-damp  contained,  it  would  work  well.  The  special 
forms  of  gas-detectors  do  not  serve  for  illumination. 

The  Amount  of  Air  Required  for  Combustion. — In  attempt- 
ing to  specify  the  amount  of  air  required  for  proper  ventilation 
of  a  mine,  we  are  treading  upon  uncertain  ground.  Within 
close  limits  we  may  ascertain  the  amount  required  for  the  vital 
chemical  purposes  of  horse,  light,  and  man.     A  pound  of  carbon 
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requires  for  complete  combustion  2  J  lbs.  of  oxygen,  and  pro* 
duces  35  lbs.  of  CO,.  Hence  the  ordinary-sized  mining-candle 
bums  up  1 1.8  cu.  ft.  of  air,  and  discharges  3  cu.  ft.  of  CO,. 
Eminent  medical  authorities  state  that  a  man  consumes  about 
I  cu.  ft.  of  air  per  minute,  converting  the  life-giving  principle 
into  2.1  cu.  ft.  of  CO3  per  hour.  The  respiration  of  a  horse 
is  about  13  cu.  ft.  CO,  per  hour.  The  deflagration  of  a  pound 
of  explosive  produces  about  2.6  cu.  ft.  According  to  Angus 
Smith,  two  hewers  using  a  J-lb.  candle  and  12  ounces  of 
powder  produce  25  J  cu.  ft.  CO2  in  a  shift. 

The  amounts  of  air  sufficient  to  satisfy  the  conditions  of  com- 
bustion during  the  generation  of  the  respective  amounts  of  CO, 
are  small,  and  if  the  exhalations  were  instantly  removed,  the 
theoretical  chemical  supply  would  suffice.  But  the  air  in  the 
confined  spaces  of  mine-workings  is  somewhat  stagnant,  and 
the  atmosphere  is  further  deteriorated  by  the  exhalations  from 
man  and  beast.  Some  of  these  are  not  easily  detected  chemically^ 
but  are  more  deleterious  than  CO,,  which  is  not  the  sole  test 
of  vitiation. 

The  Amount  of  Air  Required  for  Ventilation. — ^Thc  hot^ 
noisome  emanations,  the  poisonous  exhalations,  the  unconsumed 
azotic  gases,  and  the  exuding  pent-up  gases  from  the  coal  must 
be  rendered  comparatively  harmless.  This  requires  a  large 
volume  of  air  for  their  dilution  and  renewal.  Pure  dry  air  con- 
tains, by  volume,  21  per  cent  of  oxygen,  O,  and  79  per  cent  of 
nitrogen,  N;  and  every  1000  cu.  ft  of  it,  weighing  nearly  81 
lbs.,  contains  only  about  18.7  lbs.  of  the  life-supporting  con- 
stituent, the  remainder  being  matter  inert  in  its  physiological 
effects. 

To  furnish  2§  lbs.  of  oxygen  for  a  pound  of  carbon  would 
require  142.2  cu.  ft.  of  air  for  combustion  alone.  To  dilute 
the  carbonic  acid  produced  to  a  wholesome  degree,  it  will  require 
2260  cu.  ft.  for  each  pound  of  carbon. 

Judging  by  the  rough  test  afforded  by  the  sense  of  smell,  the 
air  of  a  room  ceases  to  be  wholesome  when  it  contains  more  than 
6  parts  of  COj  in  10,000.     And  to  preserve  the  lowest  standard 


tolerated  by  sanitarians,  i  in  10,000,  the  supply  will  be  propor*  1 
tioned  as  follows:   59  cu.  ft.  per  hour  per  light;   4585  per  horse;  ■ 
9193  per  pound  of  powder;   and  1500  per  man  employed.     Com- 
petent writers  vary  in  this  matter,  and  the  statutes  of  the  various 
States  differ  in  their  requirements  (55  to  300  cu.  ft.  per  man  per 
minute).     But  the  allowance  for  a  mine  cannot  be  based  on  the 
single  per-capita  element,  for  it  will  be  seen  later  that  the  friclion 
or  "drag"  of  air,  in  moving  through  headings  and  along  fan 
which  increase  with  the  developments,  diminishes  the  volume  cf  I 
air  actually  allowed  to  move-     Moreo\-er,   the  emission  of  1 
from  the  strata,  proirortional  to  the  area  exposed  and  the  char-  ] 
acter  of  the  coal,  constitutes  another  and  constant  source  of  pollu- 
tion.    In  all  preparatory  and  prospecting  work  in  virgin  ground  | 
an  extra  allowance  of  fresh  air  is  necessary.     Cognizance  must! 
be  taken  of  this  unfailing  source  to  the  extent  of  an  hourly  allow-  | 
ance  of  0.3  cu.  ft.  of  air  jwr  square  foot  of  working  face,  in  a  dry, 
dust)',  fierj'  mine.     For  a  non-gaseous  scam  o.i  cu.  ft.  will  suffice, 
Some  property-owners  allow  also  200  cu.  ft.  of  air  per  hour  for 
every  acre  of  goaf.     For  the   eruptions   from  the  magazines  no 
provision  can  be  made  except  vigilance  and  discipline. 

The  Water-gauge  (Fig,  154)  consists  of  a  U  tube  whose  arms 
contain  water  and  are  provided  with  measured  scales  graduated 
to  inches  above  and  below  the  normal  of  the  water  in  the 
columns.  If  a  gauge  be  inserted  through  the  stopping  (Fig. 
155)  separating  the  bottoms  of  two  ventilating-shaits  of  the 
mine,  the  water  will  remain  at  a  normal  level,  if  the  tempera- 
tures and  tensions  of  the  gas  and  air  in  the  two  shafts  be  equal; 
but  if  by  any  cause  the  tension  or  temperature  be  changed  in 
either  shaft,  the  ensuing  difference  in  pressures  will  be  com- 
municated to  the  connecting- arms  of  the  water-gauge  in  such 
manner  that  the  cool  or  denser  air  will  force  down  the  water  column 
in  the  arm  on  its  side  of  the  stopping  and  elevate  the  water  column 
on  the  opposite  side.  This  difference  in  level,  m,  is  read  on  the  at- 
tached scale  and  represents  the  motive  column,  M,  which  is  capable 
of  producing  motion.  If,  now,  this  excessive  pressure  may  be 
allowed    to    expend    itself    in    producing    motion    through    the 


♦M 


MAXTAL  OF  JTT.V/.Va 


vjtkioB  at  die  "wn^,  id  circiihliiig  tbe  air  vlikii  akaitttciT 
is  dudiarged  ihroi^  the  It^iicr  cnhmm  ol  upcast,  the 
Itvd  of  the  waler  in  the  page  vill  fall  slS^ulr  antfl  cqaiKb- 
riam  viO  be  f<*jhlUly«1,  vfaen  as  diSerenfr  in  krd  vOl  Rp- 
mrat  the  diffeieocc  in  pasean,  p,  at  the  bottom  of  the  two 
shafts  on  either  sde  of  the  stopfw^.  The  excESsvr  pfcsEme, 
P,  is  expended  in  dotog  votk  of  two  kinds:    (1}  i 
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the  friction  to  the  passage  of  the  current  of  air  througfa  the  work- 
ings, from  one  shaft  to  the  other,  and  (2)  in  creaiing  motion. 
The  latter  work  is  measured  by  the  velocity  of  the  outgoing  cur- 
rent, the  former  is  measured  by  the  height  of  the  water  in  the 
gauge,  Fig.  154,  or  the  manomclric  depression,  m.  Its  dif- 
ference in  level  constituting  the  water-gauge  reading,  measures 
the  force  which  is  required  to  drive  the  air  through  the  mine. 
It  measures  the  loss  due  to  friction  or  the  "drag"  of  the  mine. 
Be  the  quantity  of  air  large  or  small,  it  gives  no  measure  of  that 
volume,  but,  paradoxical  though  it  may  seem,  only  of  the  power 
of  the  ventilator. 

The  Hine  Resistance  — The  resistance  of  the  mine  is  a  dehnite 
quantity,  and  bears  no  relation  to  the  capacity'  or  qualities  of  the 
ventilating  appliances  or  methods.  The  water-gauge,  there- 
fore, which  measures  this  resistance  is  a  "function  of  the  mine," 
and  by  it  may  be  determined  the  relative  efficiency  of  the  mine  to 
pass   air   through   its   ways.     The   water-gauge   reading   in   the 
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majority  of  mines  varies  between  i  inch  and  3  inches.  Few 
have  a  larger  resistance.  The  mine  with  airways  of  large  cross- 
sectional  area  and  with  a  well-distributed  current  should  have  a 
water-gauge  reading,  or  resistance,  not  exceeding  i  inch  for  each 
hundred  thousand  cubic  feet  circulating  through  it.  The  mine 
having  a  larger  ratio  of  water-gauge  reading  than  this  either  has 
airways  of  insufficient  size  or  is  not  receiving  the  current  prop- 
erly regulated. 

The  Equivalent  Orifice  of  the  Mine. — ^The  resistance  of  the 
mine  to  the  passage  of  an  air-current  is  often  expressed  in  the 
term,  the  equivalent  orifice  of  the  mine.  By  this  is  understood 
the  area  of  a  thin  orifice  which  offers  a  resistance  to  the  passage 
of  a  current  of  the  same  volume,  Q,  equal  to  that  which  is  cir- 
culating through  the  mine.  The  equivalent  orifice  of  the  mine, 
A,  bears  a  certain  ratio  to  the  quantity,  Q,  and  to  the  water- 
gauge  reading,  tn,  which  is  variously  expressed  by  different 
authors,  the  general  formula  being 

a=CQ^\/fn, 

the  value  for  C  varying  between  0.00037  ^^^  0.00066.    That 
usually  taken  in  calculations  is  0.0004. 

The  equivalent  orifice  of  most  mines  varies  between  10  and 
100  sq.  ft.  Inasmuch  as  water  is  about  833  times  as  dense  as  an 
equal  volume  of  air,  the  column  depressed  in  the  water-gauge 
corresponds  to  a  height  of  833m  inches  of  air  at  62°  F.  and  30 
inches  barometer;  the  head,  M,  of  air  measured  in  feet,  to  which 
the  manometric  depression  is  due,  is 

M  =  69.4m. 

The  value  for  the  corresponding  differential  pressure,  P, 
in  pounds  per  square  foot,  is 

P  =  5.184m. 

Example. — ^How  does  the  efficienqr  of  a  mine  carrying  178,000  cubic  feet 
of  air  compare  with  another  having  284,800  cubic  feet  per  minute?  Thi 
water-gauge  readings  are  2.7  inches  and  3.4  inches,  respectively. 

0.0004X17,8000  ,  , 

a= 7= =  43-30  square  feet; 

V2.7 
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0.0004X2^4,800 


3-4 


««  61.78  square  feet. 


Tbdr  relative  effidendes  are  0.70184:1,  respectively. 

The  following  table  illustrates  the  rate  of  decrease  of  water- 
gauge  in  two  mines,  respectively,  carrying  30,000  and  100,000 
cu.  ft.  of  air  per  minute  for  various  equivalent  mine  orifices. 


Water  Gauge.  Inches. 

Water  Gauge.  Inches. 

Equivalent 
Orifice, 

Equivalent 
Orifice. 

Square 
Feet. 

30,000 
Cubic  Peet 

100,000 
Cubic  Peet 

Square 
Feet, 

30,000 
Cubic  Peet 

100.000 
Cubic  Peet 

Air. 

Air. 

Air. 

Air. 

5 

2.56 

•    •    «    • 

25 

0.23 

2.56 

10 

1.44 

16.00 

30 

0.16 

1.78 

15 

0.64 

7. II 

40 

•  •   •   * 

1. 00 

18 

0.45 

500 

50 

•   •   •  • 

0.64 

20 

0.36 

4.00 

100 

•  •  •  • 

0.16 
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CHAPTER  Xin. 

METHODS  OF  VENTILATION. 

The  Ventilation  Sjrstem. — ^To  obtain  circulation  through  the 
mine,  a  conduit  must  be  furnished  by  which  the  warmer  and 
lighter  air  may  ascend  to  be  supplanted  by  cold  or  compressed 
air  entering  by  a  different  compartment;  and  to  maintain  a 
constant  air-current  throughout  the  workings,  both  inlet  and 
outlet  must  be  afforded  for  the  air  by  means  of  two  separate 
entries  or  by  partitions  in  the  one  shaft. 

The  Ventilation  of  Single  Entries. — Shafts,  in  process  of 
sinking,  or  a  mine  having  but  a  single  entry,  may  discharge 
their  vitiated  air  through  the  wooden  air-tight  box-pipe  pro- 
vided for  the  purpose,  or,  if  there  is  small  liability  of  corrosion, 
through  a  galvanized-iron  pipe,  the  remainder  of  the  entry  furnish- 
ing the  inlet.  Because  of  the  wide  difference  in  the  areas  of 
the  two  airways  so  provided,  the  ventilation  is  not  likely  to  be 
good,  and  it  is  far  better  to  divide  the  main  tunnel  or  shaft  or 
mine  working  into  two  compartments  of  nearly  equal  area,  one 
of  which  will  ser\'e  as  an  outgoing  conduit. 

From  the  fact  that  the  current  in  a  single-entry  mine  is  con- 
tinually interrupted  by  the  other  uses  to  which  the  compartment 
is  put,  and  that  there  is  a  liability  to  injury  of  the  partition,  box, 
or  pipe,  this  plan  is  objectionable  when  a  large  volume  of  air 
is  required,  because  the  safety  of  a  great  number  of  men  is  depend- 
ent upon  this  airway  for  escape.  The  wind,  moreover,  disturbs 
the  ventilating  current;  the  movement  of  cars,  cages,  and  rock 
LT  coal  in  chutes  is  also  irregular  in  its  influence  upon  it;   and 

the  unusual  heat  from  undergroimd  steam-pipes,  engines,  etc., 
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sets  up  counter-currents,  though  any  of  the  causes  mentioned 
may  occasionally  have  a  beneficial  effect.  Thus  a  double  entry 
to  the  mine  becomes  not  only  precautionary',  but  also  impera- 
tive; and  as  the  depth  and  extent  of  workings  increase,  the 
insufficiency  of  a  single  entry  becomes  more  and  more  manifest. 
Even  metalliferous  mines  should  be  provided  with  a  double  entry, 
for  the  numerous  caves  that  have  occurred,  penning  in  dozens 
of  men  without  chance  of  escape  unless  the  rescuers  can  reach 
them  before  suffocation  ensues,  and  the  fires  that  frequently 
cut  off  the  employees  from  the  outlet  and  suffocate  them  before 
extinguishment  is  effected,  are  sufficient  arguments  in  favor  of 
double  entry,  even  if  the  necessities  for  better  air  do  not  appeal 
to  the  operators. 

Ventilation  by  Double  Entries. — ^AU  collieries  have  two  out- 
lets, separated  by  a  safe  distance  of  unbroken  rock.  The  upcast, 
advisably,  should  terminate  in  a  large  chimney,  high  enough 
that  its  draught  be  not  influenced  by  changes  of  wind  or  the 
surrounding  buildings.  The  location  of  the  two  entries,  in 
reference  to  each  other,  varies  within  wide  limits.  One  plan 
consists  in  having  them  near  together,  thus  concentrating  the 
plant.  Both  airways  being  carried  with  the  development,  the 
current  passes  through  to  the  extreme  end  of  one  and  returns  by 
the  other.  Then  as  the  work  deepens,  each  lower  lift  is  connected 
with  the  airways  of  the  upper  lift,  and  receives  ventilation  with 
its  advance.  The  other  plan  is  the  "diagonal  system,'*  the 
shafts  being  at  the  extremities  of  the  workings.  While  this  is 
well  enough  for  the  long-wall  method,  the  ventilation  must 
meanwhile  suffer  until  the  connection  has  been  made. 

Two  compartments  in  a  single  entr^'  may  be  easily  obtained 
in  coal  furnishing  sufficient  rock  from  the  roof  or  from  partings 
by  driving  a  wide  gallery  and  walling  it  up  centrally  with  the 
waste;  but  if  there  is  not  rock  enough  for  this,  two  entries  are 
carried,  with  the  usual  pillar  between  them,  having  connecting 
"throughs'*  at  inter\'als  of  less  than  loo  feet,  each  being  closed 
as  fast  as  the  next  one  is  completed.  To  ventilate  that  part 
of  each  entry  between  the  last  connection  of  the  entries  and  its 
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face,  it  is  subdivided  by  a  canvas  brattice  fastened  at  the  near 
side  of  the  "through"  and  leading  up  to  the  work.  On  either 
side  of  this  the  current  flows.  The  faces  may  be  connected  by 
pipes  through  the  door  closing  Ihe  intake  entry  without  inter- 
fering with  the  haulage.  The  practice  of  relying  u[)on  diffusion 
to  do  the  work  of  venlilation  is  pernicious.  These  remarks  also 
hold  true  regarding  the  "ihroughs"  connecting  ihe  rooms  in 
pillar  and  stall  workings,  where  diffusion  is  usually  relied  upon 
for  the  needful  amnunl  of  oxygen. 

Planning  Airways. — A  large  number  of  the  coal-mines 
depend  for  their  \-entilation  solely  upon  natural  means,  and  this 
may  suffice  in  small  mines.  But  as  the  workings  arc  extended, 
the  numerous  connections  which  are  neccssarj'  for  development 
or  convenience  of  handling  Ihe  materials  may  be  planned  £0 
serve  also  for  ventilating  ways   without   additional   cost. 

In  planning  the  direction  of  gangways  and  of  rooms  in  coal- 
mines, usually  the  question  of  haulage  is  of  the  first  considera- 
tion, unless  it  be  that  the  "cleats"  are  so  pronounced  as  lo  de- 
termine the  direction  of  work.  At  the  same  time  due  attention 
must  be  given  to  the  matter  of  ventilation,  that  the  requisite 
amount  of  air  be  given  each  working-room,  and  that  too  many 
men  be  not  dependent  upon  the  same  air-current  circulating 
through  the  mine;  whenever  the  mining  conditions  require  a 
subdi\-ision  of  the  incoming  air-current  into  small  currents,  each 
being  distributed  to  its  own  district  and  group  of  men  and  each 
separately  discharged,  it  becomes  evident  that  the  ventilation 
of  such  gaseous  mines  must  receive  special  attention,  not  only 
as  to  the  direction  in  which  the  airways  are  driven  and  their 
cross-sectional  dimensions,  but  also  as  to  the  means  of  produc- 
ing the  supply  of  air.  In  such  cases  the  fresh  air  should  be 
carried,  if  possible,  to  the  deepest  point  in  the  mine,  whence  an 
ascending  current  may  be  conveyed  through  the  workings  until 
it  is  returned  to  the  surface.  Especially  is  this  advisable  in 
sleep  coal-seams  carrying  fire-damp. 

The  venlilation  must  be  so  arranged  that  as  many  inde- 
pendent ventilation  districts  as  possible  be  provided  with  sepa- 
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rate  air-cunents;  and  espedaUv  must  each  lift  ol  workings  be 
supplied  by  the  shortest  way  with  the  necessary  quantity  of 
fresh  air,  vfrhSe  within  the  separate  lifts  of  workings  the  air- 
current  must  alwa^-s  be  ascending — except  in  cases  in  which 
the  descending  air-currents  are  not  used  for  any  further  ventila- 
tion purpose,  or  when,  in  certain  well-ventilated  working  places, 
excessive  thrust  of  the  measures  renders  ver\-  difficult  the  keeping 
up  of  special  return  airway's. 

In  metal-mines,  where  the  development  is  of  slower  growth, 
the  rock  hard,  and  a  comparatively  few  men  are  at  work,  the 
amount  of  air  required  is  small,  either  for  inhalation  or  for  the 
dilution  of  the  gases  developed  therein;  hence  a  single  shaft 
with  two  compartments  may  suffice,  the  circulation  being  left 
to  natural  sources.  This,  however,  will  be  inadequate  when 
the  shafts  and  workings  reach  a  depth  of  several  hundred  feet, 
in  which  case  other  means  must  be  employed.  The  use  of  com- 
pressed air  for  drills,  pumps,  etc.,  may  supply  the  deficienc)'  of 
pure  air  which  natural  ventilation  m^y  fail  to  furnish,  yet  a  fan, 
exhausting  the  air  from  one  outlet  or  forcing  the  air  into  the 
other,  seems  imperative  with  extensive  ivorkings. 

The  Undergroimd  Temperature. — Below  the  depth  where 
atmospheric  changes  have  no  influence,  the  temperature  of  the 
undisturbed  rock  increases  with  ever}'  increase  in  depth.  The 
depth  at  which  the  temperature  of  the  ground  will  be  found  to  be 
invariable  and  equal  to  the  natural  temperature  of  the  locality 
is  about  50  feet  below  the  surface.  Beyond  this  it  is  an  obser\'ed 
fact  that  in  all  artificial  openings  the  temperature  of  the  rocks 
increases  for  at  least  a  moderate  depth,  within  which  the  mine 
operator  is  concerned,  at  the  rate  of  about  1°  F.  for  every  68  feet 
of  depth.  This  increment  is  not  constant  for  all  localities,  nor 
indeed  for  the  same  mine,  but  generally  it  may  be  said  that  as 
we  go  down  the  temperature  of  the  mine  increases  more  or  less 
uniformly.  This  increased  heat  is  often  a  great  drawback  to 
mining,  and  will  ultimately  limit  it  apart  from  the  lesser  mechan- 
ical difficuhies.  As  to  what  would  constitute  the  limiting  depth 
to  which  mining  may  be  prosecuted,  it  can  but  be  said  that  at 
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present  several  mines,  with  the  exception  of  the  Comslock  and 
those  which  are  in  ore-bearing  districts  feeling  the  effects  of 
S"lfataric  action,  are  working  at  o\-er  4000  feet.  Regarding  the 
exceptions  stated,  it  is  certain  that  unless  some  means  be  discov- 
ered for  rendering  their  lower  levels  habitable,  the  limit  of  mining 
depth  is  soon  reached.  It  is  slated  that  a  2800-foot  level  of  the 
Yellow  Jacket  Mines  has  been  abandoned  because  of  the  exces- 
sive Lemperalurc,  in  many  rooms  of  which  the  miner  is  com- 
pelled to  return  to  a  cooling  station  after  laboring  only  twenty 
minutes. 

An  interesting  report  bearing  upon  this  question  of  the  rate  of 
increase  of  temperature  with  the  depth  of  sublerranean  explora- 
tions, made  by  a  sub-commitlee  of  the  Royal  Commission  on 
Coal,  reaches  the  following  conclusions:  That  the  limit  of  depth 
to  which  mining  is  possible  depends  upon  human  endurance  of 
high  temperature,  and  upon  the  extent  to  which  it  would  be  possi- 
ble to  reduce  the  temperature  of  the  air  which  comes  in  contact 
with  the  healed  rocks;  that  there  is  no  limit  caused  by  considera- 
tions of  a  mechanical  nature  as  to  the  size  of  rope  for  hoisting- 
engines,  nor  by  any  consideration  of  the  enhanced  expenditure  for 
shaft  sinking,  for  haulage,  or  for  pumping.  Regarding  the  latter, 
the  experts  testifying  before  them  demonstrated  that  water  is 
seldom,  if  ever,  met  with  in  large  quantities  at  great  depths  in 
mines.  It  therefore  appeared  that  this  increase  in  temperature 
is  the  only  element  needing  consideration  regarding  the  limits  of 
prospective  sinkings  or  workings. 

A  summarj-  of  the  results  of  temperature  observations  made 
under  the  direction  of  the  British  Commission  Committee  shows 
the  mean  increase  of  temperature  per  foot  to  Ix;  0.01563,  or  1°  F. 
in  64  feet,  the  extremes  being  0.0077  in  the  Bootle  water-works 
bore-holes,  and  0.025  in  the  Carrickfergus  shaft.  At  the  .\del- 
berl  shaft,  Prussia,  observations  five  times  a  month,  in  different 
levels,  for  a  year,  could  deduce  no  regular  law  of  increase;  at  the 
30th  level,  3200  feet,  the  Icmperalure  was  98°  F. 

Natural  Ventilation. — The  temperature  of  the  air  inside  the 
mine  differs  from  that  outside.    The  mass  which  is  the  warmer 
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wiB  riae,  enabling  the  colder  mass  to  falL  CirculatioQ  is  estab- 
lished so  long  as  tids  difference  extsls. 
So  that,  if  two  openings  be  made  and 
connected  beloir.  a  current  will  be  estab- 
lished down  the  lower  and  shorter  open- 
ing in  winter,  and  up  the  same  durii^ 
the  summer,  as  the  arrows  ^Fig.  156) 
marked    S    indicate.      In    winter   the 


i 
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Fir„  If 6— TV  Circulatko  of  direction  of  the  current  IcOo^irs  that  of 
^  Currenu  in  SumnKT  ^oA  the  arrows,  W.   The  amount  (rf  air  thus 

Hmter, 

Set  mto  circulation  bv  the  changes  of  the 
exterior  temperature  will  depend  upon  the  relative  difference  of 
temperature  between  the  mine  and  surface,  and  also  upon  the 
depths  of  the  shafts.  Wlien  these  differences  are  slight  it  is  not 
casj'  to  predict  the  direction  which  the  current  will  take.  As,  for 
example,  in  the  fall  and  spring  it  will  fluctuate  from  one  to  the 
other.  WTien,  however,  these  differences  are  great,  a  current 
will  be  set  up  which  tends  to  continue  in  the  same  direction  so 
long  as  these  differences  remain.  Thus  in  summer  the  current 
will  follow  fFig.  156)  the  arrows,  5;  in  the  fall  little  or  no  current 
will  Ix:  set  up;  in  the  winter  the  current  will  reverse  and  follow 
the  arrf)ws,  H';  in  the  spring  the  conditions  are  again  nearlv 
balanced,  anrl  little  current  will  flow.  When  the  shaft  attains  a 
rlepth  of  800  feet,  the  subterranean  air  is  always  hotter  and 
lighter  than  the  surface  air  at  any  season;  and  unless  the  two 
outlets  have  a  great  difTerence  in  elevation,  an  uninterrupted 
current  will  continue,  without  fear  of  reversal,  down  the  lower 
and  shorter  opening. 

While  this  method  may  be  universally  practised  under 
favorable  conditions  in  metal-mines,  it  is  evident  that  in  col- 
lieries one  danger  arises  from  the  reversal  of  current,  for  at  one 
time  the  current,  following  the  arrows  marked  5,  carries  the  air 
through  the  gangways,  whence  it  is  distributed  among  the  work- 
rooms, to  be  relumed  to  the  surface  by  way  of  the  longer  and 
deeper  shaft;  but  during  the  other  season  the  air  may  follow 
the  arrows  marked  Wj  thus  entering  the  working  places  first,  and 
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departing  thence  through  the  gangways,  making  its  exit  by  the 
lower  or  shorter  shaft.  If,  now,  there  be  a  number  of  abandoned 
rooms  or  goaves  connected  with  the  working-rooms,  it  is  mani- 
fest that  in  the  latter  season  the  air  must  pass  through  them  first 
before  reaching  the  men  at  work,  and  thus  carry  noxious  gases 
with  the  current  to  spread  calamity  by  explosion  or  fire.  Again, 
the  fact  that  no  air  will  circulate  during  the  vernal  seasons  would 
render  the  provision  for  supplementary  means  of  ventilation  im- 
perative. Air-currents  which  have  served  for  ventilating  pre- 
paratory workings  or  prospecting  drifts  in  the  virgin  seam  never 
should  pass  over  stalls  or  working  places  where  men  are  engaged, 
on  its  way  to  the  air-level. 

The  Tension  of  the  Atmosphere. — ^The  air  possesses,  in 
common  with  all  other  gases,  in  consequence  of  the  repulsion 
between  its  molecules,  a  tendency  to  expand  into  a  greater  space. 
This  indefinite  expansion,  by  reason  of  which  every  gaseous 
fluid,  not  restricted  by  an  extraneous  force,  continues  to  expand 
to  the  tenuity  of  interstellar  space,  results  in  the  creation  of  an 
air-current  whenever  by  an  increase  of  temperature  or  a  diminu- 
tion of  pressure  the  given  mass  of  air  expands  in  opposition  to  the 
attraction  of  the  earth  and  rises  into  the  upper  strata.  This 
upward  flow  will  continue  so  long  as  the  gas  expands  until  the 
resistance  encountered  by  it  is  equal  to,  or  greater  than,  the 
repulsion  among  its  molecules.  It  is  this  readiness  with  which 
gases  tend  to  adjust  themselves  to  the  varying  conditions  of 
temperature  and  pressure  that  plays  so  important  a  part  in  mine 
ventilation.  The  tension  of  a  gas  increases  with  its  compression, 
and  the  density  of  a  given  mass  of  air  is  proportional  to  its  tension. 

The  Weight  of  Air. — This  may  be  calculated  for  different 
temperatures  and  barometric  pressures  by  the  following  formulae: 

The  volumes,  u,  assumed  by  a  given  weight  of  a  gas  are 
inversely  as  the  corresponding  pressures  per  unit  of  surface, 
provided  the  temperature  remains  constant: 

If  the  temperatures  change  while  the  pressures  are  constant, 
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the  volumes,  reduced  to  absolute  zero  (— 46i®F.)i  will  be  found 
to  vary  proportionally. 

uiu:  :46i+/:46i+  T; 

/  and  T  being,  respecti\'ely,  for  up  and  1/  ^,  Fahrenheit  readings. 
The  weight  of  a  cubic  foot  of  air  at  a  temperature  /  and  a 
barometric  pressure  B,  in  inches  of  mercun-,  is  obtained  by  the 
following  formula,  and  at  a  temperature  T,  is  W ,  expressed  as 
follows: 

^^"461+/'     ^~46i  +  r 

A  table  of  weights  of  air  for  various  temperatures  and  a  con- 
stant pressure,  5,  will  be  found  in  Chapter  IX. 

The  Production  of  Draught. — ^The  energy  in  a  mass  of  air 
compressed  to  a  certain  degree  may  be  measured  by  the  work 
restored  by  it  in  expanding,  and  this  energy  may  be  converted 
into  motion  producing  a  current,  or  it  may  result  in  a  pressure 
when  that  tendency  to  motion  is  resisted,  or  when  the  motion 
is  suddenly  arrested. 

That  portion  of  the  energy  stored  up  in  the  air  which  is 
expended  during  its  expansion  in  d)Tiamic  effect  causes  a 
**wind"  or  "draught/*  the  velocity  of  which  depends  upon 
the  difference  in  tension. 

Whether  the  difference  in  tensions  is  produced  by  change  of 
temperature,  or  of  pressure,  the  velocity  acquired  by  any  gas  is 


^x/ 


in  which  H  is  the  head  due  to  the  difference  between  the  ten- 
sions, or  densities,  of  the  initial  state  of  the  cool  or  compressed 
gas  and  the  final  state  of  the  hot  or  expanded  gas.  Atmos- 
pheric air,  at  a  barometric  pressure  of  29.92  inches,  at  a  tem- 
perature of  32°  P.,  when  flowing  into  a  vacuum,  attains  a  velocity, 
in  feet  per  second,  which  is  equal  to 
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V=V2^=8.02-^  — 


W 


.8.o2J^^i?^^  =  10758.9  feet. 
\  0.00118  '^   ^ 


The  total  diflference  of  pressures  per  square  foot  is  represented 
by  P  in  pounds,  and  the  weight  of  a  cubic  foot  of  the  warmer 
or  attenuated  gas  by  W, 

So,  too,  the  velocity  with  which  compressed  air  or  steam 
escaping  freely  from  a  pipe  or  other  reservoir  of  the  same  may 
be  ascertained,  the  value  to  be  supplied  for  fl",  the  head  to  which 
the  velocity  will  be  due  being  equal  to  the  pressure  in  pounds 
per  square  inch  under  which  the  gas  exists,  multiplied  by  144 
and  divided  by  the  weight  in  pounds  per  cubic  foot  of  the  ex- 
hausted fluid. 

The  Motive  Coltimn. — ^This  is  the  head  producing  motion. 
When,  however,  two  masses  of  air  of  equal  height  but  of 
different  tensions,  p  and  f,  are  exerting  a  pressure  upon  one 
another  through  a  connecting  conduit,  the  resulting  difference 
in  pressure  per  unit  of  area  of  base  measures  the  motive  force, 
in  which  case  P  is  the  total  difference  of  aerostatic  pressure  in 
pounds  per  horizontal  square  foot  of  sectional  area  of  base,  and 
W  the  weight  per  cubic  foot  of  the  rising  column  of  air. 

If,  then,  a  column  of  air  at  /®F.,  D  feet  high,  with  a  base 
of  one  square  foot,  be  heated  to  T^  F.,  its  new  height  would  be 
greater  by  some  quantity,  which  we  may  call  M,  If  two  such 
columns  be  connected,  being  of  the  same  depth  but  of  different 
temperatures,  /  and  T  respectively,  the  latter  column  would  be 
lighter  than  that  at  /^  by  a  quantity  D{w—W)\  and  so  long  as 
this  difference  in  temperature  is  maintained,  this  difference  of 
pressure,  which  we  may  represent  by  P,  ensues,  by  reason  of 
which  the  hot  colunm  of  air  would  be  driven  upward,  producing 
a  draught  with  a  velocity,  F,  due  to  the  aerostatic  head,  M,  To 
hold  this  force,  P,  in  equilibrium  would  require  a  resistance 
D{w—W)  pounds  per  square  foot;    or  the  pressure  of  an  addi- 
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tional  column  of  warm  air  wei^iing  IT  pounds  per  cubic  foot,, 
of  a  hei^t  of  M  feet, 

,^     D(u-W)     P     ^T-l 


W  W       4614-/* 

'  This  quantity  M  is  known  as  the  motive  column  to  which 
is  due  the  velocity  of  the  flow  of  air,  and  if  no  resistance  is  offered 
to  it,  motion  wiD  take  place.  It  may  be  represented  by  OT  (Fig. 
156),  which  equalizes  the  pressure  of  the  unequally  heated  columns 
of  air  below  the  level  of  the  line  OO. 

WTien  two  such  shafts  are  of  unequal  depth,  as  at  O^and 
1/,  Fig.  156.  and  have  equal  exterior  and  interior  tempera- 
tures, a  rarefaction  of  the  air  in  either  one  of  them  not  affect- 
ing the  other  would  result  in  a  diminished  pressure  upon  the 
bottom,  just  as  is  obtained  by  a  difference  in  temperatures; 
a  rising  current  is  established  therein,  i^-ith  a  velocity'  depend- 

.    P    .         .  . 

ent  upon  the  ratio  ttz,  in  which  P  is  the  difference  in  the  weights 

of  the  two  shaft  columns  of  a  base  one  horizontal  square  foot 
in  area  and  a  height  D;  and  W  is  the  weight  of  a  cubic  foot  of 
the  rarefied  air. 

For  the  purpose  of  mine  ventilation  there  will  be  required 
a  motive  column  much  larger  than  that  here  obtained,  because 
of  the  enormous  friction  of  the  air  in  rubbing  along  the  rough 
surface  of  the  workings,  turning  shaq)  comers,  and  squeezing 
through  small  openings.  The  resistance  due  to  this  cause  amounts 
often  to  as  much  as  90  per  cent  of  the  power.  In  other  words 
onlv  one  tenth  of  the  theoretical  motive  column  becomes  effec- 
tivc  in  pro^lucing  a  current,  and  the  actual  velocity  of  the  air- 
current,  Vj  does  not  exceed  one  third  of  the  theoretical  velocity, 
F,due  to  the  head,  M. 

The  principle  upon  which  chimney  draughts  for  boiler  or 
other  heating  apparatus  depends  is  also  similar  to  that  here 
described,  excluding,  of  course,  frictional  allowance.  In  chim- 
neys for  boiler-furnace  draughts  the  fire  burns  best  when  W  is 
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I 


0.51^',  and  the  height  of  the  manometric  column  in  the  chim- 
ney is  about  one  half  an  inch  of  water. 

It  is  evident,  therefore,  that  the  height  of  a  motive  column  i 
depends  upon  the  difference  in  temperatures  or  a  difference  in  1 
tensions,  or  both,  of  the  gaseous  mixture  contained  in  the  two  I 
shafts  or  entries  to  the  mine.  A  measure  for  this  motive  column  1 
may  be  had  in  feet  of  head  of  pressure  per  square  foot  of  area  of  « 
the  base,  or  in  the  number  of  inches  of  a  water  column  in  the  i 
manometer  which  corresponds  to  this  weight.  Insomuch  as  a] 
column  of  water  i  inch  high  and  a  square  foot  in  area  of  basel 
■M'cighs  5.184  lbs.,  the  height,  m,  of  a  water-gauge  column  which! 
will  balance  the  pressure  P  is  equal  to  P-r- 5.184, 

Let  M  be  the  head  corresponding  to   the   motive    column,  , 

V  the  velocity  of  flow  of  the  upcast  air  per  second;  then  is 
the  effective  velocity  head  of  the  issuing  air;  and  if  W  is  the  I 
■weight  of  a  cubic  foot  of  the  warm  or  attenuated  rising  air,  the  ] 
theoretical  energy  of  the  moving  air  per  second  is  WM,  and  the  1 
V*  i 

effective  or  actual  energy  b  W — ,  or  0.01553W1'*.  That  por- 
tion of  the  energy  which  is  consumed  in  o\'ercoming  the  friction  1 
of  the  mine  is  therefore  1^(^  —  0.015531'').  It  is  this  lost  energy  ' 
which  is  measured  by  the  water-gauge.  As  the  mine  resistances 
are  reduced,  so  the  water-gauge  reading  is  reduced,  and  the 
efficiency  of  the  mine  increases,  permitting  a  greater  actual 
return  from  the  expenditure  of  the  same  potential  force. 

The  height,  m,  of  the  water  column  being  measured  in  inches, 
the  number  of  horse-powers,  H,  necessary'  to  produce  a  ven- 
tilating current  of  Q  cubic  feet  per  minute  is  known  by  the  fol- 
lowing formula : 

H  ^o.oooi$yiQm. 

The  indication,  therefore,  which  the  water-gauge  reading 
■gives  of  the  ventilating  force  is  evident  in  the  above  formula — 
that  for  a  given  quantity  of  air,  Q,  in  circulation,  the  horse-power 
necessary  to  produce  ventilation  increases  with  the  resistance  of 
the  mine. 
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The  Systems  of  Producing  a  Ventilating  Current.^ — ^The  sev- 
eral methods  of  accelerating  the  natural  ventilation  and  dis- 
tributing air  property  throughout  the  mine  contemplate  some 
system  either  of  decreasing  the  tension  of  the  mine  air  to  enable 
the  return  current  to  ascend  to  the  surface,  or  of  increasing  its 
tension  by  the  use  of  a  compressor  to  force  atmospheric  air  into 
the  mine.  The  several  means  by  which  these  results  are  attained 
may  be,  first,  a  furnace  built  at  the  bottom  of  the  outlet  shaft, 
or  a  fan;  or,  second,  a  blowing,  propelling,  or  air-compressing 
fan  at  the  mouth  of  the  inlet  shaft.  By  either  of  these  methods 
a  different  state  of  tension  is  produced  in  the  two  shafts  con- 
nected below,  and,  in  the  effort  to  establish  equilibrium,  the  air  is 
set  in  motion,  a  draught  is  created,  and  a  current  is  established 
that  flows  through  the  air-courses  at  a  velocity  dependent  upon 
the  head  due  to  the  difference  in  pressures,  as  has  been  seen  on 
the  preceding  page. 

Furnaces  are  employed  for  increasing  the  temperature  and 
are  constiiicted  in  such  manner  as  to  be  remote  from  direct 
contact  with  the  coal,  yet  in  close  proximity  to  the  shaft  which 
constitutes  the  outlet  for  the  mine  air,  and  in  a  gallery  through 
which  circulates  air  from  the  workings.  The  pit  selected  for 
the  outlet  should  be  that  one  which  would  naturally  carry  the 
flow  in  winter.  The  furnace  is  simply  a  fireplace,  walled  and 
roofed  by  a  fire-brick  or  common-brick  arch  (Figs.  157  and  158), 
WTien  special  care  is  taken,  a  second  wall  is  built  outside  and 
over,  with  an  air-space  between,  to  isolate  it  from  the  coal  and 
prevent  fire.  If  the  roof  is  wet,  a  double  arch  must  surmount 
the  furnace,  as  otherwise  the  steam  generated  will  burst  the  arch. 
If  the  mine  is  fier\%  or  considerable  dust  is  floating,  care  must, 
be  taken  that  the  gases  are  well  diffused,  or  else  the  current  must 
not  be  brought  into  close  proximity  with  the  fire.  In  such  cases 
the  current  is  split,  a  small  portion  being  heated  over  the  fire, 
the  remainder  passing  through  a  '*  dumb-channel,"  entering  the 
upcast  50  feet  or  so  above.  A  still  safer  plan  passes  all  of  the 
fiQvy  current  through  the  channel,  and  feeds  the  furnace  by  a. 
split  current  of  fresh  air  direct  from  the  intake. 
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The  size  of  the  grate  depends  upon  the  work  to  be  done*  J 
Its  bars  are  3  feet  from  the  floor,  slanting  upward  toward  the  ] 


V        ij    — Longitud  ml  S     t  f      tu  na 

shift  I  to  6  distance  to  the  roof  4  or  5  feet  The  width  w 
wall  IS  6  feet  and  its  length  from  4  to  i->  feet  accordmg  t 
volume  of  iir  to  be  moved  which  is  tbout  i!;oo  cu  ft  per  si 
foot  of  fire  surface  on  a  properl)  cunstructLd  furnace 


1  -, 

1  _.._  .  i 

8— Cross  v 


n  of  a  Furnace 


An  ordinaiy  furnace  of  34  sq.  ft.  heating-surface,  costing 
$130,  will  heat  a  column  of  air  such  as  will  furnish  29,000  cu.  ft. 

per  minute.  A  large  number  of  furnaces  10X12  furnish  200,000 
cu.  (t.  The  cross-sectional  area  must  be  50  per  cent  grcaler 
than  the  upcast  airway,  and  the  shape  capable  of  regulation  by 
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double-sliding  iron  doors,  to  produce  varying  degrees  of  con- 
traction and  of  combustion.  The  fire  is  spread  over  its  entire 
width,  and  over  only  as  much  of  its  length  as  is  necessary  to  fur- 
nish an  adequate  motive  column,  at  a  temperature  of  140*^  to 
160*^  F.  Emergencies,  as  low  barometer  and  high  thermometer, 
and  the  cleaning  of  the  grates,  require  other  and  more  heating- 
surface.  The  coal  consumed  is  2  to  5  tons  per  day,  spread  thin 
and  evenly  over  the  bars,  and  fed  from  both  ends,  on  a  long  fur- 
nace. This  rate  is  40  to  70  lbs.  per  hourly  H.P.  of  work  done 
on  the  air.    Attendance,  etc.,  is  $5  per  day. 

Q  being  the  quantity  of  air  in  cubic  feet  per  minute,  W  the 
weight  of  a  cubic  foot  of  return  air,  T  being  the  temperature, 
F.°,  of  the  up-cast  air,  and  /  that  of  the  air  in  the  return  airway, 
the  number  of  pounds  of  coal  consumed  by  the  furnace  per  hour 
is 

x^o.oo3j6WQ(T-l). 

The  area,  F,  of  the  grate-surface  in  square  feet  is  about  one 
tenth  of  the  hourly  coal  consumption,  in  pounds,  and  its  rela- 
tion to  the  depth,  Z>,  of  the  furnace  below  the  surface  b  known 
by  the  expression 

fQP=i,7i6,oooV^, 

P  being  the  manometric  depression  in  pounds  per  square  foot, 
and  Q  the  volume  of  air  per  minute. 

The  Limits  of  Furnace  Ventilation. — A  method  so  simple 
and  cheap  in  construction  and  easy  of  management  presents 
advantages  which  have  long  commended  it  to  mine  operators; 
nevertheless  the  difficulties  with  its  use,  the  dangers  which  attend 
the  exposing  of  an  open  fire  in  gaseous  districts  without  the 
possibility  of  introducing  a  safeguard,  the  numerous  calamities 
traced  to  the  furnace  which  has  fired  either  the  solid  coal  sur- 
rounding it,  the  gases  in  the  return  air,  the  timbers  of  the  shaft, 
or  even  the  surface  plant,  and  its  lack  of  economy  in  shallow 
pits,  were  soon  made  manifest.  The  atmospheric  changes  of 
the  seasons  reduce  its  efficiency,  a  decrease  in  the  barometric 
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pressure  and  an  increase  in  the  surface  atmosphere  reduced 
the  action  of  the  furnace,  and  notwithstanding  its  great  superi- 
ority over  many  other  mechanical  appliances,  it  has  gradually 
been  supplanted  by  fans.  The  power  of  the  furnace  increases 
arithmetically  with  the  temperature,  and  that  wich  the  amount 
of  fuel  burned.  The  quantity  of  coal  that  can  be  consumed 
upon  a  given  area  is  limited.  The  resistance  of  the  mine  increases 
on  the  other  hand  geometrically  with  the  square  of  the  velocity 
of  the  current,  and  it  is  therefore  manifest  that  between  the 
several  conditions  the  furnace  limit  is  soon  reached.  Many 
furnaces  may  be  cited  supplying  to  the  mine  over  200,000  cu.  ft. 
of  air  per  minute;  and  enormous  as  they  are,  their  cost  is  very 
little  less  than  that  of  a  modem  fan  of  large  size;  but  when  we 
contemplate  the  huge  pile  of  coal  thus  consumed  for  the  produc- 
tion of  the  current,  we  are  forced  to  the  conclusion  that  efficient 
furnace  ventilation  is  a  luxury  which  the  coal  trade- cannot  long 
endure.  Perhaps  as  the  depth  of  the  collieries  increases  to 
about  2000  feet  the  furnace  may  be  reinstated. 

With  the  atmospheric  air  at  62°  F.,  and  the  furnace-heated 
air  at  132°  F.,  the  water-gauge  depressions,  w,  produced  at  various 
depths  of  furnace  are  as  follows: 


D. 

m. 

D. 

m. 

50  feet, 

0.086  inch. 

1000  feet, 

1.735  inch 

400" 

0.694    ** 

2000    ** 

3.471     " 

700'*     . 

1. 215     ". 

4000    ** 

6.943    " 

These  are  in  accordance  with  the  formula  for  estimating  the 
manometric  depression: 

W  /    T-t  \ 
5.i84V46i  +  r/* 


m^D 


Example. — ^A  colliery  has  two  shafts  1000  feet  deep,  12  feet  in  diameter; 
temperature  in  the  downcast  is  60°  P.;  barometric  pressure  is  30  inches. 
150,000  cubic  feet  of  air  are  supplied  per  minute  by  a  furnace.  Required 
the  temperature  of  the  upcast  and  the  horse-power  necessary  to  produce  the 
ventilation,  the  mine  being  supposed  to  show  a  water-gauge  resistance  of 
2  inches  of  water.  520°  F.  and  163.5  H.P. 
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Assume  the  coefficient  of  friction  for  the  smooth  shafts  to  be  as  great  as 
that  of  the  rough  mine  galleries;   then 

0.0000000217X  lOooX  37.7  X  (150,000)' 
p^ z Tj =  12.8. 

^  (113) 

Each  shaft  therefore  offers  a  resistance  equal  to  12.8  lbs.  per  square  foot. 
The  total  resistance  then  is  25.6+10.368=35.968.    The  work  don^  in  ven- 
tilating is  150,000X35,968=5,395,500  ft.-lbs.,  or  163.5  horse-power. 
The  temperature  of  the  upcast  shaft  is 

p    (461  +  7)35.968        r-6o 

^  39-759  521 

Or,  by  another  method:  A  cubic  foot  of  air  at  60°  F.  and  30°  barometer  weighs 
0.0766  lb.  150,000  cubic  feet  of  the  circulating  air  weigh  11,490  lbs.  Since 
the  furnace  is  performing  5,395,500  ft.-lbs.  of  work  upon  11,490  lbs.  of  air, 
the  height  through  which  it  is  moved  is  470  feet  in  one  minute.  Then  M  is 
470  ft.,  /=6o°F.,  and  £)=iooo  ft. 

_    Af(46i  +  /) 

From  this  it  is  seen  that  the  temperatm«  of  the  upcast  air  necessary  to  force 
150,000  cubic  feet  of  air  through  the  mine  is  dangerously  high.  The  furnace 
must  be  replaced  by  the  exhaust-fan,  or  the  frictional  resistances  must  be 
reduced  by  enlarging  the  entry-w^ays. 

What  should  be  the  size  of  the  airway  shafts  in  the  above  case,  that  the 
upcast  air  be  not  hotter  than  190°  F.  ?  By  substitution  above,  M  is  found  to 
be  200  ft.;  the  work  is  then  11,490X200=2,300,000  ft.-lbs.  (70  H.P.).  This 
value  requires  that  p  should  not  exceed  15.3  lbs.,  which  limits  the  shaft's 
resistances  to  4.932  lbs.,  or  2.466  lbs.  each.  In  order  to  obtain  so  low  a 
friction  the  areas  arc  enlarged  to  a  radius  of  16.66  feet. 

pa^=}lmq\     or    p{7:ry=ll{27:r)q\ 

Types  of  Fans. — Of  the  various  mechanical  ventilators  tried 
in  mines,  fans  remain  our  main  reliance  at  the  present'  time. 
As  the  furnace  has  in  the  past  supplanted  various  mechanical 
devices  in  the  form  of  pumps  and  trompes,  so  fans  built  on  various 
principles  have  succeeded  the  furnace  and  the  steam-jet.  There 
are  tvvo  classes  or  types  of  fans:  (i)  blowers,  either  rotar\'  or 
reciprocating,  and  (2)  fans,  propeller  or  centrifugal.  Those 
of  one  type  sweep  out  a  fixed  volume  of  air  at  each  revolution 
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and  are  known  as  the  definite-volume  exhausters,  under  which  \ 
head  come  the  Root,  Baker,  Lemielle,  Cooke,  and  Fabr^-.  In  \ 
tile  other  class,  acting  centrifugally  upon  the  air,  we  have  a  \ 
simple  revolving  wheel  always  working  in  one  direction,  pro- 
ducing by  its  rotation  a  pressure  or  a  rarefaction  the  degree  erf  ( 
which  depends  upon  its  speed.  Of.  these  we  have  the  Guibal,'  J 
Waddle,  Walker,   and  Schiele  ventilators.  J 

The  Trompe  is  a  simple  application  of  the  injector  prind-l 
pic, — water  falling  in  the  cylinder  and  carrying  with  it  air,  creates  \ 
a  small  intake  draught.  The  volume  of  air,  compared  with  the  I 
quantity  of  water  used,  is  so  insignificant  that,  unless  an  espe-  J 
daily  favorable  means  be  provided  for  carrying  off  the  water,  the! 
ventilation  is  too  expensive  to  be  continued  except  as  a  temporary! 
expedient.  1 

Pressure  Blowers,  either  rotary  or  reciprocating  in  their  j 
action,  arc  of  general  use  in  America,  being  represented  by  the 
Root,  Baker,  and  Champion  on  the  one  hand,  and  air-compressor  I 
and  other  reciprocators  on  the  other.  The  blower  forces  the  i 
air  through  the  intake  compartment  of  the  mine,  which  dis*  ' 
charges  it  at  the  upcast.  These  blowers  or  force-fans  are  much 
in  vogue  for  small  workings  and  as  expedients  in  furnishing 
a  separate  ventilation  for  stopes  and  drifts;  but  few  are  employed 
in  coal-mines  to  produce  the  total  ventilation  there  re{(uired. 
In  metal-mines,  however,  they  are  largely  depended  upon,  though 
they  supply  a  pressure  higher  than  that  ordinarily  rcfjuired  to 
o\'ercome  the  resistance  of  the  mine.  They  produce  air  by 
reason  of  tlicir  high  speed  at  a  pressure  often  attaining  lo  lbs. 
per  sfjuare  inch,  whereas  a  mine  requires  an  initial  pressure  only 
suiSdcnt  to  overcome  its  resistance,  which  is  rarely  greater  than 
to  lbs.  per  square  foot  of  base.  The  blower  is  a  small  radial 
wheel  revolving  freely  in  a  casing  and  nearly  touching  its  sides. 
By  a  central  opening  on  either  side  the  air  is  admitted  to  be 
acted  on  and  set  into  rotary  motion.  These  blowers  may  be 
had  in  sizes  capable  of  furnishing  as  much  as  i6,coo  cu.  ft.  per 
minute,  requiring  from  i  to  15  horse-power  for  their  operation. 
Some  of  the  blowers  are  capable  of  a  ready  alteration  from  a 
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blower  to  an  exhaust,  or  the  reverse,  which  fact  recommends 
them  particularly  for  wide  shafts  which  are  liable  to  freeze  during 
winter.  This  is  particularly  advantageous  in  metal-mines, 
where  it  makes  very  little  difference  which  way  the  current  moves. 
In  collieries,  however,  as  has  been  seen,  this  is  not  feasible. 

The  Root  Blower  or  force-fan  consists  of  two  interlocking 
impellers  revolving  side  by  side  in  very  close  connection,  without 
actually  touching  one  another  or  the  enclosing  case.  They  are 
made  of  cast  iron  accurately  bored  and  dressed  to  a  true  surface, 
so  that,  while  practically  no  air  escapes,  there  is  also  no  internal 
wear.  At  each  revolution  a  definite  volume  of  air  enters,  is 
enclosed,  and  discharged  either  at  the  top,  the  bottom,  or  the 
side.  They  are  driven  by  a  pair  of  external  gears  at  a  speed 
ordinarily  of  from  250  to  500  revolutions  per  minute.  The 
extremities  of  the  revolving  arms  of  the  impeller  section  are  of 
an  acorn  shape,  or  their  surfaces  are  arcs  either  of  true  circles 
or  of  cycloids. 

The  Fabry  Blower,  which  resembles  the  Root,  is  much  used 
in  the  north  of  France  and  Belgium.  Two  fans,  each  having 
three  broad  blades  arranged  radially,  are  hung  in  a  chamber. 
They  revolve  with  equal  velocities  in  opposite  directions,  the 
blades  coming  in  contact,  isolating  a  quantity  of  air,  and  expel- 
ling it  into  the  atmosphere.  The  success  of  this  blower  is  attrib- 
uted to  the  fact  that  there  are  no  joints  in  it. 

The  Baker  Rotary  Force-fan  has  inside  of  its  casing  three 
drums,  each  being  an  independent  casting  turning  truly  and 
balanced  perfectly  to  insure  a  steady  motion.  The  upjx^r  drum, 
which  receives  the  ix)wcr  from  the  engine,  does  all  the  work 
of  blowing,  while  the  two  lower  drums  serve  as  valves  to  prevent 
the  air  from  escaping. 

Cooke's  Fan  is  a  positive  machine.  An  eccentric  drum 
revolves  inside  of  a  12-foot  circular  case,  very  close  to  which  is 
held  a  swinging  shutter  that  cuts  off  the  entering  current  from 
the  discharge.  The  inlet  and  outlet  portion  occupies  235°  of  a 
revolution.  At  the  Lofthouse  iron-mines  are  seen  two  of  these 
side  by  side,  the  drums  being  placed  opposite  each  other  on  the 
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shaft,  so  that  the  rcvoI\'ing  mass  is  balanced,  (he  discharge 
equalized,  and  the  cfiicicncy  raised. 

The  Lemielle  Blower  is  a  species  of  air-pump,  complicated 
and  leaky,  producing  large  volumes  under  great  rarefaction, 
It  consists  of  a  vertical  cylinder,  within  which  a  second  revolves 
eccentrically;  on  this  latter  are  two  or  more  vanes,  whicli  in 
one  part  of  the  revolution  lie  close  to  the  shutter,  and  in  another 
open  and  expel  the  air. 

The  reciprocating  blowers  have  been  displaced  almost 
entirely  by  the  rotary  blowers,  either  class  being  capable  of  a 
reversal  of  rotation  to  force  air  into  or  exhaust  air  from  the  mine, 
as  desired.  The  [mwer  required  to  drive  the  force-fan  depends 
upon  the  volume  and  pressure  of  air  exhausted  or  discharged; 
but  the  rule  usually  followed  for  computing  the  net  power  in  a 
given  volume  at  different  pressures  is  to  multiply  the  numl>er  of 
cubic  feet  delivered  per  minute  by  the  pressure  in  pounds  per 
square  foot  at  the  blower,  and  the  product  by  0.00003;  the  quo- 
tient will  give  the  net  horse-power  required  to  drive  the  fan. 

The  Centrifugal  Fans,  which  are  used  almost  exclusively 
in  .\merica,  may  be  divided  into  two  great  classes:  fi)  Those 
which  are  called  open-running,  by  which  we  mean  that  they 
are  free  and  discharge  their  air  all  around  the  circumference; 
and  {2)  those  called  closed -running  fans,  which  have  but  a  re- 
stricted opening  for  the  discharge  of  the  air.  Those  of  either 
class  arc  made  large  in  diameter  and  are  driven  at  a  relatively 
small  angular  velocity,  though  a  few,  such  as  the  Schiele,  are  of 
small  diameter,  running  at  a  high  angular  velocity.  They 
produce  large  volumes  of  air  at  a  low  pressure,  and  may  be 
reversed  in  motion  to  exhaust  or  to  force  air.  The  diameter 
of  the  fans  of  this  class  may  be  and  is  occasionally  as  high 
as  50  feet,  those  of  small  diameter  being  regarded  as  unnec- 
essarily cumbrous.  The  action  of  all  fans  is  based  upon  the 
general  law  that  bodies  in  motion  tend  to  travel  in  straight  lines, 
resisting  any  attempt  at  diversion  from  this  path,  in  consequence 
of  which,  when  the  fan  is  set  in  motion,  its  blades  come  in  con- 
tact with  its  interior  air,  the  particles  of  which  are  at  rest  and 
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resist  rotation.  When,  however,  the  particles  do  move,  their 
endeavor  to  travel  in  straight  lines  results  in  their  making  for 
the  circumference,  producing  thereby  in  the  central  portion  of 
the  fan  a  partial  vacuum,  which  is  replaced  by  the  air  external  to 
the  fan.  So  long  as  the  rotation  of  the  blades  continues,  so  long 
will  this  current  be  produced  and  maintained,  the  pressure  of 
which  will  increase  as  the  peripheral  speed  increases. 

Open-running  Fans. — ^These  fans  include  the  Waddle,  Biram, 
Naysmith,  and  Hopton  patterns,  all  of  which  are  essentially 
similar  to  the  first  named.  The  Waddle  is  a  self-contained  fan, 
in  that  there  is  no  fixed  casing,  and  the  whole  machine  re- 
volves. Its  form  is  practically  that  of  a  light  hollow  disc  of 
wrought  iron,  the  blades  and  casing  being  wholly  riveted  together. 
The  air  enters  by  a  straight  lead  at  one  side  only,  and  passes 
through  curved  and  gradually  narrowing  channels  to  the  cir- 
cumference, the  blades  being  bent  at  first  to  incline  slightly  back- 
wards, the  alternate  blades  extending  not  more  than  one  half  the 
distance  between  the  circumference  and  the  inlet.  The  passages, 
by  their  contraction,  are  so  made  that  the  circumference  at  any 
point  multiplied  by  the  cross-sectional  area  at  that  point  is  a 
constant  quantity.  The  outer  circumference  of  the  fan  is  bell- 
mouthed. 

A  fan  of  9  feet  diameter  circulates  80,000  cu.  ft.  with  a  water- 
gauge  of  2  inches.  One  of  45  feet,  driven  by  an  engmc  with 
40"  X42"  cylinder,  at  a  boiler  pressure  of  80  lbs.  per  square  inch, 
has  given  a  volume  of  over  550,000  cu.  ft.  at  42  revolutions. 

The  Hopton  has  an  inlet  on  each  side  of  the  central  diaphragm 
with  backward-curving  blades,  and  a  construction  very  simple. 
The  revolving  portion  consists  of  the  arms  and  blades  working 
between  two  brick  walls. 

The  open-running  fans  must,  in  order  to  be  efficient,  dis- 
charge their  air  at  a  very  low  velocity,  because  the  energy  of 
bodies  in  motion  increases  as  the  square  of  the  velocity,  and 
that  passed  by  the  discharged  air  is,  therefore,  so  much  use- 
less work.  It  is  for  this  reason  that  the  passages  in  the  more 
correct  open-running  fans,  Uke  that  of  the  Waddle,  are  cur\xd 
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backward.  The  theoretical  depression  which  can  be  produced 
in  fans  of  this  type  is  equal  to  the  height  due  to  its  peripheral 
speed,  T,  in  feet  per  second. 

The  Closed-running  Fans  are  essentially  of  a  more  massive 
structure  llian  Ihose  of  the  open-running  type,  being  of  con- 
siderable width  as  well  as  of  diameter.  Of  this  class  of  fans 
the  Guibal  is  a  lype,  thfe  Schiele  and  the  Walker  Indestructible 
being  similar  in  construction.  Inside  of  a  fire-proof  housing 
a  horizontal  shaft  is  revolved  by  an  engine  or  dynamo,  carrying 
wilh  it  an  hexagonal  or  square  frame,  on  which  are  built  six  or 
eight  blades.  The  blades  are  flat  and  slightly  curved  at  their 
tips,  sometimes  radially,  and  often  inclined  backwards.  The 
clearance  between  the  tips  of  the  blades  and  the  casing  is  made 
as  little  as  possible,  except  for  a  certain  distance  at  the  bottom, 
through  which  the  air  is  discharged,  the  amount  of  that  opening 
being  regulated  by  an  adjustable  shutter  in  a  gradually  enlarging 
chimney.  The  air  enters  at  the  centre,  whence  it  passes  into  one 
of  the  inten'als  between  the  consecutive  blades,  which  form  an 
ivasie  canal,  the  speed  of  e.xit  being  less  than  the  speed  of  entry 
(Fig-  159)- 

In  the  Schiele  fan  the  blades  are  contracted  in  width  from 
inlet  to  outlet,  the  fan  being  surrounded  by  the  usual  spiral  cas- 
ing, into  which  the  air  discharges  all  around  the  circumference, 
the  space  continually  increasing  until  it  reaches  the  chimney. 
The  blades  of  the  Rateau  fan  extend  to  the  centre  of  the  fan,  and 
have  a  peculiar  curvature  slightly  forward,  and  also  a  curvature 
in  the  line  of  the  fan-shaft.  Immediately  in  front  of  them  is  a 
cone  terminating  in  a  point.  The  Capell  fan,  of  equal  power 
wilh  the  Guibal,  is  smaller,  and  runs  at  a  higher  speed.  It  has 
two  concentric  shells  besides  its  outer  casing,  in  each  of  which 
arc  curved  blades  with  the  convex  side  forward.  The  air  enters 
the  inner  shell,  is  forced  out  through  ports  into  the  second  outer 
shell,  where  it  strikes  the  concave  face  of  the  outer  blade,  and 
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thence  is  discharged  at  a  low  velocity  through  the  usual  expand- 
ing exhaust  flue 

The  Champion  fan  which  is  really  two  fans  joined  together 
by  a  common  centre  nng  la  designed  to  propel  the  air  with  a 
minimum  resistance  the  blades  having  a  backward  curvature. 
The  us-!  of  the  inner  casing  or  hood  and  attendant  diaphragm. 
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which  are  hung  on  frames  renders  it  pos^iible  to  change  the  cur- 
rent at  will  blowing  to  exh-iust  by  revohmg  the  hood  around 
the  fan  without  stopping  the  Hller 

The  Evasfie  Chimney  — The  dcprc-sion  produced  bj  a  cov- 
ered ventilalor  with  an  expanding  chimney  is  twice  that  of  the 
uncovered  or  opcn-runninj;  type,  and  is  double  the  height,  due 
lo  the  tangential  speed  of  its  blade-lips.  The  use  of  the  chimney 
gives  to  this  type  of  fan  the  enormous  advantage  over  the  other 
that  the  air  may  be  discharged  from  ihc  fan  at  a  higher  velocity 
wilhout  any  material  loss  of  energy.  The  gradually  increasing 
space  into  which  they  discharge  reduces  the  velocity  and  utilizes 
all  the  energy  in  giving  molion  lo  the  air,  while  the  air  is  ulti- 
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mately  sent  out  into  the  open  at  a  speed  so  low  that  practically  no 
resistance  is  experienced. 

The  Shutter  Regulator. — The  volumes  which  these  fans  will 
prcxiuce  vary  directly  as  the  speed  of  their  rotation,  and  their 
manumetric  depression  varies  as  ihc  square  of  ihc  speed  of  rota- 
tion. Though  they  may  be  run  at  any  speed  at  will,  the  efficiency 
of  the  fan  materially  decreases  when  the  speed  of  the  lips  of  the  ' 
blades  exceeds,  to  a  great  degree,  5000  feel  per  minule,  or  is  less 
than  this  quantity.  The  rate,  however,  which  is  regarded  as 
normal  is  4000  feel  of  peripheral  \'elocity  per  minute.  Below  or 
above  the  normal  speed  a  loss  of  velocity  ensues  in  the  discharg- 
ing air,  which  alternately  is  expelled  into  the  chimney  or  carried 
with  the  blades  into  the  fan,  there  to  repeat  its  circuit.  The 
discharge  is  frequently  followed  by  a  vibration  in  the  fan,  to 
remedy  which  the  sliding  shutter  [ab,  Fig.  159)  is  introduced. 
Its  correct  position  is  only  known  by  experiment  in  each  indi- 
vidual case,  determined  by  the  point  at  which  the  throbbing 
ceases  with  the  given  speed.  Though  now  universally  placed 
in  all  fans  the  "anti-vibration  shutter"  originated  with  the 
Walker  fan. 

Influence  of  Shape,  Dimension,  and  Speed  of  Fan  upon  its 
Capacity. — The  ratio  between  the  speed  and  the  yield  seems  to  be 
as  the  4th  power  of  the  speed  to  the  5th  power  of  the  yield.  The 
relation  between  the  volume  resistance  of  the  fan  and  the  power 
required  to  drive  it  depends  upon  the  resistance  of  the  mine 
which  it  supplies.  These  ratios  have  not  been  accurately  for- 
mulated. 

Numerous  experiments  have  been  conducted  upon  centrifugal 
ventilators  with  the  view  to  determining  the  influence  which  the 
various  dimensions  of  the  fan  and  shapes  of  its  parts  will  have 
upon  its  performance;  and  the  following  conclusions  are  cited 
from  the  results  of  the  tests  made  by  R.  Van  \.  Norris,  Wilkes- 
barre,  Pa.,  upon  25  fans,  as  the  influence  of:  "isl.  The  diameter 
on  their  performance  seems  nit;  the  only  advantage  of  large 
fans  being  in  greater  width  and  a  tower  speed  rec|uired  of  the 
engines.    2d.  Width  upon  efficiency  is,  as  a  rule,  small.    3d.  Shape 
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of  blades  shows  that  the  back  curvature  is  better,  and  dimin- 
ishes the  vibration.  4th.  Shape  of  casing  is  considerable. 
The  proper  shape  would  be  one  of  such  form  that  the  air  be- 
tween each  pair  of  blades  would  constantly  and  freely  discharge 
into  the  space  between  the  fan  and  casing,  the  whole  being 
swept  to  the  &vasie  chimney.  A  large  spiral,  beginning  at  or  near 
the  point  of  cut-oflf,  gives  in  every  case  a  large  efficiency.  5th. 
The  shutter  on  the  fan  is  beneficial.  The  exit  area  can  be  reg- 
ulated to  suit  the  varying  quantity  of  air,  and  prevent  re-entries. 
6th.  Speed  at  which  the  fan  is  run.  The  efficiency  is  high  if  the 
peripheral  velocity  is  large.'* 

Automatic  Speed  and  Pressure  Recorders.  —  Some  States 
require  self-recorders  on  all  fans,  by  which  the  number  of  revolu- 
tions of  the  fan  shall  be  registered  every  hour  and  such  data  to 
be  taken  and  reported.  In  other  States  also  is  required  an  auto- 
matic regulator  for  the  water-gauge.  The  speed-registers  are 
generally  constructed  of  a  metal  pedestal  erected  on  blocks  at 
the  side  of  the  fan  or  engine-shaft,  a  small  vertical  shaft  to  which 
a  governor  is  attached.  A  small  cog-wheel  on  the  lower  end 
geared  to  a  large  driver  on  the  fan  or  engine-shaft  communicates 
the  speed  to  the  governor,  which,  by  a  system  of  leverage,  raises 
or  lowers  the  arm  to  which  is  attached  a  pen  that  presses  against  a 
paper  dial  held  in  position  by  a  light  case  of  sheet  brass.  The 
higher  the  speed  of  the  fan,  the  more  will  the  governor  raise  the 
lever,  and  consequently  the  pen  register.  The  time  is  recorded 
by  a  clock  to  whose  shaft  the  dial  case  is  attached.  In  other 
devices  the  dial  case  is  a  cylinder  in  which  is  rolled  a  sheet  of 
paper  turning  on  a  horizontal  axis,  which  is  also  the  continuation 
of  the  shaft  of  the  clock.  These  instruments  perform  the  work 
expected  of  them  with  great  satisfaction. 

Comparison  of  Fan  and  Furnace. — The  ventilation  current 
from  a  fan  is  affected  by  a  low  barometer  or  a  high  temperature. 
Either  one  requires  an  increased  degree  of  rarefaction  just  as 
from  a  furnace.  Moreover,  as  the  depth  of  the  mine  increases, 
the  work  devolving  upon  the  fan  proportionally  increases,  be- 
cause normally  the  air  becomes  denser;    with  every  additional 
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thousand  feet  of  depth,  an  increased  rarefaction  or  depression  of 
■0.4  inch  of  water-gauge  is  necessary.  Compared  with  the  fur- 
nace its  efficiency  decreases  with  the  depth  of  the  upcast  until, 
at  a  certain  depth,  it  becomes  an  open  question  between  the 
relative  merits  and  demerits  of  fan  and  fumace,  as  to  which  will 
"be  the  more  economical.  For  shallow  works  the  exhaust-fan 
undoubtedly  takes  precedence.  Al  the  depth  of  a  thousand  feet 
a  large  fumace  will  equal  a  very  imperfect  fan,  consuming  20 
lbs.  of  fuel  per  hourly  horse-power;  a  good  fan  and  condensing 
«ngine  will  be  cheaper  ihan  a  fumace  down  to  the  depth  of  about 
4000  feet.  Taking  cognizance  of  the  objections  to  the  fumace, 
it  must  also  be  borne  in  mind  that  machine  ventilators  are  sub- 
ject to  serious  objections,  since  during  the  time  of  their  repair 
the  mine  must  remain  unventilated,  whereas  with  a  furnace,  after 
its  lire  has  been  extinguished,  a  considerable  circulation  will  still 
■continue  in  the  upcast  for  some  time.  Auxiliary  ventilating 
-appliances  should  be  supplied  against  any  emergency  which 
.arises  during  the  repair  of  the  fan. 

The  Theory  of  the  Fan.— The  theoretical  depression  of  a  fan, 
the  difference  between  the  pressure  of  the  entering  air  and  the 
-discharged  volume,  is  represented  in  terms  of  a  motive  column 
of  the  density  of  the  inflowing  air.  An  ideal  ventilator  will 
(produce  a  depression  which  is  twice  the  height  created  by  the 
tangential  speed  of  the  tips  of  the  blades.  If,  then,  H  be  the 
height  of  the  motive  column  due  to  the  velocity,  T,  of  the  fan- 

lips  in  feet  per  second,  H  will  equal  — ;   but  imperfections  of 

■detail  prevent  such  an  initial  depression  being  attained,  and 
representing  them  by  a  coefficient  A',  which  is  always  less  than 
unity, — reaching  0.85  in  Guiba!  fans,  but  more  often  being 
below  0,6  in  the  average  construction  of  fans, — the  fan  approaches 
an  ideally  perfect  one  when  A'  approximates  to  unity.  The 
yield  of  the  fan  then  in  barometric  depression,  or  its  useful  effect, 

is   H^- ■■     Various   enfeebling   causes   reduce    the   capacity 

of  the  fan  to  determine  the  value  for  K.    The  quantity  of  air 
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which  passes  through  an  orifice  is  equal  to  the  product  of  the 
area  and  the  velocity  when  no  friction  is  encountered;  but  when 
any  fluid  flows  through  an  orifice  in  a  plane  surface  a  considerable 
diminution  of  the  discharge  takes  place,  because  of  the  contraction 
of  the  steam  resulting  from  the  convergent  flow.  The  coefficient 
corresponding  to  this  contraction,  known  as  the  vena  cotUracUi^ 
is  0.65;  hence  with  a  given  velocity,  T,  and  a  head,  if,  under 
the  conditions  modified  by  the  coefficient  K  as  above,  the  dis- 
charge of  air  per  second  will  become 

Hence  it  is  evident  that  if  the  capacity  of  the  mine  is  such 
that  it  is  incapable  of  delivering  to  the  fan  the  volume  of  air 
equal  to  the  body  capacity  of  the  latter  at  a  given  speed,  the 
frictional  resistances  encountered  in  the  mine  will  reduce  the 
efficiency  of  the  fan  by  some  quantity  which  is  usually  com- 
prehended in  the  symbol  a,  representing  the  area  of  the  mine's 
"equivalent  orifice"  in  square  feet  Experiments  have  demon- 
strated that  when  a  is  20  square  feet,  only  65,000  cubic  feet  of 
air  are  obtained  per  minute  for  the  fan  peripheral  speed  of  5000- 
feet  per  minute;  but  when  the  mine  resistances  have  been  reduced 
until  its  "equivalent  orifice''  is  as  large  as  100  square  feet,  280,00a 
cubic  feet  of  air  are  obtained  from  the  same  speed  of  fan. 
Having  the  value  for  this  friction,  which  in  earlier  days  was 
known  as  the  temperament  of  the  mine,  we  are  enabled  to 
understand  the  conditions  under  which  the  ventilator  is  working 
and  to  provide  for  them. 

The  Equivalent  Orifice  of  the  Fan,  which  is  designated  by 
the  symbol  0,  may  be  determined  in  a  like  manner.  It  measures 
or  represents  the  orifice  in  a  thin  plate  which  offers  such  a  resist- 
ance to  the  flow  of  the  current,  Q,  as  is  equal  in  effect  to  the 
aggregate  resistances  encountered  within  the  fan  from  its  imper- 
fections. If  H  is  the  theoretical  depression  which  the  fan  should 
produce  when  moving  at  a  tangential  speed,  T,  j)er  second,  and 
h  represents  the  actual  or  the  effective  depression  which  is  pro-^ 
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duced  upon  the  air  as  measured  by  the  water-gauge,  then  H—k 
is  the  head  wasted  by  the  fan  in  its  construction  and  may  be 
represented  by  h^  which  measures  the  head  corresponding  to 
the  equivalent  orifice.  In  large  fans  its  value  varies  from  i6 
to  80  square  feet. 

The  head  lost  in  the  fan,  represented  by  A^^  is  equal  to  if—  A, 
the  velocity  due  to  which  may  be  determined  by  the  expression 


Vo=V2^Ao- 

As  the  value  of  h^  approaches  zero  and  that  of  h  approaches 
Hy  the  fan  approaches  an  ideally  perfect  ventilator.  The  actual 
velocity  through  the  orifice  of  entry  is  o.65x;o,  whence  the  area 
of  the  orifice  0,  which  equals  the  quantity  flowing  per  second, 
divided  by  the  velocity  of  the  flow,  has  the  following  value: 


0= 


2gho    "^27.87*0 


o,6sV2gho    ^27.87/? 


The  density  of  water  being  833  times  that  of  air,  the  ratio 
between  the  water-gauge  reading  and  the  height  of  the  motive 
column,  H,  is  1:833.  To  convert  the  water-gauge  reading 
to  a  height  H  of  air-column  of  equal  weight  in  feet,  the  height 
of  the  water-gauge,  w,  in  inches  is  multiplied  by  69.4. 

The  ratio  between  the  lost  head  in  the  ventilator  and  the 
effective  head  represented  by  the  water-gauge  is  expressed  ia 
the  equation 


whence 


7-  =  -r,    and    h^'H—h-^ 
h     0^^  cr 


h  = 


o'+a^' 


The  Relation  between  Mine  and  Fan.  —  The  quantity  of 
flow  through  a  fan,  depending  on  the  relations  which  the  area 
of  the  mine  airways  and  the  condition  of  their  rubbing  surface 
bear  to  the  mechanical  condition  of  the  fan,  is  manifestly  depend- 
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Flc.  i6i. — Plan  of  the  Fan  House  and  the  Curve  of  the  Fan  Housing. 
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ent  upon  a  proper  ratio  of  a  to  (?,  which  ratio  may  be  expressed 
as  the  "appropriateness  of  the  fan  to  the  mine."  When  this 
value  is  equal  to  or  greater  than  unity,  the  fan  would  be  too 
small  for  the  mine,  and  it  is  questionable  whether  any  air  would 
flow  under  those  conditions.  As  the  ratio  becomes  smaller,  the 
conditions  become  more  favorable  for  the  fan.  When  approxi- 
mating a  ratio  of  0.3  the  orifice  of  discharge  of  the  fan  is  to  be 
considered  as  having  a  fair  working  ratio.  More  air  is  obtained 
by  a  given  fan  and  at  a  given  velocity  when  a  is  large  than  when 
a  is  small,  for,  no  matter  how  well  constructed  the  fan  may  be, 
it  cannot  provide  a  quantity  equal  to  its  body  capacity  unless 
the  mine  can  pass  this  quantity.  The  effective  work  done  upon 
the  air  is  less  in  the  latter  case  than  in  the  former  for  a  given 
volume  of  air.  The  mechanical  work  of  centrifugal  force  is 
0.0000340(7''— Fj').  In  this  T  is  the  circumferential  velocity 
and  F,  is  the  absolute  velocity  at  expulsion,  due  to  compression 
from  centrifugal  force.  As  F,  increases,  so  the  work  on  the 
departing  air,  and  proportionately  the  effective  work,  decreases. 
The  use  of  the  funnel-chamber  reduces  this  quantity  to  \  or  |,  and 
the  work  lost  to  4  or  5  per  cent. 

The  Efficiency  of  the  Fan. — ^The  manometric  efficiency  is 
the  ratio  between  the  effective  pressure,  P,  and  that  due  to  the 
centrifugal  velocity,  while  the  mechanical  efficiency  is  that  of  the 
horse-power  in  the  air  to  the  engine-duty.  With  fan  properly 
constructed,  the  efficiency  approximates  about  6  per  cent.  In 
experimentally  measuring  the  efficiency  of  a  fan,  it  is  customary 
to  determine  the  dynamometric  resistance  and  internal  friction 
when  its  orifices  have  been  cut  off  from  any  communication 
with  the  mine,  the  air  being  then  drawn  from  the  atmosphere  and, 
after  passing  through  a  fan,  expelled  at  its  throat.  Counting 
the  rate  of  revolution  and  estimating  the  volume  of  air  which 
is  moved,  the  power  necessary  to  overcome  this  friction  is  deter- 
mined and  expressed  in  feet  of  the  air-column  whose  weight 
equals  the  aggregate  friction.  This  quantity,  divided  by  the 
theoretical  head  corresponding  to  the  velocity  of  the  fan,  deter- 
mines its  efficiency  under  the  conditions  named.    The  fan  is 
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gf^TDg  its  maximum  efficiency  when  "its  body  capacity  just 
exceeds  the  quantity  llie  mine  will  pass  at  a  gauge  pressure,  F, 
due  to  ihe  speed  of  rotation  of  the  fan," 

The  Design  of  a  Fan. — In  designing  a  fan  for  a  given  min^ 
the  essential  elements  are  Q  and  m.  These  given,  the  diameter, 
the  peripheral  speed,  and  the  length  and  width  of  blades,  as 
well  as  the  direction  of  their  inclination,  must  be  determined. 
by  ihe  engineer.  As  to  diameter,  it  may  be  said  that  the  slow- 
running  fiiiis  are  regarded  as  cumbersome  and  costly,  requiring 
expensive  ioundalions.  Large  fans  may  be  run  at  a  lower  rate 
of  revolulion  and  produce  the  same  tangential  speed  as  would  a 
fan  of  small  diameter.  Insomuch  as  speed  is  the  important, 
faclor  in  the  construction  of  ventilators,  due  consideration  must, 
be  given  to  this  question,  which  is  determined  by  local  condt 
lions  of  place,  economy,  and  mechanical  simplicity.  A  con- 
venient rate  of  revolution  for  a  fan  directly  connected  with  the 
engine  is  about  60  per  minute.  The  body  capacity  of  the  fan 
should  be  large  enough  to  maintain  the  required  pressure,  P, 
wilhout  great  variations  in  speed.  Though  the  practice  of 
European  engineers  tends  towards  the  rate  of  tangential  speed 
which  represents  5000  feet  per  minute  and  over,  in  this  country 
4000  may  be  considered  as  normal.  In  any  event,  if  the  calcu- 
lation and  design  be  made  on  the  assumption  of  cither  normal 
speed,  it  will  be  possible,  when  an  emergency  arises,  to  increase 
the  speed  sufficiently  to  give  a  volume  nearly  one  tenth  grealcr 
than  the  normal  quantity,  ^foreover,  when  the  mine  is  dry 
and  dusty,  it  will  be  possible  to  turn  the  whole  volume  of  (he 
excess  into  any  or  each  single  split,  through  which  it  may  be 
drawn,  clearing  away  fine  dust  and  moisture. 

The  entry  for  the  air  should  be  made  easy  and  large,  prefer- 
ably divided  into  two  inlets,  one  on  each  side,  with  a  diaphragm 
to  prevent  the  currents  fnim  conflicting.  This  necessitates  a 
wide  fan,  which,  however,  gives  a  volume  proportionately  greater 
than  what  is  to  be  had  from  a  single  fan  with  a  single  large  inlet. 

The  length  of  the  blades  of  the  fan  should  be  only  a  little 
greater  radially  than   the  difference  between  the   radii    of    the 


i 
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fan  and  its  inlet.  With  a  large  inlet  the  blade  necessarily  is 
shortened,  and  when  pressure  is  desired  the  blade  length  should 
be  increased  to  as  large  a  quantity  as  possible  by  providing  two 
inlets.  Notwithstanding  that  the  width  of  the  fans  is  much  greater 
zhan  would  be  obtained  by  substitution  in  the  formulae  follow- 
ing, it  is  certain  that  the  latter  dimensions  correspond  to  a  greater 
efl5ciency.  M.  G.  Hanarte  concludes  that  "the  Guibal  fan  has 
always  been  eight  or  nine  times  too  wide,  and  the  Capell  is  nearly 
as  bad." 

The  shape  of  the  blade  should  be  such  as  would  present  to 
the  circumference  oi  the  outlet  an  inclination  following  the 
resultant  of  the  movement  of  rotation  and  of  the  movement  of 
the  air  penetrating  the  spaces  between  them.  The  blades  of 
open-running  fans  curve  backward.  The  backward  curvature 
is  conceded  to  give  a  freer  delivery,  and  the  forward  cur\'ature 
at  the  tips  a  higher  water-gauge  pressure.  The  number  of  blades 
is  seemingly  a  matter  of  indifference,  though  the  limit  may  doubt- 
less be  determined  by  the  inevitable  friction  produced  by  the 
excessive  surface  of  contact  when  too  numerous.  The  friction 
varies  as  the  cube  of  the  section  of  space  between  two  vanes. 
As  to  the  shape  to  be  given  to  the  casing,  it  will  be  noticed  that 
the  original  Guibal  fan  had  no  spiral,  the  tips  of  the  blades  re- 
volving but  two  inches  clear  of  the  casing,  and  the  spiral  enlarge- 
ment beginning  at  the  angle  of  about  67°  30'  from  the  lower 
vertical  radius.  Those  fans  presenting  a  large  spiral  beginning 
at  or  near  the  cut-off  and  increasing  about  six  inches  for  each 
45°  up  to  275°,  and  thence  widening  by  an  increasing  increment 
to  the  ivasie  chimney,  appear  to  give  larger  efficiency  by  allowing 
for  the  slackening  of  the  speed  of  the  air,  and  discharge  the  air 
with  less  energy  at  the  exit.  M.  G.  Hanarte  concludes  that  the 
spiral  envelope  is  not  necessary. 

Below  are  given  formulae  for  the  computation  of  dimensions 
of  a  Guibal  fan  in  accordance  with  the  data  indicated  above. 
All  dimensions  are  in  feet. 

Z)=  diameter  of  the  fan  between  the  blade-tips:    Q-^2oo=Z)*; 
/=length  of  the  blades  in  feet; 
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f —their  radial  length  =  2.6iOT; 
a: -=  their  width=.4-^2;:s; 
A  ^aggregate  area  of  the  one  or  two  inlet-ports  in  square  feet 

[radius  of  each  central  inlet,  s)  =Q-i- 1300; 
7V=numlKr  of  revolutions  per  minute; 
7'=periphcral  speed  of  fan  per  second—DAT -M9.0985; 
K=theorcticaI  velocity  per  second  due  (o  head  H; 
Vi=velocity  of  the  centre  of  gyration  of  air-column  betweai 

the  blades  =r(D-^)A'■-^6o; 
p=radius  of  gyration  of  the  mass  of  air=J(ZJ— r). 
W—wcight  of  the  unit  of  revolving  air-column  per  foot  of  fa 

width  =o.o766r; 
F  —centrifugal  force  of  the  air-mass  in  lbs.  per  square  foot  of  difc! 

charge  area  or  of  the  housing  =  H'i','^rr^?=o.ooo7578n','; 

y,=velocity  of  air  discharge  per  second=ii| ' ? 

/  =  minimum  area  of  discharge- port  =.4-^2;  J 

hg=ian  resistance,  measured  in  feet  of  head,  =/f— A;  1 

0=area  of  ori&ce  offering  a  resistance  to  the  flow  of  Q  cubic 

feet  of  air  per  minule,  equal  to  that  of  the  fan; 
J —quantity  of  air  discharged  by  the  fan  per  second  in  cubic 

feet -0.65  FjZ; 
0 —quantity  of  air  discharged  by  Ihe  fan  per  minute  in  cubic 

feet  =60  J ; 
m— mine  resistance  in  inches  of  water-gauge; 
P— mine  resistance  in  pounds  per  square  foot —5.184  wi. 

In  Figs.  160  to  162  are  illustrated  the  details  of  the  ordinary 
pattern  of  fan  which  is  designed  in  accordance  with  the  con- 
ditions indicated  above.  As,  fortunately,  neither  the  Guibal 
fan  nor  the  shutter  is  subject  to  patent,  the  working  drawings 
here   given   may   aid   the   construction   engineer. 

When  the  conditions  arc  satisfied  by  the  revolution  of  the 
fan  of  proper  proportions,  the  centrifugal  pressure  of  (he  fan 
fhould  produce  a  depres,sion,  7^,  equal  to  or  exceeding  P.,  the 
mine  resistance,  in  order  that  the  requisite  discharge  through 
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the  outlet  should  equal  the  desired  quantily  Q.  When  it  is 
discovered  that  the  volume  of  discharge  is  deficient,  ihe  fan 
dimensions  U  or  r  should  be  enlarged  or  the  rate  of  revolution 
increased.  Below  is  a  brief  table  indicating  the  theoretical 
water-gauge  depression  in  inches  for  the  corresponding  periph- 
eral  speeds   in   feet   per  second. 
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Example. — Required  the  dimensions  of  a  fan  to  provide  125,003  cubic 
feet  of  air  against  a  mine  resistance  of  3.5  inches. 

At  a  normal  rale  of  65  feet  per  second,  the  diameter  becomes  15  feel;  the 
area  of  the  inlets  is  96  square  feet,  the  diameter  being  11  feci;  the  radial 
length  of  the  blade  b  6.5  feet;  the  minimum  width  of  the  blade  is  to  be  j.8 
feet. 

As  p—g.as  feet  and  v^^^t  feet,  the  centrifugal  pressure,  F,  becomes  12.7 
pounds  per  square  foot  of  radial  column;  and  ihe  velocity  of  discharge  31.6 
feel  per  second,  which  with  a  minimum  area  of  discharge-port,  Z,  of  48  square 
feel,  would  furnish  less  than  6o,ooo  cubic  feel.  The  mine  resistance  exceeds 
the  standard  allowance  of  i  inch  of  water  gauge  for  each  100,000  cubic  feet 
of  air.  The  mine  airways  should  be  enlarged  or  the  fan  operated  at  a  higher 
speed.  An  increased  rate  of  70  revolutions  per  minute  will  produce  a  ventilat- 
ing pressure  of  32  pounds  per  square  foot.  The  blades  may  be  lengthened 
and  two  inlet  orifices  be  provided,  each  of  48  square  feel  in  area. 

At  Ihe  peripheral  velocity,  T,  of  91.66  (eel  per  second  Ihe  theoretical  head 
of  discharge  is  361  feet.  But  the  effective  head,  h.  against  which  the  fan  is 
operating,  measured  by  the  water-gauge,  is  16666  feel.  Under  the  condi- 
tions of  operation,  therefore,  the  loss  of  head,  fi„,  in  Ihe  fan  is  94.34  feet;  since 
the  equivalent  orifice  of  the  mine  is  21. a  square  feet,  the  equivalent  orifice  of 
the  fan,  O,  is  41.3  feet.  The  ratio  of  a  to  O,  nearly  one  half,  represents  a  fair 
working  ratio  of  appropriateness  of  fan  to  mine. 
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Electrically  driven  blowers  and  ventilating-fans  may  be  con* 
nected  either  by  belt,  gearing,  or  mechanical  coupling.  The 
compound- wound  D.  C.  machine  is  preferred  for  fans  on  account 
of  its  good  speed  regulation  and  freedom  from  racing. 

Alternating-current  induction-motors  of  the  squirrel-cage  type 
would  give  equal  satisfaction. 
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CHAPTER  XIV. 

DISTRIBUTION  OF  THE  AIR, 

The  EfFective  Motive  Column. — ^It  has  been  assumed  that 
the  work  done  upon  the  air  is  totally  effective  in  the  mine;  that, 
with  a  given  M  and  P,  the  calculated  quantity  of  air  is  obtained 
without  loss;  that  the  momentum,  once  imparted  to  the  air, 
would  be  available  to  carry  it  through  the  mine  and  out.  This 
is  not  so.  Friction  consumes  some  of  the  kinetic  energy;  only 
a  fractional  part  of  the  theoretical  velocity  is  realized  in  practice. 
The  rough  sides  of  the  galleries  and  rooms,  their  sharp  comers, 
and  the  diminished  areas  offer  resistances  to  the  passage  of  the 
current  that  consume  often  90  per  cent  of  the  power.  More- 
over, the  subtle  air  under  pressure  seeks  to  escape  at  every  oppor- 
tunity, and  some  portion  of  the  precious  fluid  is  lost  into  the  goaf, 
through  doors  and  at  crossings.  A  certain  mine  theoretically 
required  a  pressure  of  but  1.2  lbs.  per  foot  to  give  rise  to  its  cur- 
rent, yet  the  friction  was  such  that  11.8  lbs.  were  actually  neces- 
sary to  create  the  velocity.  Not  infrequently  the  ratio  between 
M  (to  which  the  generation  of  the  final  velocity  at  the  top  is 
due)  and  M\  the  head  actually  necessary  to  overcome  resist- 
ances, is  as  low  as  1:18.  In  other  words,  only  5.5  per  cent 
of  the  work  done  upon  the  air  is  usefully  expended.  Any  means 
of  reducing  this  loss  is  to  be  welcomed. 

The  Frictional  Resistance  of  Air  in  Mines. — ^Let  us  examme 
into  the  laws  governing  the  movement  of  fluids,  that  we  may 
reduce  this  friction  to  a  minimum,  and  obtain  salubrity,  safety, 
and  economy  with  the  least  outlay.  The  air  which  enters  the 
mine  from  the  downcast  is  distributed  to  the  rooms  and  chambers 
in  proportions  varying  with  their  several  needs;   or  the  current 
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as  one  mass  sweeps  through  the  main  way,  along  working  faces, 
thence  by  return  airway  over  the  furnace  or  to  the  fan.  The 
resistances  encountered  depend  upon  the  ratio  of  the  area  of 
the  surface  rubbed  to  the  area  of  the  conduit,  and  upon  the  coef- 
ficient of  air  friction  against  rock.  A  satisfactory  value  for  the 
coeflScient  has  not  been  obtained:  the  records  of  experiments 
show  it  to  vary,  as  in  water,  according  to  the  nature  of  the  conduit 
and  the  velocity  of  the  flow.  The  coeflBcient  varies  with  the 
nature  of  the  rubbing-surface,  and  consequently  differs  in  various 
air-passages  of  the  same  mine;  nevertheless,  the  numerous  ex- 
perimenters have  announced  values  for  the  coeflicient  of  frictipn 
of  air  in  mines  for  each  foot  of  rubbing-surface  and  for  a  velocity 
of  one  foot  per  minute  as  var}-ing  between  0.000000008585 
and  0.0000000219,  witii  an  accepted  average  of  o.oooooooi  lb. 
This  value  for  /,  the  coeflBcient,  is  measured  in  the  pounds  pres- 
sure per  square  foot.  Measuring  the  height  of  an  air-column 
in  decimals  of  a  foot,  the  value  for  the  coeflBcient  of  friction 
/'  has  been  found  to  be  0.00000010635  to  0.00000026881,  the 
two  extremes  of  values  for  /'  being  heads  of  air-column  corre- 
sponding to  the  values  given  for  dynamic  pressures,  /.  In  other 
words,  an  area  of  i  square  foot  of  rubbing- surface  presents  to 
the  passage  of  an  air-current  moving  at  i  foot  per  minute  a 
frictional  resistance  of  0.00000001  lb.,  or  an  ecjuivalent  resistance 
of  0.000000125  feet  of  head  of  air- column. 

Let  /  be  the  length,  m  the  perimeter,  and  a  the  area  of  the 
gangway,  through  which  the  air  is  coursing  at  v  feet  per  minute, 
and  the  rubbing  friction  is  found  experimentally  to  be  jlmv^. 
Imagine  a  piston,  fitting  air-tight  in  the  passage;  to  just  move 
it  against  the  resistance  requires  the  expenditure  of  a  force  pa, 
in  units  of  pounds  and  square  feet.    Therefore  the  loss  of  power 

due  to  friction  is  pa  =  jlmv^y  and  the  loss  of  head  in  feet,  p  = > 

or  in  pounds,  //= — -3 — = — 3—. 

Shape  and  Dimensions  of  Airways. — Cognizance  must  be 
taken  of  these  frictional  resistances  by  ascertaining,  for  various 
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portions  of  the  mine,  the  elements  involved  and  comparing  the 
value  for  p,  thus  ascertained  for  a  given  mine,  with  that  usually 
considered  as  the  standard  of  comparisons.  The  normal  mine 
should  be  capable  of  delivering  100,000  cu,  ft,  of  air  lo  the  men 
throughout  its  working  without  causing  a  frictional  resistance 
greater  than  5.2  lbs,  per  square  foot  in  the  aggregate.  Should  it 
be  ascertained  that  the  mine  shows  a  larger  water-gauge,  it  is 
evident  that  there  is  room  for  improvement. 

The  lines  along  which  improvement  may  be  had  in\'oIve  an 
increase  in  the  area  of  the  cross-section,  or  a  change  of  shape, 
such  as  [0  give  a  greater  flow  with  less  frictional  rubbing- surface. 
The  conditions  under  which  the  airways  are  driven  prevent  any 
reduction  in  the  coeflicient  of  friction.  The  friction  increases 
with  !he  square  of  the  velocity,  and  in  order  to  increase  the  air- 
current  the  velocity  may  be  increased,  but  this  increases  the 
frictional  resistances  rapidly.  Assuming  the  value  for  /  of 
o.ooooooi,  then  the  quantity  that  will  flow  through  i  sq,  ft. 
of  area  of  passage  at  different  velocities,  as  staled  below,  in  a 
length  of  one  mile,  will  be  as  indicati^d,  and  with  correspondmg 
resistance,  p,  as  follows:  I 

F.Tt,  Cubic  Feet.  Lbs.  per  Siiiare  Foot.         | 

Velocity 


quantity  ()=  60; 

thcn^=  0.76 

Q=i2o; 

"    P-  306 

"       Q-300; 

"    ^-19.00 

"       Q-tm; 

"    P-7(>o3 

The  frictional  loss  is  directly  proportional  to  the  perimeter, 
and  inversely  as  the  area.  Thus,  a  local  contraction  of  the 
air-passage  by  the  use  of  the  partly  open  door,  or  ihc  accidental 
accumulation  of  a  pile  of  waste,  or  gangue,  will  materially  dimin- 
ish the  volume  of  air  passing  through  it  and  increase  in  a  large 
measure  the  resistance  to  such  flow  as  does  occur.  It  is  there- 
fore desirable  to  select  such  a  shape  for  the  airway  as  will  make 
it  as  spacious  as  circumstances  will  permit  consistent  with  the 
dimension  of  the  rubbing- surface.  The  circular  form  most  nearly 
meets  these  requirements,  but  we  are  restricted,  as  a  rule,  to  the 
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rectangular  or  the  trapezoidal  cross-section.  Aside  from  the 
theoretical  consideration,  the  form  of  airway  is  modified  by  prac- 
tical conditions.  In  American  mines  the  circular  airway  is 
rarely  adopted,  and  only  in  very  rare  instances  is  the  Stanley 
header  used  as  in  England.  There  a  circular  lining  follows 
the  machine  very  closely,  and  the  proper  form  can  be  retained  in 
the  finished  airway.  The  expense  of  making  this  form  pre- 
vents its  conmion  use  in  America.  The  more  usual  form  is 
one  having  a  semicircular  arch  roof  and  smooth  walls  as  being 
the  nearest  approach  to  the  ideal  cross-section. 

As  showing  the  comparisons  between  the  resistance  afforded 
by  a  square,  trapezoidal  road  and  the  round  roadway  of  various 
dimensions  and  velocities,  as  stated  below,  the  following  table 
will  be  of  service.  It  shows  the  pressure  in  poimds  per  square 
foot  due  to  the  flow  of  air  through  one  mile  of  airway  with  the 
coefficient  of  cooooooi  lb.  per  square  foot. 


At  Velocity  of 

At  Velocity  of 

At  Velocity  of 

Dimensions 

of 

Airway. 

Diameter 

of 
Airway. 

X  Foot  i>«r 
Seoona. 

5  Feet  per 
Second. 

xo  Feet  per 
Second. 

P 

0 

•  P 

0 

P 

0 

Feet. 

Feet. 

Pounds. 

Pounds. 

Pounds. 

iX    I 

z 

.7603 

60 

I9.cx> 

300 

76.03 

600 

2X   2 

2 

.3801 

240 

950 

I,2CX) 

38.01 

2,400 

3X   3 

3 

•2534 

540 

6.33 

2,700 

2534 

5.400 

4X   4 

4 

.1900 

960 

4-75 

4,800 

19.00 

9,600 

5X   5 

S 

.1520 

1500 

380 

7»5oo 

15.20 

15.000 

6X   6 

6 

.1267 

2160 

3.16 

10,850 

12.67 

21,600 

7X   7 

7 

.1086 

2940 

2.71 

14,700 

10.86 

29,400 

8X  8 

8 

.0954 

3840 

2.38 

19,200 

5-94 

38,400 

9X  9 

9 

.0844 

4860 

2. II 

24,300 

8.44 

48,600 

loXio 

lO 

.0760 

6000 

1.90 

30,000 

7.60 

60,000 

It  will  be  noted  then  that  two  galleries  having  a  cross-sec- 
tional area  of  5'  X5'  would  require  twice  as  much  power  to  carry 
the  same  amount  of  air  as  would  a  single  gallery  of  lo'Xio'. 
The  pressure  necessary  to  drive  25  cu.  ft.  of  air  per  second  through 
one  of  the  small  galleries  is  3.8  lbs.  over  the  total  area  of  the 
road.  The  pressure  necessary  to  drive  100  cu.  ft.  per  second 
through  a  large  gallery  would  require  the  pressure  of  7.6  lbs.  over 
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the  total  cross-sectional  area.  This  is  equal  in  amount  to  resist- 
ances of  both  small  galleries,  which,  however,  are  transmitting 
but  50  cu.  ft.  of  air  per  second. 

The  frictional  resistance  varies  with  the  length  of  the  gallery. 
The  volumes  of  air  passing  through  two  having  the  same  resist- 
ance will  be  inversely  as  the  square  root  of  their  lengths.  For 
example,  a  gallery  i5oo  feet  long  carr>'ing  6000  cu.  ft.  of  air  offers 
the  same  resistance  and  consumes  the  same  amount  of  power  as 
one  of  equal  area  which  is  711  feet  long  delivering  9000  cu.  ft, 
per  minute. 

The  following  table  shows  the  length  of  roads  offering  a 
resistance  equal  to  i  inch  of  water-gauge  under  the  conditions 
given; 


S^u^Al,..,. 

Roiiod  Airway. 

m  Yard.. 

ts.. 

a™. 

-s-"- 

Diameter 
Aim.y. 

a™. 

^!"- 

F«t, 

3X   3 
4X   4 

sx  S 
*X  6 

HI 

sn-  Fotr 

16 

as 

1 

8 

16 

34 
38 
3> 
36 

3 

5 

I 

3 
7 

■9 

.18 

% 

7854 
141 
06S 

P 

617 

3.1416 

6.. 83, 
9.4148 
.2.5664 
1;  7080 
18, 8496 
jr. 9911 

31.4160 

481 
96» 
1444 

igj6 
1407 
z888 

7i 

I 


In  using  this  table  it  will  be  remembered  that  the  volume  of 
air  and  the  lengths  of  the  road  are  directly  proportional  to  the 
frictional  resistance,  p,  the  other  conditions  of  area  and  periph- 
ery being  the  same.  For  example,  a  gallery  which  is  1200  yards 
long,  carrying  6000  cu.  ft.,  would  offer  one  half  the  resistance 
that  a  road  2400  yards  long  would,  or,  in  other  words,  if  the  cross- 
jeclional  area  be  5'X5',  the  water-gauge  would  read  i  inch  in 
the  short  gallery  and  i  inch  in  the  long  one.  Again,  the  road- 
way of  fXj',  which  is  6740  feet  long,  would  offer  a  resistance 
measured  by  a  water-gauge  of  two  thirds  of  an  inch. 
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Calculatioii  of  Mine  Resistance.  —  It  has  already  beeife 
remarked  that  the  water-gauge  measures  the  drag  of  the  air  in 
a  mine^  and  thus  serves  to  indicate  the  pressure  and  head  cor- 
responding to  the  motive  column,  if.  The  pressure  varies  from 
f  inch  for  easy  to  4  inches  for  difficult  ventilation  (from  3.9  to 
20.7  lbs.  per  square  foot).  In  anthracite  mines  it  is  about  2 
inches.  The  motive  column,  which  is  to  just  maintain  this 
pressure  against  resistances,  should  also  be  sufficient  to  create 
a  final  or  exit  velocity  in  the  shaft.  If  the  entire  current  trav- 
erses the  mine  unbroken,  the  resistance  in  the  shaft  or  entry  is 
only  a  fractional  part  of  the  mine  friction  indicated  by  the  water- 
gauge,  and  the  following  formulae  apply  with  sufficient  accuracy: 

^      fltn'  ^     jlm 

The  value  for  /  is  to  be  taken  elways  in  the  same  unit  as  that 
for  p.  In  other  words,  if  the  mine  resistance,  p,  be  given  in 
pounds  per  square  foot,  the  corresponding  value  for  /  is  taken 
as  equal  to  0.0000000219;  or  if  the  value  for  p^  is  given  in  feet  of 
head  of  motive  column,  M,  the  value  for  / '  is  then  0.000000269. 

If  the  airways  in  the  mine,  the  resistances  of  which  are  to  be 
calculated  with  a  view  to  determining  the  necessar}'  ventilator 
pressure  to  produce  circulation,  are  all  of  the  same  dimensions^ 
the  calculation  of  the  lost  pressure  may  be  made  in  one  operation 
by  proper  substitution  for  the  length,  peripher)-,  and  area  of 
airway  and  the  velocity  or  quantity  concerned.  The  value  of 
the  frictional  resistance,  pj  thus  engendered  in  the  mine  cor- 
responding to  the  water-gauge  height,  ;w,  and  of  the  velocity  of 
the  air-current,  added  to  that  of  the  pressure,  //',  requisite  for 
the  generation  of  the  velocity,  determines  the  motor  pressure 
required.  Often  //'  is  very  small  compared  to  p,  and  may  be 
even  neglected  without  sensible  error;  but  when  it  is  large,  the 
actual  ventilating  pressure,  which  must  be  supplied  by  the  force- 
fan,  or  the  manometric  depression  to  be  produced  by  a  furnace, 
or  exhaust-fan,  must  be  such  as  excetnis  the  sum  of  />  f /'. 

When  the  airways  of  the  mine  are  of  various  cross-sections, 
the  resistance  offered  by  them  in  the  aggregate  must  be  deter- 
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mined  by  adding  together  the  separate  values  for  p,  calculated 
ior  each  differing  cross- sectional  area  and  length.  When  the 
ajr-current  is  "split"  into  several  smaller  branches,  and  circu- 
lated through  an  equal  number  of  divisions  of  the  mine,  more 
or  less  equal  in  length,  with  volumes  of  greater  or  less  \-clocity, 
the  value  for  p  must  be  calculated  in  each  di\'ision  or  district 
separately;  and  for  each  differing  airway  the  aggregate  resist- 
ance in  each  division  is  the  sum  of  the  resistances  encountered 
in  each  of  its  various  galleries.  The  sum  of  the  several  fric- 
tional  losses  of  head  or  of  pressure,  and  that  pressure  or  head 
which  produces  the  linal  velocity  at  the  mouth  of  the  mine,  is 
again  equal  to  the  ventilating  pressure  demanded  of  the  motor. 

Formerly  it  was  the  practice  to  meander  the  air  through 
all  the  galleries  of  each  lift  before  expelling  it  (Fig.  i6j).  This 
involved  heavy  pressures,  enormous  airways,  or  a  velocity  dan- 
gerously fast,  and  the  last  gang,  fed  by  the  departing  current, 
would  receive  an  irrespirable  atmosphere,  vitiated  by  the  emana- 
tions from  all  previous  sources.  There  was  nothing  to  commend 
this  pernicious  system,  and  it  is  certainly  a  matter  of  congratula- 
tion that  it  has  become  obsolete. 

Multiple  Air-circuits. — Mr.  J.  Buddie  introduced  a  system  of 
ventilation  for  fiery  mines  that  has  everything  in  its  favor.  This 
system  was  known  at  first  as  "coursing  the  air,"  and  now  is 
termed  "  splitting  the  air,"  the  inception  of  which  is  due  to  Carlisle 
Spedding  or  his  son.  of  Whitehaven,  who  introduced  it  in  1 763.  By 
it  the  aggregate  quantity  of  air  is  increased,  the  dangers  of  explo- 
sion are  lessened  by  confining  its  train  of  evils  to  one  portion  of 
the  mine,  and  power  for  ventilation  and  haulage  is  saved,  since 
it  goes  hand  in  hand  with  the  method  of  panel-working  (Fig.  14). 
Each  panel  of  the  mine  is  completely  isolated  from  the  contiguous 
districts  by  barrier  pillars,  and  is  ventilated  separately  by  delivery 
to  it  of  a  portion  of  the  volume  of  the  intake  which  does  service 
in  that  panel,  to  be  afterwards  discharged  into  the  return  air- 
way, where  it  rejoins  the  exhaust  from  the  other  districts.  The 
electric  distribution  for  purjroses  of  illumination  and  the  water- 
supply  of  a.  town  are  conducted  on  identically  the  same  prin- 
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ciple,  I.e.,  that  which  recognizes  the  tendency  of  a  fluid  to  seek 
a  shorter  and  easier  escape  from  confinement.  With  a  number 
of  conduits  receiving  at  a  common  point  a  volume  of  fluid  fronv 
a  larger  conductor,  each  will  convey  a  fractional  amount  of  that 
original  bulk  which  is  inversely  proportional  to  the  resistance 
offered  by  its  entire  rubbing-surface.  If  the  several  conduits 
again  meet  to  discharge  their  individual  volumes  of  fluid  at  a 
common  point  into  a  common  reservoir,  the  pressure  at  the  point 
of  discharge  is  the  same  at  the  mouth  of  each  and  every  pipe. 
Likewise  the  pressure  at  the  point  of  union  is  the  same  in  the  ends 
of  each  and  every  pipe.  The  loss  of  head  or  of  pressure  due  to 
the  flow  of  the  given  quantity  of  fluid  through  each  conduit  is- 
then  the  same.  If  the  original  bulk  is  allowed  naturally  to  sub- 
divide, the  amount  of  fluid  in  the  several  branches  will  vary  in  aa 
inverse  ratio  with  the  cross-sectional  area  of  their  conduits.  This 
is  equally  true  of  the  circulation  of  air  through  mine-galleries  or 
districts,  of  water  through  branching  pipes,  or  of  electricity^ 
through  coimccting  wires  in  the  circuit. 

The  Process  of  Balancing  the  Resistances. — ^In  planning  the- 
ventilating  system  for   a   mine  which    is  to  be  divided  into  a. 
number  of  districts  for  ventilation  purposes,  the  practice  is  to- 
calculate  for  each  separate  district  its  aggregate  resistance  to 
the  flow  of  the  volume  required  for  a  known  number  of  men 
employed  there,  and  for  a  dilution  of  the  gases  evolved  in  that 
district.     Several  separate  values  for  p  are  thus  obtained.     But 
these  district   resistances  must  be  equalized  or  else   the  inlet- 
current  will  be  so  subdivided  at  the  point  of  distribution  that  the- 
large  bulk  of  the  air  will  pass  through  that  district  which  offers- 
the  least  resistance;  while  to  that  district  offering  the  greater  resist- 
ance the  volume  there  circulating  will  be  small.     This  is  usually 
the  reverse  of  the  requirements;   for,  generally,  that  district  offer- 
ing the  smaller  resistance  is  the  shorter  one,  having  less  men  in  its 
circuit,  and  therefore  requiring  a  smaller  volume  of  air;    while 
that  district  presenting  the  greater  resistance  to  the  flow  of  the 
current  is  either  more  extensive,  has  a  greater  volume  of  goaves^ 
or  contains  more  working  places,  and  hence  demands  a  very 
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large  fractional  part  of  the  main  current.     In  order,  then, 
automatically  deliver  to  that  district  requiring  more  air,  which  I 
at  the  same  time  offers  a  greater  resistance,  ihc  area  of  the  con-  j 
diiit  throughout  its  course  or  the  area  of  the  orifice  at  the  central  1 
point  of  distribution  must  be  made  suflicienlly  large   to   tempt  ' 
through  it,  or  into  it,  the  requisite  amount  of  air,  leaving  to  the 
smaller  district,  which  requires  less  air,  an  orifice  of  entrj-  which 
is  comparatively  small.     By  so  doing  the  differences  in  pressure 
for  each  and  every  district,  between  the  point  at  which  the  splits  of 
the  fresh-air  current  are  made  and  the  point  at  which  the  return 
currents  from  the  same  sphts  reunite,  can  be  equalized  to  that 
of  the  one  offering  the  greatest  resistance.     Then  the  current  i 
will  naturally  divide  according  to  the  areas  of  the  inlets  or  of  ] 
the  passages,  and  each  district  will  receive  its  apportioned  frac- 
tion of  the   incoming  air.    Hence,  whenever  the  ventilation  of 
the  mine  is  to  be  split  into  several  currents  and  the  air  is  to  be 
apportioned  in  accordance  with  the  demand,  the  mine  foreman, 
having  calculated  the  relative  values  for  the  head  lost  in  each, 
determines  by  proportion,  as  will  be  seen,  the  comparative  area, 
of  inlet  to  be  provided  the  several  districts  at  the  point  of  dis- 
tribution, and  there,  by  means  of  doors  and  other  regulators, 
furnish  to  the  given  district  the  area  desired. 

The  measurements  of  the  water-gauge  pressure,  or  loss  in  head 
between  the  beginning  and  the  end  of  the  split  and  the  velocity 
of  the  flow  of  air,  are  made  in  the  intake;  and  while  it  is  not 
always  possible  to  subdivide  the  current  at  a  common  point 
of  distribution,  this  should  be  done  as  near  to  the  downcast  as 
circumstances  will  admit.  The  same  may  be  said  of  the  point 
of  reunion.  Otherwise  the  resistance  of  the  intermediate  ways 
and  of  the  entries  must  be  determined  and  provided  for,  as  may 
be  seen  in  the  example  given  below.  The  aggregate  resistance 
of  the  intermediate  ways  of  the  se\'eral  districts  through  which 
the  air  is  circulated  determines  the  maximum  number  of  splits 
which  are  possible. 

Simple  as  is  the  theory,  and  satisfactory  and  economical 
as  is  the  plan  when  well  developed,  it  is  not  easy  of  execution. 
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The  success  of  the  plan  involves  an  exact  mamptilation  and 
great  skill  in  taking  due  precautions  to  balance  the  various  factors, 
to  determine  the  equilibrium  designed,  and  to  prevent  one  panel 
or  district  from  receiving  too  brisk  a  current  at  the  expense  of 
others.  Hence,  while  it  is  eminently  desirable  to  apply  this 
theoretical  distribution,  its  difficulty  is  recognized,  and  it  has 
become  the  practice  of  the  foreman  to  approximate  the  desired 
conditions  by  making  repeated  tests  upon  the  quantity  of  air 
flowing  in  a  given  circuit,  which,  if  insufficient,  is  provided  for 
by  enlarging  the  inlet  area  for  the  given  district  and  watching  its 
reaction  upon  the  volumes  in  the  other  dependent  splits.  In 
shallow  workings,  though  the  mine  may  be  extensive,  the  practice 
is  an  inexact  one  in  many  cases.  It  may  often  be  cheaper  to 
sink  a  new  shaft  to  furnish  separate  ventilation  to  a  district  than 
it  would  be  to  xmdertake  to  furnish  an  elaborate  system  of  splits. 
The  Power  Required  for  Ventilation. — Though  it  may  not 
require  a  demonstration  to  show  that  the  subdivided  splits  of 
the  current  are  productive  of  greater  economy  in  ventilating 
power,  attention  will  be  called  to  the  fact  that  the  ventilating 
force  in  horse-power,  necessary  to  deliver  a  volume,  Q,  against  a 
mine  resistance',  ^,  is  measured  by  the  expression 

KP. = Q/>4- 33,000 = Qm-5- 6365.7. 

The  resistance  which  would  be  offered  by  the  aggregate 
of  all  the  districts  to  the  flow  of  the  entire  volume,  Q,  through 
the  whole  length  of  the  circuit  is  measured  by  p.  Each  frac- 
tional volume,  5',  /,  q\  etc.,  passing  through  only  one  branch 
of  the  circuit  would  offer  a  resistance  r,  r',  r",  etc.,  which  is  very 
small  compared  with  p.  When  the  mine  boss  has  adjusted  the 
regulator  doors  at  the  point  of  distribution  by  altering  the  respec- 
tive areas  of  inlets,  the  resistances  in  all  of  the  several  circuits 
are  equalized,  the  work  performed  in  each  split  is  qr,  <fr^  g"r,  etc., 
and  the  aggregate  ventilating  power  is  their  sum.    As 

?+?'+?"+•   •   --Q    and    f<p. 
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the  power  required  for  the  ventilation  in  branches  will  be  less  I 
than  that  for  a  single  current,  Q,  through  the  same  passages. 

The  power  required  for  i6,300  cubic  feet  of  air  flowing  inom 
coluinn  would  be  capable  of  producing  70,884  cubic  feet  of  air  in 
five  splits,  94,850  cubic  feet  in  ten  splits,  and  nearly  100,000  cubic 
feet  in  fifteen  splits. 

Examples, — 1.  A  colliery  is  ventilated  by  a  Guibal  fan  of  ai  feet  3  ini 
diameter,  making  40  revolutions  per  minute.  How  many  cubic  feet  will  it  ] 
produce?  The  air  must  pass  through  a  main  airway  300  feet  long,  6' x 
before  being  split  up  into  three  separate  airways,  one  being  13,000  feet  .ong,  I 
e'Xs';  another,  ii,roo  feet,  of  area  6  X/;  whiic  the  third  is  10,000 
long  and  s'XS*  in  section.  Required  also  the  walcr-gauge  pressure,  assuia-  J 
ing  the  two  shafts  together  to  coosume  0.336  lb.  per  square  foot  in    riciion.  1 

16,380  cub  c  feet  and  0.9  inch. 
The  splits  are  all  drawn  from  a  common  point  of  junciiou. 

Theoretically,  the  fan  produces  a  water-gauge  pressure  of  0,902  inch 
(4.677  lbs.).  Then  the  entire  mine  offers  a  resistance  of  3.504  lbs,  {0.676 
inch).  The  resistance  of  the  main  airway  is  ;)  =  o.ooooooooo6i;9(l'.  Q, 
the  quantity  of  air  delivered,  is  divided  up  into  three  separate  sections,  accord- 
ing lo  their  resistances.  As  ^  is  the  same  for  each,  the  quantities  q  may  be 
known  in  terms  of  ^  to  be 

ai?'"^.     3455^7.    and    3368^^ 

Now  the  resistance  of  the  entire  mine  is  equal  to  3.504  !bs.,  plus  that  of 
the  main  airway,  plus  that  of  the  split  ,  p.  From  this  we  know  f=  3,504 
— 0.00000000061 79(8994 Vp)',  whence  p  becomes  3.333  and  the  r  aistance  of 
the  main  airway  0.170  lb.  Q  then  becomes  16,380  cubic  feet,  and  the  quanti- 
ties received  by  the  three  splits  are  3940,  6170,  and  6tio  cubic  feet.  (The 
dilTerence  in  results  arises  from  failing  to  carry  out  the  decimals  beyond  two 
pkce..) 

3,  An  airway  3000  feet  lonp,  8''<4'  area,  is  carrying  30,000  cubic  feet. 
How  many  cubic  feet  would  be  delivered  if  the  air  was  split  into  three  currents, 
ihe  powrr  remaining  the  same?  The  sections  are  3000  feet  long  and  8'X  4' 
area;  3600  feet  and  5'X9';  and  4800  feet  6'yio'. 

51,736  cubic  feet  and  11.56  H.P. 

The  calculated  power  necessary  to  drive  the  quantity  of  air,  Q,  through  tha 
three  sections  is  equal  to  the  sum  of  the  three  powers,  pav,  of  each  section. 

The  benefits  that  may  be  derived  from  splitting  the  air- 
current  are  manifest  by  inspection  of  the  following  case: 
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Examples. — i.  A  mine  has  two  slope  entries,  </X  14'  in  cross-wction  and 
100  feet  bngy  and  such  internal  resistances  as  would  be  equivalent  to  8000  feet 
of  a  typical  airway  5^X10^  in  cross-section.  What  pressure  and  power  will 
be  requisite  to  jnopel  16,200  cubic  feet? 

^"■0.2619  ^^  ^""4343  ft.-lbs.y  for  the  two  entries,  and 
^"■11.19  and  «*"  181,383  for  the  total. 

2.  Required  the  quantities  Qf  air  that  will  circulate  where  there  are 
2,  3,  5,  10,  and  15  equal  splits,  the  pressure  remaining  the  same  as  above. 

After  calculating  the  pressure  p  for  the  one  current  as  above,  then  proceed 
to  ascertain  the  pressure  f^  necessary  to  circulate  16,200  cubic  feet  in  the 
several  cases.  These  will  be  found  1.369,  0.405,  0.0874,  0.0109,  and  0.0032 
lb.  per  square  foot,  respectively;  as  the  area  of  each  airway  is  50  sq.  ft,  the 
aggregate  for  the  eqqal  splits  are  loo,  150,  250,  500,  and  750  square  feet  in 
the  several  cases,  while  ;he  rubbing-surfaces,  /m,  are  the  same  (240,000 
:  quare  feet).  The  pressiues  are  then  apportioned  directly  to  10,935  lbs., 
the  mine  friction  of  one  current  as  above.  Whence,  the  pressures  being  as> 
the  squares  of  the  volumes  circulating,  we  obtain  33,409  cubic  feet,  66,354 
cubic  feet,  91,692  cubic  feet,  103,755  cubic  feet,  and  105,255  cubic  feet, 
&Q<1  373)^7  ft--lbs.,  742,504  ft.-lbs.,  1,026,030  ft.-lbs.,  1,161,010  ft.-lb8.y 
and  1,177,760  ft. -lbs.  as  the  respective  powers  u. 

3.  If  it  be  desired  to  know  what  quantities  will  circulate  with  the  same 
power  M,  as  in  Ex.  2,  then  we  have  but  to  apportion  the  volumes  to  the 
cube  roots  of  the  powers,  u. 

Thus   ^^^373,887    :  33,409:  :'^i8i,383: 26,252,  the  volume  with  2  splits. 

i^742,504    :  66,354:  :i/i8 1,383  .-41,479,    "        "  "  3      " 

</i, 026,030:  9i,692::i^^383:5i,46i,    "        "  "  5      " 

-^1,161,010:103,  55:  :-e/787;^3: 55,881,    "        "  "  10      " 

i^i,i77, 760: 105,255 :.i/i8i,383: 56,419,    "        "  "  15      " 

4.  When,  however,  he  splits  are  not  taken  from  a  common  point  of 
juncture,  the  procedure  for  ascertaining  the  mine  resistances,  and,  subse- 
quently, for  balancing  the  delivery  of  air  to  the  several  sections,  is  not  so 
simple.  The  plan  consists  in  determining  the  several  resistances  and  the 
powc"^  neces'^ary  to  overcome  them.  These  arc  then  added  as  follows:  In 
Fig.  163  D  is  the  downcast  shaft,  84^  feet  deep,  8'Xio'  in  cross-section, 
delivering  56,000  cubic  feet  per  minute;  by  force-fan,  27,750  cubic  feet  go  to 
the  left  gangway,  while  the  right  gangway  passes  28.250  cubic  feet  of  a?r. 
The  water-gauge  stands  at  f  inch  (4.525  lbs.).  Required  the  volumes  of  aii 
received  by  the  splits  A^  B,  C,  and  D. 
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The  distances  along  the  gangway  at  which  the  splits  are  taken  are,  a,  460 
feet  from  d;  b,  960  fett;  and  c,  1360  feel  from  d.  Dimenfions  of  gangway 
6'Xia'. 

The  splits  are  E,  receiving  5000  cubic  feet  through  100  feet  of  ffXia* 
gangway;    6a  feet  of  ^'Xz"  break-through;    and  60  feet  of  reiuni  aim&jr 


C'  ^    ^   < 


Fic.  163. — Diagram  at  a  Split  Air-current. 

S'Xi4';  C,  having  a  resistance  equivalent  to  2401  feet  of  typical  roadway 
iS'X6,8/,  connecting  with  the  retum-way  at  f,,  941  feet  from  the  upcast  U; 
B,  which  has  aao  feet  of  gateway  4' X /,  1400  feet  of  entry  4'X8',  and  1000 
feet  of  room  4'Xi2',  delivering  at  6,,  a  point  581  feel  from  U;  and  A,  which 
has  a  resistance  equivalent  to  i8iO  feet  of  typical  roadway  s'Xio*,  connect- 
ing with  the  return  airway  313  feet  from  U. 

The  upcast  shaft  is  870  feet  deep  and  la  feet  in  diameter.  It  was  found 
that  the  velocity  of  the  outgoing  air  was  nearly  708  feet.  This  would  cor- 
respond lo  about  80,000  cubic  feet  of  air. 

In  the  return  airway,  along  ufl,,  the  volume  was  found  to  be  41,610  feet. 
This  shows  an  increase  in  volume  of  13  870  cubic  feel,  which  may  be  accounted 
'for  tiy  ihe  higher  temperature  of  the  outtake  air  or  increments  to  the  original 
volume  from  ga.';. 

Beginning  at  E,  where  5000  cubic  fee.  are  circulating,  we  find  the  total 
resistance  to  b  such  as  requires  a  pressure  of  o.ogO  lb.  per  square  foot  at  c, 
to  overcome  it.  Hence  the  same  pressure  must  exist  at  the  mouth  of  C, 
where  ^0  =  0,000000219677"  Equaling  the  two  values  for^  (?  being  unknown 
for  C,  and  50Q0  cubic  feet  for  R).  we  find  that  the  volume  of  air  of  6410  cubic 
feet  offers  a  proportionate  resistance  to  thai  in  E. 

At  the  point  b  the  total  resistances  of  B,  C,  and  their  gangways  must  be 
proportional  to  those  of  B.  as  the  relative  volumes  to  be  circulated.  At  ft  the 
11,410  cubic  feet  passing  out  produces  a  pressure  of  0.57  lb.  per  square  foot,  at 
which  rate,  by  equating  this  with  the  sum  of  the  resistances  of  the  split  B,  we 
find  that  q  becomes  3720  cubic  feet. 

In  like  manner  13,580  cubic  feet  will  be  found  i^apable  of  passing  through 
A.  the  frictional  resistance  at  a  being  1.19  lbs.  per  square  foot. 

The  total  resistances  ^a  of  the  various  sections  are:  rfa,  53.33  lbs.;  /f,  74.59 
lbs,;  ah,  ij.ig  lbs,;  B,  16.04  lbs.;  be,  7,83  lbs.;  C,  q  lbs.;  £,  6.ga  lbs.;  c\, 
17.67  lbs.;  b,a,,  23.29  lbs.;  a,u,  91.2  lbs.;  D,  323.85  lbs.,  and  U,  356.2  lbs. 


4 


454  MANUAL  OF  UlNING. 

The  volumes  of  air  are,  respectively,  27,740  cubic  feet;  12,580  cubic  feet; 
15,150  cubic  feet;  3720  cubic  feet;  11,410  cubic  feet;  5910  cubic  feet;  5000 
cubic  feet;  17,115  cuIhc  feet;  22,725  cubic  feet;  41,610  cubic  feet;  80,000 
cubic  feet;  and  56,000  cubic  feet. 

The  pressure  mentioned  is  only  that  necessary  to  overcome  the  nibbiiig 
friction  of  the  moving  air  against  the  sides.  No  cognizance  has  been  taken  of 
the  pressure  requisite  to  air  the  mine.  That  power  will  depend  upon  the 
velocity,  and  is  equal  to  about  0.17  lb.  pressure  per  foot. 

The  power  requisite  to  force  the  air  into  and  out  of  the  mine  (xx.9  lbs.  per 
square  foot)  is  666,400  ft-lbs. 

5.  An  airway  5^X8^  across,  6000  feet  long,  is  followed  by  a  through 
2^X5^  in  cross-section  500  feet  long.  To  drive  10,000  cubic  feet  of  air  throu^ 
them  requires  5.5  horse-power.  Their  frictional  resistances  are  equivalent 
to  5.2893  lbs.  and  9. 114  lbs.  per  square  foot,  respectively;  the  total  resistances^ 
pa^  being  21 1.57  and  91.14  lbs.  A  pressure  of  302.71  lbs.  is  therefore  requisite 
at  the  inlet  to  overcome  frictions  of  the  passage.  302. 7 1  -^  40  X  10,000—  75,667 
ft.-lbs.  to  propel  the  air  through  the  first  section,  in  addition  to  which  it  requires 
9.114X10,000  lbs.  to  overcome  the  resistance  of  the  second. 

When  the  "through"  precedes  the  airway,  we  have  no  differ  nee  in  fric- 
tional resistances,  but  the  total  pressure  in  the  first  section  must  be  sudi  as  to 
overcome  the  total  resistance  of  the  two,  hence  it  is  302.71  lbs.  (30.27  lbs.  per 
square  foot).  Then  30.27X10,000+5.289X10,000=355.601  ft-lbs.-*  10.7 
horse-power. 

If  the  "through"  is  midway  along  the  6000-foot  airway  and  has  300  feet 
of  the  5^X8'  roadway  on  each  side,  we  still  have  the  same  resistances,  yet  the 
power  requisite  for  propulsion  is  299,047  ft.-Ibs.  For  each  end  the  friction  is 
2.645  I^  P^r  square  foot,  and  for  the  middle  it  is  still  9.1 14  lbs.  per  sqiiare 
foot.  The  total  pressure  of  the  first  is  105.784  lbs.;  of  the  second,  91.14  lbs.; 
and  of  the  last,  105.784  lbs.  The  pressure  at  the  inlet  is  302.71  lbs.  (7.5677 
lbs.  per  square  foot);  at  the  entrance  to  the  second,  196.924  lbs.  (19.6924  lbs. 
per  square  foot);  and  at  the  entrance  to  the  last,  105.784  lbs.  (2.645  11^ 
per  square  foot). 

Goaves. — These  are  the  most  dangerous  places.  Here  the 
waste  rock,  broken  coal,  slate,  dust,  pyrites,  etc.,  accumulate  in 
the  presence  of  water  which,  with  the  stagnant  air,  induce  a  com- 
bustion fn)m  which  sulphuretted  hydrogen  and  other  gaseous 
products  exude.  It  is  estimated  that  the  air-space  in  a  goaf  is  one 
sixth  of  the  volume  of  coal  extracted,  and  in  it  most  likely  will 
breed  a  great  deal  of  gas,  of  which  the  sweating  of  the  roof  is 
an  infallible  sign.    Often  a  water-gauge  placed  in  a  goaf-stopping 
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will  indicate  by  the  dilTcrence  of  level  in  its  arms  whether  or  aoi  1 
any  accumulation  of  gas  exists  behind  the  stopping.  Spontaneous  J 
combustion  once  begun  therein,  nothing  will  stop  it.  For  this  ] 
reason,  though  aeration  is  possible,  fiery  coals  should  only  be  ^ 
worked  by  a  method  involving  complete  removal  of  the  coal,  or  , 
ils  replacement  by  clean  waste. 

The   Velocity   of   the    Air-current. — Spacious   air-drifts   wifl  ] 
then  reduce  the  resistances  and  also  the  velocity  of  flow.     It  i 
not  desirable  that  the  velocity  exceed  500  feet  per  minute,  nor  b 
it  comfortable  or  safe.     A  speed  exceeding  500  feet  is  equally 
injurious    with     stagnation.     Several    mining    commissions    of 
Europe   have   experimentally   determined    that,    aside   from   the  j 
chilling   effect   of  walking  against  so  rapid  and  cool  a  breeze,  1 
lamps  are  not  safe:   a  rapid  current  incites  explosion  by  driving  1 
the   gases  through,   or   the   flame   against,   the  screens.     Many 
lamps   can   resist   higher-speed   currents,   but   none  are   safe  i 
over  900  feet  per  minute.     In  the  old  country  the  air-currents  \ 
at  different  parts  of  the  mines  vary  in  velocity— at  the  coal  face  j 
often  as  fast  as  900  feet;    but  here  our  Davy,  Stephenson, 
Clanny  lamps  require  protection  in  such  a  velocity,  which  exceeds 
that   of   .American   practice. 

The  Anemometer. — A  miner  can  approximately  estimate  the 
speed  of  the  current  by  knowing  the  rate  at  which  he  must  walk 
to  keep  the  flame  erect,  or  by  noting  the  time  elapsing  between 
the  discharge  of  a  volatile  fluid  or  smoke  and  the  time  of  its 
arrival  at  a  point  a  known  distance  beyond.  The  anemometer 
is,  however,  much  the  simpler  instrument  for  measuring  the 
velocity  of  the  flowing  air.  In  a  case  is  a  series  of  vanes  which 
are  moved  by  the  current,  and  these  by  proper  gearing  turn 
indices  over  their  respective  dials  at  such  a  rale  that  the  velocity 
may  be  at  once  read.  It  does  not  give  accurate  results  on  ac- 
count of  the  friction  of  its  mechanism.  Each  instrument  has 
its  own  factor,  which  is  not  even  constant.  Biram's  and  Cos- 
tello's  patterns  (Figs.  164  and  165)  are  most  used  in  America. 
Their  factors  are  ascertained  by  occasional  test,  the  anemom- 
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eter  being   revolved  on  a  whirling   table,  and   its  reading  coiB 
pared  with  the  actual  velocity  of  revolution. 

The  point  selected  for  obser\-ing  the  velocity  should  be  in  I 

straight  gallery,  whose  sides  and  roof  are  a  fair  average  in  rougl 

Fig.  1G4,  Fic.  165. 


Anemomelera. 


ness,  and  where  there  is  neither  a  sudden  bulge  nor  a  contraction. 
The  average  of  several  one-minute  readings  is  taken  at  the  place 
of  measurement,  near  the  roof,  sides,  and  centrally.  Then  the  , 
cross-seclion  of  the  conduit  at  the  obsen'ing  station  is  taken. 

The  Efficiency  of  a  Ventilating  S)fstem.^One  object  in  detep>  J 
mining  the  velocity  of  the  air  circulating  in  the  passage  i 
ascertain  the  efficiency  of  the  motors  supplying  the  current.  ] 
For  this  purpose  the  cross- sectional  area  of  ihe  airR-ay  at  the  j 
observing  station  is  measured,  and  the  product  of  this  with  tin  j 
velocity  and  the  ventilating  pressure  at  the  given  point  deter*  1 
mines  the  actual  work  of  the  effective  power  in  the  air  at  that  | 
point.  The  power  U  to  move  the  air  is  0.00003031'aP.  ThcJ 
ratio  between  the  result  of  these  obsenations  and  the  simultanej-^ 
ous  indicator  diagrams  of  the  engine  gives  the  mechanical  effi*^ 
cicnc\'  of  the  ventilating  system.  The  uhimate  comparisons  c 
this  work  in  terms  of  consumption  of  coal  should  show  for  i 
good  system  not  more  than  1 1  lbs,  of  fuel  per  useful  horse-powefl 
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produced  by  the  fan  and  40  lbs.  to  70  lbs.  per  effective  horse- 
power of  the  furnace. 

The   Regulation  of  the  Multiple  Circuits. — The  air  entering 
the  mine  is  conducted  to  the  men  by  a  route  as  direct  as  the 
plan  of  the  workings  admits.     To  those  who  are  at   work  in 
the  shaft  and  at  the  breast  of  the  exploration  entries,  the  current 
is  led  by  a  partition  in  the  shaft  or  drift-forming  conduits  for 
an  intake  and  return  current;    to  the  men  engaged  in  extract-   ' 
ing  coal,  the  current  passes  from  the  main  entry   lo  the  head- 
ing, thence  through  cross -headings,  or  branch  headings,  to  the 
rooms.      The   air-current    passing  down   the   entries   by   eithet  ] 
shaft  or  slope  is  sphl  at  each  level  or  lift  to  a  right  and  a  left  [ 
branch.     In  each  Uft  the  current  flows  lo  the  furthermost  point, 
along  the  main  heading,   ihence   rising   into   the   most   remote   I 
room,  along  its  face,  ihence   through   '-dog-holes,"  progressing   | 
toward  the  hoislway  till  each  room  has  been  lra\'ersed,  when  the 
current  is  led  to  the  return  or  back  heading  which  communi- 
cates to  [he  upcast  way,  there  to  be  Joined  by  the  return  current 
from  the  opposite  side  of  the  lift,  and  finally  to  unite  with  the 
return  current  rising  from  the  lower  lifts  which  have  been  fed  in 
like  manner.  I 

The  main  heading  is  usually  the  haulage-way,  the  back  head- 
ing ser\'!ng  only  for  the  vitiated  air.  It  may  be  used  for  a  travel- 
ling way.  The  jaw  of  each  room,  except  that  one  which  is  most 
advanced,  is  stopped  up,  which  latter,  in  time,  is  closed  as  an- 
other room  is  turned  from  the  heading.  As  each  room  must  be 
in  free  communication  with  the  haulage-way  for  the  deUvery  of 
its  coal,  the  stopping  there  provided  must  be  capable  of  opening 
for  the  passage  of  the  coal.  The  swinging  doors,  therefore, 
which  are  placed  in  the  entry  are  always  closed  to  prevent  the 
air  from  returning  at  once  down  the  back  heading.  Here  doors 
arc  built  to  deflect  it  into  the  rooms,  with  also  a  brattice  in  each 
room,  to  direct  the  current  it  receives  from  its  neighbor.  From 
the  last  room,  whether  working  or  abandoned,  the  air  passes  to 
the  return  current.  In  the  lower  portions  of  the  room  not  in 
the  direct  sweep  of  the  air-current  the  air  is  prevented  from 
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becoming  stagnant  by  the  leakage  from  the  main  anient  and 
the  addition  of  such  volume  as  is  swept  in  or  out  by  the  travel  of 
the  cars  from  and  to  the  haulage-way. 

The  distribution  in  the  long  wall  is  perfectly  similar,  in  which 
case  the  gob  roads  are  stopped  up  by  doors  to  convey  the  cunent 
to  the  extremities  of  the  workings,  whence  the  air  flows  along 
the  long-wall  face. 

In  flat  seams,  the  double  entries  of  which  have  a  low  grade 
for  haulage  from  the  surface,  the  similar  split  system  is  em- 
ployed, the  splits  being  taken  at  the  point  of  union  with  the  main 
headings.  When,  by  reason  of  the  low  pitch,  three  entries  are 
driven  from  daylight,  the  common  practice  consists  in  making  the 
central  entry  the  return  airway,  the  air  being  led  into  the  mine 
in  two  currents  on  either  side.  This  simplifies  the  subdivision 
of  the  currents,  which  may  be  effected  with  few  doors.  Each 
district  on  either  side  will  have  but  one  crossing  of  its  return 
current  with  the  intake  current. 

Structural  Appliances  Required  for  ControUing  the  Air- 
current. — Their  object  is  to  confine  and  direct  the  air-currents 
in  a  given  path.  They  may  be  permanent  or  temporary  in  char- 
acter; they  may  also  serve  as  stoppings  to  prevent  any  circula- 
tion through  a  given  way,  or  as  a  means  of  deflecting  the  current 
into  some  other  channel. 

In  the  split  system  of  ventilation  several  small  currents  radi- 
ating from  one  given  centre  of  distribution,  or  branching  from 
a  main  airway,  are  returned,  after  having  done  service,  to  an- 
other airway,  whence  they  are  carried  to  the  surface.  Provision 
must  be  made  for  carr}ang  the  return  current  over  or  imder  the 
intake,  where  they  intersect  for  regulating  the  amount  of  air 
delivered  to  each  branch  of  the  mine;  and  for  flexible  stop- 
pings along  the  gangway,  admitting  of  the  passage  of  trains  of 
cars. 

The  Heans  for  Deflecting  the  Current. — These  are  of  seven 
varieties: 

Air-bridges,  constructed  to  carry  the  return  current  over  or 
under  the  airway. 
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Stoppings,  or  walls,  closing  the  "throughs"  when  their  ser- 
vice as  connectors  has  been  performed. 

Partitions  of  wood  or  canvas  to  temporarily  divide  each  air- 
way into  two  compartments  for  an  inlet  to  the  face  and  an  out- 
let to  the  cross- heading  nearest  to  the  face,  which  in  turn  con- 
nects with  the  return  air,  back  heading,  or  adjoining  room. 

Brattices  of  canvas  hung  from  the  roof  in  the  common 
travelling-way  to  sen-e  as  a  light  temporary  resistance  to  the 
flow  of  air,  without  impeding  the  access  of  the  men  into  the 
rooms. 

Swinging  doors  in  the  gob  roads  and  at  the  jaws  of  the  rooms 
to  prevent  the  entry  of  air  from  the  main  heading,  but  to  allow 
admission  to  the  men. 

Swinging  doors  at  the  return  heading  at  appropriate  places   \ 
to  check  the  immediate  return  of  the  current  and  to  deflect  it 
to  a  room. 

Sliding  doors  placed  in  the  branch  airways  and  fixed  so  as  to 
offer  an  area  for  the  inlets  to  several  branches,  including  the  con- 
tinuation of  the  mainway. 

The  Stoppings. — ^Thesc  consist  of  walls  strongly  built  to 
resist  the  pressure  of  the  roof  and  floor  and  also  to  prevent  the 
leakage  of  air.  They  arc  of  brick,  with  their  faces  set  a  little 
back  from  the  wall  of  the  gallery  in  order  to  provide  for  any 
peeling  of  the  coal  from  the  side  of  the  airways.  These  walls  are 
built  on  either  side  of  the  airway  two  or  three  bricks  thick,  and 
often  filled  with  rubble  to  make  a  firm  pillar  and  support.  Oc- 
casionally their  exposed  faces  are  plastered  with  coal-tar  or 
cement  to  make  them  impervious  They  are  built  about  the 
goaves  and  other  gaseous  districts. 

The  temporary  stoppings  are  of  wood,  or  canvas  sheets,  more 
or  less  firmly  framed,  and  may  be  movable,  as  are  doors,  or  fixed, 
as  in  the  case  with  curtains  and  panels. 

Air-crossings  or  Bridges. — These  are  placed  at  the  intersec- 
tion of  each  pair  of  cross-entries  to  allow  the  pure  air  from  the 
intake  to  enter  the  mine  without  interference  from  the  vitiated 
air  in  its  exit.     These  bridges  are  carried  over  the  roadways  and 
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iispeDse  with  the  use  of  doors.    They  are  permanent  stroctures 
whose  position  is  determined  hy  the  plan  of  the  mine. 

Overcast — ^There  are  two  classes  of  air-bridges,  one  in  which 
the  return  airway  is  carried  over  the  main  haulage-way  and  intake, 
and  the  other  in  which  it  may  pass  below  the  intake.  Though 
there  are  many  coodiUons  favoring  the  undercast  crossing  Uie  air- 
brick prevails  (Fig.  i66).  In  this  case,  at  some  distance  before 
the  point  of  intersection  td  the  two  airways  is  reached,  an  excava- 
tion is  made  in  the  roof  sufficiently  high  and  wide  to  afford  an 
airway  of  ample  dimensions,  which  excavation  is  carried  above 
the  intake  airway  the  deared  distance  and  down  on  the  other 
side  to  the  main  level  of  the  coal-seam  at  some  iiistance  beyond. 
The  coal  close  to  the  sides  of  the  intake  airway  is  left  undis- 
turbed. A  bridge  is  then  buOt  consisting  of  a  heavy  flooring  o£ 
timber  laid  above  the  opening  to'make  a  roof  for  the  intake  and 
a  floor  for  the  mtake  airway.  It  would  be  cheaper  to  remove 
all  the  coal  on  the  sides  and  erect  stopping-walls  to  furnish  sup- 
port for  the  bridge  oveiiicad,  but  these  are  not  always  air-tighL 
It  is  absolutely  essential  that  the  partitions  between  the  return 
and  the  intake  airway  should  be  air-tight.    The  cost  of  an  over- 
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cast  is  about  S125.00,  with  a  month's  labor  of  common  Help 
and  ten  days  of  two  masons.  There  would  be  required  perhaps 
100  bushels  of  mortar,  5000  bricks,  and  6  cu.  yds.  of  sand. 

Many   engineers  prefer  to   drive   the   overcast   through   the 
solid  rock  to  insure  a  tight  airway  and  one  which  is  not  liable 
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to  be  influenced  or  aSected  by  the  accidents  in  the  intake.     These 
are  more  expensive  to  build,   but  have  many  advantages. 

The  Dndercast. — This  air-crossing  is  built  below  the  floor  (Fig. 
167)  of  requiiile  dimensions  and  far  enough  beyond  the  intake  oa 
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either  side  to  leave  a  secure  and  undisturbed  pillar  for  a  stopping 
in  the  latter.  It  is  framed  and  boxed  as  is  the  overcast.  In  a 
few  cases  this  construction  may  be  cheaper  than  the  overcast, 
and  is  preferred  when  Ihe  roof  cannot  well  be  disturbed.  But 
the  liability  to  undermine  the  coal-pillars  which  rest  upon  the 
floor  of  the  seam  and  the  risk  of  creep  constitute  a  serious  objec- 
tion to  it.  The  depression  which  is  made  tn  the  floor  furnishes 
opportunity  for  lodgement  of  water  and  mine-gas  and  may  be- 
come in  time  absolutely  impassable.  It  is  always  subject  to 
constant   flooding. 

How  Should  Air-bridges  be  Made? — It  is  a  disputed  question 
whether  air-bridges  should  be  carried  through  the  solid  rock 
or  be  built  In  the  roof.  Both  sen'e  equally  well  their  pur- 
poses under  general  conditions.  But  the  effect  of  an  explosion 
upon  the  two  is  different.  The  rock  terminal  airway  remains 
intact  and  the  ventilation  of  the  mine  is  unimpaired.  The 
boxed  bridge -crossing  is  usually  destroyed  by  the  force  of  the 
blast,  and  mth  it  the  air-current.  Of  course  the  force  of  the 
blast  is  confined  to  the  airways,  and  its  violence  may  produce 
heavy  falls  which  will  afterwards  present  obstacles  to  the  rescuing 
party,  when  the  work  of  rehabilitation  begins,  though  the  number 
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of  such  violent  explosions  that  will  shatter  the  toof  will  be 
smalL 

The  timber  overcast  bridge  furnishes  a  safety-valve  for  the 
force  of  the  explosion  and  prevents  much  damage.  In  such 
event  the  reestabUshment  of  the  air-current  after  an  explosion 
becomes  a  difficult  matter.  The  wooden  partitions  may  be 
destroyed  by  a  moderate  explosion,  and  the  number  of  occasions 
when  the  rescuing  party  must  build  bridges  and  stoppings  is 
larger  than  those  in  which  it  must  reopen  a  blocked  airway 
through  a  solid  overcast. 

A  trap-door  in  the  floor  of  an  overcast  which  would  raise  with 
the  explosion  and  fall  again  with  the  heavy  reaction  that  follows 
would  enable  the  air-current  to  be  reestablished  and  meet  the 
objection  to  the  air-bridge.  Such  a  door  could  be  built  cheaply 
and  can  be  made  tight  for  ordinary  emergencies. 

The  greater  expense  of  the  rock  tunnel  would  result  in  a 
smaller  number  of  them  being  driven,  and  hence  less  split  aip 
currents.  As  the  economic  distribution  of  air  depends  upon 
the  use  of  numerous  air-currents,  there  would  be  a  greater  econ- 
omy secured  with  the  same  outlay  by  an  abimdant  use  of  the 
cheaper  air-bridges  than  would  be  obtained  for  a  similar  number 
of  solid  overcasts. 

The  mining  laws  of  Pennsylvania  require  overcasts  and  air- 
bridges of  masonry  or  in  solid  rock,  in  all  mines  generating  fire- 
damp in  sufficient  quantities  to  be  detectible  by  the  ordinary 
safety-lamps. 

An  air-bridge  passing  over  a  slope  is  always  built  in  the  solid. 

Mine-doors. — ^The  doors  are  of  two  classes — those  provided 
with  an  additional  valve  or  gate,  which  may  be  opened  of  closed 
within  a  limited  range;  and  those  doors  swinging  on  hinges, 
which  may  be  opened  for  purposes  of  ingress  or  egress;  they 
should  open  against  the  direction  of  a  possible  inlet  current, 
in  order  to  completely  direct  the  current  along  the  main  way. 
Doors  are  the  main  dependence  for  the  ventilation  of  mines, 
particularly  those  which  are  subdivided  into  districts  for  pur- 
poses of  ventilation.    They  are  placed  in  such  position  as  will 
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temporarily  and  effectually  check  and  deflect  the  current. 
Wherever  their  location,  they  must  be  built  with  great  care,  of 
matched  timber,  closely  fitted  in  their  frame,  and  are  maintained 
only  so  long  as  the  draught  is  to  be  kept  up.  Some  are  even 
provided  with  weather-strips  on  their  edges.  They  are  placed 
in  all  the  side  entries  to  the  rooms,  swinging  outward  towards  the 
main  passageway,  and  are  generally  in  pairs  when  located  in 
the  haulage- way.  In  the  latter  case  they  are  located  far 
enough  apart  that  the  two  will  not  be  open  at  the  same  timCj 
and  thus  interrupt  the  principal  circulation. 

Regulator-doors  are  employed  (Fig.  i68)  at  the  mouth  of  entry 
to  a  ventilating  district  in  the  mine,  the  gate  of  which  constitutes 
an  adjustable  sliding  door  capable  of  being  secured  against 
disturbances,  and  are  employed  to  regulate  the  supply  of  air 
to  be  delivered  to  that  district  in  accordance  with  the  system 
described  above.  The  placing  of  the  slides  is  left  to  the  mine- 
boss  or  the  fire-boss.  Those  doors  which  are  placed  in  haulage- 
ways  either  require  an  attendant  or  have  their  frames  bo  inclined 
that  the  door  swings  to  of  itself.  Automatic  mechanical  appli- 
ances for  opening  and  closing  the  doors  from  a  distance  without 
stopping  the  mules  or  other  haulage-motors  are  employed  in 
many  collieries,  but  do  not  stand  in  great  favor.  While  there 
seems  to  be  no  means  yet  offered  for  replacing  doors  or  dis- 
pensing with  them  entirely,  there  is  no  question  as  to  their 
objectionable  nature.  They  are  k'aky,  and  offer  opportunity 
for  negligent  drivers,  who  by  leaving  them  open  divert  the  current 
from  its  proper  course  or  stop  it  entirely.  The  most  objection- 
able feature  is  their  liability  to  destruction  by  explosion,  and  the 
consequent  annihilation  of  the  current  at  the  most  critical 
time. 

The  Effect  of  an  Obstruction  in  the  Airway. — Any  irregularity 
in  the  sectional  area  of  the  ainvays  or  any  fall  of  rock  restricts 
the  passage  of  th^  air.  So  the  movement  of  the  cages  in  the 
shaft  will  disturb  the  current,  and  the  same  occurs  with  the  pas- 
sage of  trains.  Their  effect  is  to  increase  the  mine  resistance, 
which  will  be  apparent  at  the  fan  in  an  increased  speed,  even 
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thou^  the  quantity  of  air  being  delivered  may  be  less.  If  doom 
are  left  open  in  the  mine,  the  reverse  takes  plaa. 

When  the  Rumber,of  ventilating  circuits  is  targe,  the  obstruc- 
tion in  one  of  the  splits  will  have  little  effect  on  the  fan  or  fur- 
nace as  revealed  by  the  water-gauge.  The  greater  the  number 
of  splits,  the  less  will  be  its  influence.  But  a  redistributi(Ki  takes 
place  throughout  the  mine,  and  all  the  other  splits  will  receive 
an  undue  proportion  of  air. 

The  r^ulator-doors  are  then  reset  until  the  obstruction  haa 
been  removed.  The  effect  of  placing  a  regulator  in  any  district 
cannot  be  calculated  without  taking  into  consideration  the  whole 
circumstances  of  the  mine.  Any  change  in  the  position  oi  a 
shutter  affects  the  other  airways. 

Precisely  the  same  formuke  will  be  employed  for  the  equiva- 
lent orifice  of  the  mine  as  will  apply  to  mine  regulators,  the 
coefficient  for  the  vena  contracla  being  taken  at  0.65. 


Fig.  168.— a  Regubtor  Slide-door, 

Safety-doors. — In  some  collieries  an  excellent  de\'ice  has  been 
introduced.  This  consists  of  a  sheet-iron  door  hinged  and 
suspended  from  the  roof  at  appropriate  places,  to  be  released 
when  the  explosion  occurs,  drop,  and  close  the  opening,  thus 
replacing  those  disturbed  by  the  accident  and  maintaining  the 
dkection  of  the  current  at  this  critical  time. 
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Brattices  are  used  as  temporary  expedients  for  subdividing 
any  room  or  airway  in  such  a  manner  as  to  cany  an  inlet  current 
through  the  wider  compartment  to  the  breast  or  face  of  the  work, 
and  return  it  in  the  smaller  section  to  the  return  airway.  Brat- 
tices may  be  made  of  planks  nailed  on  props  at  suitable  distances 
apart,  with  the  interstices  between  the  plank  lathed,  and  the 
whole  tarred  or  calked  with  oakum  to  constitute  an  air-light 
partition,  or  the  brattices  may  be  made  of  canvas  unrolled  hori- 
zontally and  suspended  from  the  roof  and  frequently  adjusted 
upon  posts,  according  to  the  ventilating  pressure  in  the  airway 
or  room  in  which  they  are  placed.  To  make  canvas  imperme- 
able to  air,  it  is  usually  soaked  with  tar,  though  its  stench  has 
resulted  in  its  substitution  by  an  incombustible  material,  such  as 
asbestos  or  a  soluble  silicate. 

Aid  to  Ventilation. — -Olhcr  methods  of  providing  the  return- 
er inlet-way  consist  in  cutting  a  ditch  in  the  floor  of  a  gallcrv  and 
boarding  it  over;  in  providing  a  "top  sollar,"  the  timbered  roof 
of  the  gangway  having  a  little  extra  space  for  the  passage  of  the 
air-current  above  it  instead  of  below  it;  in  laying  wooden  air- 
boxes,  metal-pipes,  or  large  canvas  hose  at  one  side  for  tempo- 
rary expedients. 

In  the  rooms,  entries,  and  shafts  the  distance  between  the 
working  place  and  the  last  connection  with  the  airway  must  not 
exceed  22  yards,  and  that  from  the  end  of  the  brattice  must  not 
exceed  one  fifth  of  that  distance. 

"Throughs"  or  "dog-holes"  are  driven  at  every  30  yards 
through  the  pillar  coal  to  connect  rooms,  and  to  allow  of  air 
circulation  through  them  in  turn  as  the  room  advances. 

For  intensifying  the  permanent  air-current  led  to  a  working 
place,  or  for  the  separate  ventilation  of  workings  in  seams  with 
slight  disengagement  of  gas,  compressed  air  may  be  employed 
or  hand-worked  fans  may  be  used  for  separate  ventilation,  which 
is  always  brought  up  so  near  to  the  working  place  that  the  air 
be  not  too  much  diffused. 

Example.— A  downcast  6' X 11',  anupcast  6'X  ta',  300  feet  deep,  supply  air 
to  a  mine  having  a  gangnay  3000  feet  long,  50  feet  sectional  area  (s'Xio'); 
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five  splits  receive  each  a  portion  of  the  40,000  cubic  feet  moving.  Required 
the  several  amounts  delivered  to  the  panels  through  the  resistance  of  &X&f 
700  feet  long;  5'X/,  1000 feet;  s'xST,  1200  feet;  6'X6',  750  feet;  and^X/, 
800  feet. 

By  substitution  it  will  be  found  that  the  pressure  required  to  ovcroome  the 
downcast  resistance  is  1.33  lbs.  per  square  foot.  In  the  mine  the  pccanne 
will  be  the  same  throughout;  hence  for  each  split 

*      Jhn* 

which,  solved  for  each  division,  gives  volumes  q^  i6,o59iV^;  Qojov^;  9679 
y/p;  lOf^ogVp;  and  7543  \/J,  respectively.  The  sum  of  these  equals  the 
total  quantity,  Q,  from  which  we  get  ^,  equal  to  0.87  lb.  Assuming  that  the 
splits  are  made  as  near  as  possible  to  the  downcast  entry  and  reunion  to 
upcast,  which  by  the  way  Is  advised,  there  need  be  no  further  allowance  for 
resistances  other  than  those  of  sudden  turns  or  contractions.  The  distrilm- 
tion  of  the  air,  q,  for  each  district  is  12,070,  6785,  7275, 8200,  and  5670  cubic 
feet. 

The  upcast  offers  a  resistance  to  the  exhaust-air,  the  volume  of  which  is 
greater  than  the  40,000  cubic  feet,  because  of  accretions  from  "blowers^'' 
moisture,  etc  Disregarding  these  increments,  the  volimie  to  be  exhausted  is 
carried  up  at  a  velocity  of  555  feet  per  minute,  whence  ^  is  1.00  lb. 

The  total  pressure  to  be  imparted  by  increasing  the  downcast  barometric  or 
rarefying  the  upcast  b  therefore  3.01  lbs.,  requiring  M  of  57  feet,  or  a  dif- 
ference in  temperature  of  about  100^  at  B»  25  inches.  If  the  splits  are  made  at 
stated  distances  along  the  main  gangway,  an  allowance  must  be  made  for  each 
of  the  several  losses  of  friction  in  the  various  lengths  thereof,  remembering 
that  each  branch  split  reduces  the  volume  passing  through  the  remaining  por- 
tion of  the  gallery,  and  correspondingly  the  friction  therein.  It  would  require 
3.7  H.P.  to  do  the  work  upon  the  air;  a  fan  of  43  per  cent  efficiency  would 
necessitate  a  9  H.P.  engine. 

The  calculation  for  the  ventilation  of  a  railroad  tunnel  is  similar.  Assume 
a  tunnel  4961  feet  long;  sectional  area,  336  square  feet.  Then  4961 X  336-" 
1,666,900  cubic  feet  of  air  to  be  changed  every  ten  minutes.  Velocity  6f  cur- 
rent, 496  feet. 

p—' «4.8  lbs.  per  square  foot. 

A  fan  20' X 6'  at  forty  revolutions  easily  meets  this  demand.  The  fan  maybe 
applied,  with  or  without  brattice,  at  either  end  of  the  tunnel,  but  this  is  a 
delicate  matter.    It  would  be  better  to  place  the  fan  at  the  mouth  of,  or  a 
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furnace  at  the  bottom  of,  one  of  the  connecting  shafts  used  during  construc- 
tion, and  block  the  others  ofif. 

Required  the  pressure  and  power  to  get  10,000  cubic  feet  of  air  through  air- 
ways aggregating  6300  feet  in  length,  of  which  5000  feet  are  along  a  heading 
5'X8'  in  area,  with  1000  feet  of  airway  6^X9'  at  the  intake  end  and  300  feet 
of  a  2^X5'  air-course  at  the  upcast  end. 
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CHAPTER  XV. 

THE  ILLUMINATION  OF  MINES. 

Illumination  in  IQnes. — ^In  an  atmosphere  free  from  explo- 
sive gas,  the  illumination  may  be  had  by  any  form  of  naJced 
light.  In  all  metal-mines  candles  are  used,  and,  occasioiudlyi 
the  torch  and  kerosene-lamp.  In  bitimiinous  mines  known  to 
be  non-gaseous  the  latter  is  employed;  but  in  all  mines  which 
are  at  all  likely  to  develop  gases  the  lamp-flame  must  be  pro- 
tected from  direct  contact  with  the  white  or  fire-damp.  The 
simplicity  of  the  means  of  illuminating  metal-mines  tends  to 
promote  the  comfort  and  safety  of  those  engaged  in  them  as  the 
rays  of  light  from  the  open  candle  or  lamp  are  shed  in  all  direc- 
tions, thus  revealing  dangerous  roofs,  sides,  or  timbering  much 
better  than  any  form  of  safety-lamp  can.  But  only  in  very  shal- 
low collieries  should  this  be  permitted,  and  then  only  after  rigid 
inspection  by  the  fire-boss. 

Candles  and  Oil-lamps. — ^The  candles  which  are  used  in 
metal-mines  are  usually  of  stearic  acid,  of  which  Proctor  and 
Gamble's  are  the  most  uniform  and  will  best  withstand  the  tem- 
perature of  the  heated  atmosphere.  They  are  cheaper  illu- 
minators than  lamps  in  rooms  and  stopes,  but  not  in  haulage- 
ways.  The  consumption  averages  three  candles  per  man  per 
shift. 

The  candle  may  be  placed  in  a  loop  sewn  in  the  cap  or  the 
pointed  shank  may  be  stuck  into  the  timber,  roadside,  or  floor, 
where  it  is  shielded  from  the  current  of  air.  With  a  proper  sup- 
ply of  pure  air  it  bums  without  unpleasant  smoke  emission,  and 
in  places  where  there  is  a  certain  proportion  of  carbonic  acid  gas 
in  the  air,  which  would  surely  cause  its  extinction  if  left  undis- 
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turbed,  it  may  be  kept  alight  by  spreading  out  ihc  wick  so  as  to 
provide  spaces  between  its  cotton  threads,  and  inclining  the 
candle  for  the  tallow  lo  feed  (he  flame  faster. 

The  common  tin  lamp  with  the  hinged  lid  on  top  and  a  hook 
and  spout  on  either  side — from  the  spout  the  wicking  projects  and 
is  warmed^is   a   more   brilliant   illuminator,   and   is   also   used 
in  coal-mines,   giving  a   moderate   light  of  about   four  candle-  , 
power,  with,  however,  the  objection  that  it  smokes. 

At  many  collieries  the  pit-bank  and  the  main  roads  from  the-] 
pit-bottom  are  lighted  by  electricity,  or  by  gas,  manufactured  in  , 
the  colliery  yard,  but  where  this  is  not  so,  larger  and  more  pow- 
erful lights  than  those  used  at  the  face  arc  necessary.  The  1 
common  arrangement  is  a  can  holding  about  3  to  6  pints  of  oil,  1 
with  one,  and  often  two  large  wicks,  having  a  tightly  fitting  lid  j 
and  a  chain  carrying  a  pricker,  for  use  on  the  burning  wicfc  1 
when  required. 

niuminants. — Vegetable  or  animal  lamp-oils  were  at  first 
used  in  safely -lamps,  but  now  mineral  oil  is  commonly  used. 
But  mineral  oils  are  volatile  per  se  without  decomposition. 
Hence,  even  with  heavy  mineral  oils  having  a  flashing- point 
high  enough  lo  warrant  their  use  in  safety-lamps,  great  care  is 
necessary  in  ihcir  storage  and  in  the  filling  of  lamps.  Mineral 
oils  are  more  perfectly  fluid,  more  combustible,  and  give  a  better 
light  than  vegetable  or  animal  oils,  but  unless  there  is  a  good 
supply  of  air  to  feed  the  flame  they  are  apt,  owing  to  the  large 
amount  of  carbon  they  contain,  lo  deposit  much  soot.  Kerosene 
requires  an  admLtlure  of  a  less  volatile  oil. 

The  two  staple  illuminanis  for  safety-lamps  are  best  refined 
rape-  (coba-oil)  and  seal-oil.  These  give  off  no  vapor  under  a 
comparatively  high  temperature.  The  highest  value  of  these 
oils  is  only  obtained  from  careful  preparation,  and  cheap  produc- 
tions are  to  be  studiously  avoided.  White  lard,  winter-strained 
oil,  is  also  much  used,  the  consumption  being  one  half  gallon  per 
month  for  each  lamp.  In  some  mines  a  mixture  of  equal  parts 
of  seal-oil  and  petroleum  seems  best  to  meet  the  requirements 
of  a  good  iUumination  with  a  minimum  of  smoke.     In  a  mine 
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using  260  duplex-wick  lamps  the  annual  expense  for  oil,  repairs, 
interest,  etc.,  is  $504.      In  selecting  oil  for  illuminating  pur- 
poses, its  behavior  is  tested  not  only  from  the  standpoint  of  its 
usefulness  as  an  illuminant,  but  also  that  of  its  ability  to  bum 
without  smoke.    When  the  oil  bums  and  the  combustion   is 
perfect,   a  blue  non-luminous  heating-flame  is  produced;    but 
when  the  conditions  are  such  that  the  flame  is  cooled  during 
combustion  or  receives  a  deficiency  of  oxygen,  the  combustion 
is  imperfect,  and  the  portion  of  the  carbon  in  the  oil  is  rendered 
incandescent,  thus  emitting  light.    When  the  oil  is  very  dense, 
the  amount  of  incajidescent  carbon  released  becomes  excessive, 
particularly  in  the  presence  of  a  small  amount  of  oxygen,  and 
soot  is  the  result.    The  ideal  oil,  therefore,  should  furnish  a 
maximum  of  light  and  a  minimum  of  soot,  with  sufficient  com- 
bustion to  produce  draught.    A  simple  test  and  a  decisive  one 
may  easily  be  made  for  the  fitness  of  oil  for  use  in  the  miner's 
lamp  by  burning  it,  under  the  ordinary  conditions,  in  a  common 
house  lamp  with  a  short  chimney.    The    mixtures,  which    are 
often  used,  of  mineral  oil  with  animal  and  vegetable  oil  are  always 
objectionable  because  of   the  almost    unendurable  odor,  which 
itself  is  detrimental  to  good  air.     There  is  little   saving  in  their 
employment,   and   they   are   worse   than   the   unadulterated   oil. 
The  very  volatile  oils  and  spirits,  like  benzine,  burn  with  a  clear, 
uniform  flame,  show  an  easily  perceptible  cap  in  the  presence 
of  gas,  and  are  usually  very  sensitive,  being  also  free  from  dan- 
ger in  a  well-constmcted  lamp,  even  in  the  hands  of  an  unskilled 
miner. 

The  Davy  Safety-lamp.  —  Much  ingenuity  has  been  ex- 
pended in  the  endeavor  to  invent  a  safer  means  of  illuminating 
workings  than  that  offered  by  the  naked  flame.  In  1815  Davy 
discovered  that  a^hcct  of  iron- wire  gauze  was  so  good  an  ab- 
sorbent of  heat  that  the  flame  in  contact  with  it  could  not  readily 
pass  through.  Further  experiments  indicated  that  for  mining 
purposes  a  mesh  of  784  holes  to  the  square  inch  was  the  safest, 
and  was  therefore  adopted  as  the  standard.  A  cylinder  of  this 
mesh,    surrounding    the    light,    surmounting    an    oil-lamp    and 
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capped  by  a.  perforated  top,  is  the  form,  which  has  been  little  1 
changed  since  Davy's  time  (Fig.  169).     After  the  lamp  is  filled  I 


Fir..  169.— Davy  Lump 


Fic.  170.^ — Clunny  Lamp. 


with  oil  and  lighted,  it  is  locked,  to  bar  the  miner  against  access! 
lo  the  flame,  the  wick  of  which  is  trimmed  by  a  wire  passing'] 
up  through  a  closc-filting  tube  from  the  bottom.  The  combus-  ] 
lion  is  supported  by  air  penetrating  the  gauze  at  all  sides. 

Sir  Humphrv'  Da\y  thus  describes  his  invention:  "The  prin-  J 
ciple  of  my  lamp  is  that  the  flame,  by  being  supplied  with  only 
a  limited  quantity  of  air,  should  produce  such  a  quantity  of 
azotic  or  carbonic  acid  gas  as  to  prevent  the  explosion  of  fire- 
damp, and  which,  from  the  nature  of  its  operations,  should  be 
rendered  unable  to  communicate  any  explosion  lo  the  outer  air." 

Defects  of  the  Davy  Lamp. — This  lamp  has  done  and  con-  ' 
tinues  to  do  great  sen-ice;  but  it  has  two  defects.  The  iirst  is^ 
the  liability  of  the  gauze  to  become  red-hot,  and  allow  the  flame 
to  pass  through  to  the  inflammable  mixture  outside.  The  sec- 
ond objection  is  its  low  illuminating  power.  The  open  spaces 
occupy  only  one  fourth  of  the  area  of  the  gauze,  through  which 
the  light  escapes  horizontally;  still  less  light  gets  out  at  the  top, 
to  illumine  the  roof.     Miners  require  light  thrown  in  every  direc- 
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tion,  especially  upward.  The  illumination  of  the  loof  is  a  more 
important  matter  than  the  lighting  of  the  working  face.  It  is 
also  more  difficult.  The  Davy  lamp  is  inadequate  for  roof 
inspection.  These  defects  have  been  partially  remedied  in  the 
subsequent  patterns  by  the  use  of  glass,  the  only  impermeable^ 
strong,  though  brittle,  transparent  substance. 

The  Clanny  Lamp  (Fig.  170)  is  a  modification  of  the  Davy,  in 
which  a  portion  of  the  wire  cloth  is  replaced  by  a  short  cylinder 
of  glass.  This  improves  the  illuminating  power,  and,  if  enclosed 
in  a  tin  can  or  shield,  becomes  quite  safe  in  a  gaseous  miztuie. 
The  majority  of  the  later  forms  of  lamps  use  a  glass  cylinder, 
but  an  internal  explosion,  if  it  occurs,  is  rendered  more  violent  than 
in  the  Davy,  which  offers  less  obstruction  to  the  escaping  gases. 

Stephenson's  Lamp  is  almost  as  popular  in  America  as  aie 
the  earlier  forms,  having  a  long  cylinder  of  glass  surrounded  by 
a  wire  gauze,  bonneted  above  by  perforated  copper.  The  air- 
feed  is  also  through  the  gauze,  passing  underneath  and  into  the 
chamber  to  the  flame,  thence  out  at  the  top,  as  usual.  This  plan 
keeps  both  cylinder  and  gauze  cool,  and  its  relative  securi^ 
rests  essentially  on  the  regularity  of  the  draught,  for  if  the  inside 
air  becomes  overheated  the  light  goes  out;  so  it  must  be  sus- 
pended properly.    This  is  an  English  favorite. 

The  Marsaut  Lamp  is  an  improvement  upon  this  form,  and 
stands  a  fair  amount  of  tilting  safely.  With  care,  its  glass  cylin- 
der will  last  three  years  before  breaking.  The  Marsaut  lamp  in 
many  mines  abroad  is  regarded  as  the  most  suitable  one  for  the 
working  miner,  its  construction  being  simple  and  strong.  As 
an  indicator  of  gas  it  is  reliable,  furnishing  also  a  good  light. 
In  370  in  use,  the  average  consumption  of  rape-seed  oil  was  2 
gallons  per  year.  This  lamp  was  brought  verj'  prominently 
before  the  public  by  the  Accidents  in  Mines  Commission.  A 
great  difficulty  is  experienced  in  relighting  it,  and,  from  the  wind- 
ing path  pursued  by  the  feed-air,  proper  circulation  does  not 
take  place  until  the  lamp  gets  hot. 

The  Mueseler,  a  Belgian  lamp,  is  like  Dr.  Clanny's,  having 
in  addition  a  conical  chimney  centrally  above  the  flame.    It  is 
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highly  recommended  in  Europe,  but  must  be  carefully  handled. 
It  does  not  bum  well  in  "dampy"  or  slow  currents.  The  bon- 
neted Mucselcr,  an  English  improvement,  is  receiving  the  high- 
est encomium  for  use  in  fier)-  mines  and  high  velocily. 

The  Hepplewite-Gray  Lamp  admits  air  at  the  top,  down 
four  tubes,  and  through  an  annular  chamber  above  the  oil  vessel. 
The  only  gauze  employed  is  that  covering  the  outlet  and  annular 
urner  chamber.  A  serious  difficulty  with  it  's  its  liability  to  be 
extinguished  when  suddenly  lowered.  It  undoubtedly  gives 
more  useful  illumination  than  any  other  lamp,  and  as  an  indica- 
tor of  gas  undoubtedly  ranks  superior  to  all  others — except,  pos- 
sibly, the  Pieler  or  Wolf  varieties.  All  other  forms  with  the 
inlet  above  the  glass  will  miss,  say,  4  inches  of  gas  lying  imme- 
diately against  the  roof,  except  when  they  are  lilted  very  much, 
and  then  there  is  great  danger  of  their  going  out.  Many  lamps 
are  now  constructed  to  take  air,  if  desirable,  from  the  top,  like 
the  Gray,  and  thus  also  to  detect  thin  layers  of  gas;  but  t 
_  then  they  will  not  do  it  so  rapidly.  It  is  possible  to  put  some 
modem  lamps  into  gas  and  take  them  out  again  without  any 
indication  being  given — if  the  test  is  conducted  hurriedly.  This 
is  quite  impossible  with  the  Gray,  as  the  flame  immediately 
"spires"  up.  Owing  also  to  the  large  amount  of  useful  light 
given  by  it  and  the  way  this  is  directed  on  the  roof,  in  addition  to 
its  delicate  indications  of  gas,  this  lamp  is  preferred  to  all  others 
for  use  by  deputies,  firemen,  timberers,  and  fire-bosses. 

The  Dick  Patent  Port-hole  Lamp  compels  all  the  air  enter- 
ing the  lamp  to  go  immediately  to  the  ilame,  thus  losing  no  air, 
and  is  capable  of  burning  in  a  stagnant  atmosphere.  The  air 
entering  the  lamp  above  the  case  passes  through  the  gauze, 
thence  descends  to  the  flame,  while  the  products  of  combustion 
arise  inside  the  lamp,  to  be  emitted  through  circular  holes  at  the 
top  of  the  bonnet.  The  bonnet  is  made  of  a  seamless  steel  tube, 
and  is  light  and  strong. 

The  Clifford  Lamp  is  a  new  one  and  has  many  excellent 
points.  The  light  given  is  good.  A  plentiful  supply  of  air 
enters  the  lamp.     It  illuminates  the  roof  as  well  as  the  sides  of 
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the  workings.  It  is  not  sensitive  to  tilting  or  violent  movement. 
The  bonnet  arrangements  prevent -the  possibility  of  a  current  of 
any  velocity  from  impinging  directly  upon  the  gauze^  and  thereby 
render  the  lamp  safe  in  explosive  currents. 

The  Beard-Madde  Lamp  has  a  small  brass  disc  supporting  a 
H-bent  rod,  across  whose  standards  are  strung  platinum  wire. 
The  height  of  the  flame  is  made  visible  by  rendering  the  wire 
incandescent.  The  percentage  of  gas  present  is  known  from 
the  height  of  wire  rendered  luminous.  As  the  wires  can  be 
altered  in  position  by  the  mine-boss,  the  warning  line  can  be 
regulated  according  to  the  risk  to  be  run.  The  lamp  is  enclosed 
in  a  wire  gauze  or  in  a  bonneted  glass  cylinder. 

The  Woolf  Benzine  Safety-lamp  is  an  emphatic  departure 
from  the  varieties  above  described,  in  that,  first,  it  bums  benzine 
or  naphtha;  second,  it  contains  a  patent  self- igniter  capable  of 
relighting  the  lamp  fifty  times  without  opening;  and,  third,  it 
contains  a  locking  device  which  it  is  impossible  to  open  except 
by  the  use  of  an  exceedingly  powerful  magnet.  This  lamp^ 
because  of  the  sensitiveness  of  its  illumination,  is  a  delicate  de- 
tector of  gas,  and  has  met  with  very  ready  acceptance  throughout 
coal-mining  districts,  there  being  possibly  80,000  in  use  in  Ger- 
many. It  furnishes  a  good  indication  of  the  presence  of  gas 
by  the  height  of  its  flame.  A  percentage  of  light  carburetted 
hydrogen,  var}ung  from  i  to  5  per  cent  in  the  total  mixture,  will 
increase  the  height  of  the  flame  from  2.6  to  5.8  cm.  If  the 
flame  be  partially  turned  down,  a  still  greater  degree  of  sensi- 
tiveness will  be  manifested. 

The  Requisites  of  a  Safe  Lamp. — The  lamp  must  be  self- 
contained,  strong,  portable,  and  not  heavy,  require  little  atten- 
tion from  the  miner  during  twelve  hours  of  sustained  light,  and 
capable  of  being  placed  in  any  position,  besides  giving  perfect  insu- 
lation from  the  fier\^  gas.  The  use  of  the  safety-lamp  is  to  secure 
protection  to  the  miners  from  explosive  mixtures,  whether  by 
allowing  of  safe  examinations  by  the  fireman  before  the  shift 
begins,  or  by  preventing  explosion  from  sudden  eruptions  or 
ordinary  discharges  of   gas  during  the  shift.     It   should   afford 
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good  illumination  of  the  roof  during  repairs  to  the  latter,  or  dur- 
ing ordinary  operations  of  mining,  without  tempting  the  miner 
lo  uncover  the  flame.  The  wire-mesh  casing  reduces  the  pho- 
tometric ^'alue  of  the  light  to  a  low  degree. 

The  illumination  from  any  of  these  lamps  is  very  feeble.     It 
is  less  in  any  direction  than  the  horizontal.     Of  all  the  lamps 
the  Gray  sends  the  best  light  upward.     The  candle-power,  hori- 
zontally, of  the  Roberts  is  highest — about  i8,  and  of  the  Clanny 
the  lowest — nearly  6.     On  this  account  a  lamp  must  be  able  to 
be   held   tilted   without   extinguishment,    and   be   unaffected   by  1 
violent  oscillations.     The  conditions  dictated  by  safety  circum-, 
scribe  the  lines  of  attempted  improvement  in  the  degree  of  illu-   1 
mination.     For,  with  a  large  mesh,  the  lamp  is  incapable  of  pre-   ■ 
venting    high-speed    gaseous   currents   from    entering    the    con- 
struction   chamber  and  blowing  the  flame  against  the  opposite 
gauze,  or  forcing  gas  into  contact  with  the  flame.     The   safe 
lamp  must  have  a  mesh  impermeable  to  the  high-speed  currents. 
Glass  improves  the  illumination  but  introduces  other  dangers — 
risk  of  breaking,  if  unannealed,  by  cold-air  current  or  dripping 
water,  and  the  difficulty  of   securing  a  good  joint  to  the  gauze  | 
cylinder. 

Of  the  forty-one  explosions  which  occurred  in  a  certain  dis- 
trict during  1896,  in  four  cases  the  immediate  cause  of  ignition 
was  referred  to  a  naked  light  or  to  a  deterioration  of  the  safety- 
lamp;  in  twenty-five,  to  the  passing  of  the  safety-lamp  flame 
against  the  gauze  through  some  careless  movement,  too  high  a 
speed,  or  "falls  in."  The  remaining  twelve  were  from  shot, 
fire,  or  other  undetermined  causes. 

Designers  of  lamps  have  diiliculties  to  overcome  other  than 
these.  They  include  the  rough  usage  lamps  receive  in  the  mine, 
the  violent  shaking  and  tilling  they  are  subjected  to,  frequently 
causing  discharges  from  the  oil-chambers;  the  dust  finely  sus- 
pended in  the  air,  or  settling  on  them  at  the  faces,  making  them 
more  explosive;  oblique  explosive  currents  at  the  face  caused  by 
falling  stone  or  coal,  close  to  the  lamps;  and  the  grimy  hands  of 
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the  collier,  which  clog  the  gauzes  and  inlet  feed-holes  with  dirt 
and  grease. 

An  absolutely  safe  lamp  is  therefore  difficult  to  obtain,  and 
notwithstanding  the  various  modifications,  there  is  as  yet  none. 
The  lamp  which  cannot  ignite  in  an  explosive  mixture  outside 
of  it  is  yet  to  be  invented. 

The  defects  of  the  Marsaut  lamp  are  at  the  metallic  connec- 
tion of  the  bonnet  with  the  other  parts.  They  heat  up  from  the 
impingement  of  the  flame  and  gases.  Gas  moving  at  50  feet  per 
second  can  penetrate  the  two-gauze  Marsaut,  but  a  three-gauze 
pattern  will  resist  the  current.  The  only  source  of  danger  in 
the  Mueseler  lamp,  not  common  to  the  other  types,  is  its  strong 
tendency  to  smoke;  otherwise  it  is  a  most  efficient  lamp,  show- 
ing a  bright  and  steady  flame  in  the  strongest  current.  The 
Gray  lamp  presents  the  risk  of  the  gas  burning  at  the  cylindrical 
strip  of  gauze  under  the  glass,  which  in  low-speed  currents  heats 
the  lower  edge  of  the  glass  strongly,  and  in  high-speed  currents 
allows  the  heated  gases  to  pass  across  against  the  glass  on  the 
other  side.  The  top  of  the  lamp  can  be  easily  tampered  with, 
and  the  gauze  at  the  outlet  is  liable  to  be  obstructed  by  soot  if 
the  flame  should  smoke. 

It  is  worthy  of  note  that  the  brass  lamps  are  less  bright  than 
the  iron  lamps  of  the  same  pattern.  A  round  wick  is  not  so 
luminous  as  a  broad,  flat  wick  for  a  given  oil  consumption.  Seal- 
oil  is  photometrically  better  than  rape-seed-oil  illuminant.  The 
insufficient  light  of  a  safety-lamp,  combined  with  the  difficult 
and  trying  conditions  of  the  bonneted  forms,  is  proving  injuri- 
ous to  the  eyesight  of  miners,  which  serious  evil  is  growing. 
Photophobia  is  rare  where  candles  arc  used,  or  where  the  lamp 
is  hung  behind  the  miner. 

Bonneted  Lamps. — In  order  to  be  safe  in  the  highest  velocity 
of  air-currents  within  a  given  mine,  the  flame  must  be  enclosed 
not  only  in  a  wire  gauze,  but  also  in  a  more  or  less  impermeable 
hood  or  bonnet,  while  the  inlet  area  for  the  feed-air  must  be 
reduced  to  the  smallest  allowable  dimensions.  Many  lamps 
now  exist  which  appear  to  resist,  in  a  highly  explosive  atmos- 
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phere,  current  velocities  up  to  3000  feet  per  minute  for  a  period 
of  several  minutes;  and  the  four  lamps  which  were  brought  to 
the  attention  of  the  Mines  Accident  Commission,  which  re- 
ceived special  attention  for  their  security,  illuminating  power,  and 
simplicity  of  construction,  were  ihe  H.-Gray,  Marsaut,  bonneted 
Mueseler,  and  Thomas's  modification  of  the  bonneted  Clanny. 

The  bonnet  screens  the  gauze  cylinder  from  the  effects  of 
draughts  that  blow  the  flame  through  the  meshes  and  set  up 
a  lieiy  heat  by  the  excessive  air  and  gas  that  enter  above  the 
flame  of  the  wick.  It  limits  the  supply  of  air  to  that  required 
for  the  oil-flame  only.  Such  bonneted  lamps,  whose  flames  are 
protected  from  the  direct  effects  of  the  strong  ventilating  current, 
may  be  used  with  safety  for  illumination  in  mines  producing 
fire-damp.  Even  in  dr>',  dusty  mines  also  developing  fire-damp 
some  of  these  lamps  are  safe,  though  not  all,  for  many  well- 
authenticated  cases  of  failure  arc  recorded  where  the  dust  has 
proven  fine  enough  to  pass  through  the  gauze  meshes,  to  be 
reduced  to  the  state  of  incandescence  in  the  inner  chamber. 
Locked  safet)'damps  arc  insisted  upon  in  mines  when  cutting 
through  clay-veins  in  solid  workings.  The  Hepplewile-Gray  , 
and  the  bonneted  Mueseler  have  the  best  resistance  to  explosi\'e 
currents  of  high  velocity,  and  the  South  Side  Committee  report 
the  following  relative  speeds  at  which  the  respective  lamps  and 
the  air-current  can  safely  pass:  Davy,  360  feet  per  minute; 
Clanny,  600  feci;  Stephenson,  780;  Mueseler,  naked,  1200; 
Mueseler,  bonneted,  3400;  Marsaut,  in  a  can,  2440;  and  the 
Davy,  in  a  shield,  2400.  The  North  of  England  Institute  of 
Mining  Engineers  gives  the  safe  velocities  at  720,540,  and  the 
others  higher.  The  British  Royal  Commissioners  of  Accidents 
approved  the  Gray,  Marsaut,  and  the  bonneted  varieties  as  safe  at 
high  speeds.     The  common  Davy  or  Gcordie  lamps  are  unreliable. 

Locking  Lamps. — All  safety-lamps  have  locks  to  them.  The 
oldest  form  of  lock  is  slill  used  on  most  lamps,  notwithstanding 
its  acknowledged  insecurity.  It  consists  of  a  screw-bolt  with 
a  square  head  which  is  turned  by  a  key  until  it  has  entered  a 
hole  bored  in   the  oil-chamber,   which  is  supposed  to  prevent 
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It  from  being  unscrewed  until  the  screw-bolt  is  withdrawn.  But 
this  may  be  done  by  a  couple  of  nails  filed  to  fit  the  bolt,  by 
pieces  of  wire  bent  for  the  purpose,  or  even  by  the  point  of  a 
pick.  It  affords  a  little  more  security  than  the  original  device  of 
the  screw-lock. 

The  importance  of  locking  the  lamp  so  that  its  flame  can- 
not be  exposed  to  the  gas  is  manifest,  as  there  are  many  temp- 
tations to  the  miner  to  open  it.  Most  of  them  can  be,  and 
are,  opened  by  easily  extemporized  mechanical  means,  while 
others  are  rather  more  difficult  to  open. 

All  manner  of  permutation-locks  and  magnetized  plates  are 
offered  on  the  market,  besides  the  lead-plug  seal  with  which 
the  lamp  is  riveted  after  each  filling.  On  account  of  its  sim- 
plicity and  ease  of  treatment,  as  well  as  from  the  measure  of 
security  it  affords,  the  lead-pin  is  coming  more  and  more  into  xise 
at  collieries.  The  pin  is  moulded  with  a  head  at  one  end,  and 
fits  openings  in  the  two  parts  of  the  lamp  to  be  held  together. 
When  in  place  it  is  firmly  riveted  and  punched  with  some  device 
at  both  ends.  This  forms  the  means  of  detection,  if  the  lamp 
should  be  \vrongfully  opened. 

Magnetic  locks  arc  employed  to  advantage.  Lamps  so 
fitted  cannot  be  opened  except  with  the  aid  of  a  powerful  mag- 
net. They  resist  all  the  efforts  of  the  miner,  short  of  wreckage 
of  the  lamps.  The  Woolf  lamp  and  the  Craig  &  Bidder's 
lamps  are  so  fastened. 

Extinguishing-locks.  These  are  devised  to  remove  all  temj>- 
tation  from  the  collier  to  unlock  his  lamp  by  so  contriving  it 
that  the  process  of  unlocking  also  extinguishes  the  flame. 

Lighting  and  Relighting  Locked  Lamps.  —  A  great  many 
lamps  become  extinguished  at  the  working  faces  from  a  variety 
of  causes,  and  this  has  led  to  designs  of  lamps  which  may  be 
quickly  relighted  without  their  being  unlocked.  The  designs 
may  be  divided  into  two  kinds,  in  one  of  which  lamps  may  be 
relighted  anywhere  by  the  user;  the  other,  only  by  an  authorized 
person  at  properly  appointed  stations  by  the  application  of 
electricity. 
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Woolfs  lamp  belongs  to  ihc  first  class,  the  relighting  arrange- 
ment being  adapted  for  the  volatile  illuminanl,  benzoline,  used 
in  it.  The  lamp  contains  a  reel  of  paper  on  which  fulminating 
spots  are  placed  at  inter\'als  of  about  a  quarter  of  an  incli,  each  of 
which  can,  in  turn,  be  brought  opposite  the  wick,  and  at  the 
same  lime  be  slnick  by  a  small  spring-hammer,  operated  by  a 
button  at  the  bottom  of  the  lamp;  the  composition  explodes 
and  ignites  the  benzoline  vapor  surrounding  the  wick. 

Use  of  Lamps. — Safety-lamps  pro\'ided  with  the  best  form 
of  lock  to  prevent  their  being  tampered  with  by  ignorant  or 
reckless  workmen,  and  thoroughly  tested  before  gi\-en  out,  will, 
if  carefully  used,  afford  considerable  prolection  in  the  mine.  No 
lamp  is  safe  unless  kept  in  thorough  repair,  and  any  infraction 
of  rules  regarding  careful  use  should  be  severely  punished. 

Examining  and  Testing  Lamps. — The  lamp-room  is  on  the 
surface,  where  it  is  safer  than  underground.  The  safety-lamps 
are  complicated  in  their  construction,  and  the  work  of  examin- 
ing and  repairing  them  in  large  collieries  is  considerable.  As 
it  is  difficult  for  the  eye  to  detect  defects  in  adjustment,  there 
should  be  provided  some  simple  means  for  reliably  testing  the 
joints  between  the  glass  cylinder  and  the  gauze.  It  is  well  to 
test  each  lamp,  before  it  is  taken  into  the  pit,  by  placing  it,  lighted, 
in  an  explosive  mixture. 

Cleaning  Lamps. — At  small  collieries  having  a  few  safety- 
lamps  in  use  the  cleaning  is  usually  done  by  hand,  without 
the  aid  of  mechanical  contrivances  to  unscrew  or  remove  the 
internal  fittings;  an  ordinary  hand-lamp  brush  is  used  to  rub 
the  dirt  from  the  gauzes.  Even  when  the  workmen  clean  their 
own  lamps  there  is  at  least  one  lamp-keeper  at  each  colliery 
to  replenish  the  oil  vessels,  renew  the  wicks,  and  replace  worn 
washers  or  broken  glasses,  except  in  the  very  rare  instances  in 
which  the  men  themselves  supply  all  safety-lamps  and  after- 
wards maintain  them  in  a  perfect  state  of  repair.  Where  oil 
is  burned  the  gauze  should  be  steeped  in  a  hot  alkaline  solution, 
to  free  it  of  soot,  etc.  Lamps  burning  benzine  are  not  clogged 
with  carbonaceous  deposit. 
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To  avoid  waste,  manufacturers  furnish  automatic  fiUers 
holding  the  exact  quantity  sufficient  for  one  lamp. 

Electric    Lights   in   Mines.— The   advantages   of   electricity 

for  lighting  about  a  mine  are  its  decreased  cost,  better  illiunina* 
tion,  absolute  reliabiUty,  and  greater  freedom  from  accident. 
The  lights  outside  are  arc  lamps;  those  inside  are  incandescent. 
Arc  lamps  are  either  of  the  open  type,  or  enclosed..  The  latter 
give  less  light  under  similar  conditions,  but  their  distribution  is 
more  even.  The  former  require  from  8  to  lo  amperes,  and  the 
latter  5  amperes  of  current.  Though  the  efficiency  of  the  latter 
is  less,  their  consumption  of  carbon  and  the  expense  of  their 
renewal  are  also  less. 

The  lamps  may  be  connected  continuously  in  one  series,  in 
which  case  the  dynamo  is  series-wound.  If  the  lamps  are  in 
series,  each  one  is  provided  with  an  automatic  cut-out  allowing 
the  others  to  receive  the  current  in  case  of  its  failure.  When 
connected  in  several  short  circuits  from  the  one  main,  "in  paral* 
Icl,"  they  will  require  a  compound-wound  machine.  A  resbt- 
ance  is  then  put  into  series  with  each  circuit  in  order  to  keep  its 
current  at  the  proper  pressure.  The  latter  connection  is  more 
common  for  mining  work. 

Each  circuit  is  provided  with  a  fuse  which  bears  the  same 
relation  to  the  installation  that  the  safety-valve  does  to  the  boiler. 
Fuses  are  made  of  alloys  of  tin  or  lead  for  the  50-ampere  circuits^ 
and  of  copper  for  heavier  lines. 

The  light  wires  arc  protected  from  damp  by  being  inserted 
in  cast-iron  piping  or  lead  tubing.  A  double-pole  switch  mounted 
conveniently  on  a  metal  base,  easily  reached,  opens  and  closes 
the  circuit  for  the  lamps.  Having  two  contacts,  it  divides  the 
current  and  the  spark,  and  thus  reduces  the  risk. 

Lamps  of  16  candle-power  on  a  circuit  of  100  volts  require 
0.6  ampere.  On  the  220-volt  circuit,  0.27  ampere.  These 
correspond  to  3.75  watts  per  candle-power. 

12  lamps  of  16  C.P.  require  i     H.P. 

6      ''      ''  32  C.P.       ''       I     H.P. 

2  arc  lamps  of    600  C.P.       **       i     H.P. 

1000  C.P.       **       1.7  H.P. 
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It  is  usual  to  allow  30  candle-power  for  every  100  sq.  ft.  of 
floor  area,  when  they  are  placed  to  advantage.  A  radius  of  70 
feet  is  allowed  for  each  5-ampere  enclosed  lamp  or  a  lo-ampere 
open  lamp. 

For  parallel   distribution   of  current  to  lamps,  let  w;=watt3 

per    candle-power;     ir=watts    per    lamp;     £=voltage  at  the 

1^ 
lamp   terminals.    Then   /  =  p-='the    current    in    amperes    per 

lamp.  All  wiring  is  based  on  an  allowable  drop,  of  which  5  per 
cent  may  be  considered  a  good  average  for  the  voltage  loss  in 
this  character  of  wiring.  The  area  of  a  conductor  to  furnish 
the  current  for  a  given  number  of  lamps,  iV,  is 


drop  in  volts      R  Xper  cent  loss" 
R  is  Ihe  heat  resistance  of  one  lamp. 

Example. — It  is  desired  to  illuminate  the  grounds  and  buildings  about 
the  tipple  by  100  i6-candle -power  lamps  on  a  line  aggicgaling  600  feet 
from  the  generator,  30  lamps  of  32  candle-power,  each  at  a  distance  of  750 
feet,  and  6  arc  lamps  in  pairs  at  a  distance  of  600  feet  from  the  power. 
Required  the  electric  horse-power  and  the  size  of  conductor,  the  voltage  of 
the  incandescent  lamps  to  be  aoo  and  of  the  arc  lamps,  ico. 

As  each  lamp  requires  0.3  ampere  for  16  candle-power,  0,6  ampere 
for  33  candle-power,  and  5  amperes  for  the  arc  lamp,  the  currents  will  be  30, 
18,  and  30  amperes,  respectively.  For  the  small  lamps  600  feet  of  line  must 
carry  30  amperes.  This  will  require  the  wire  of  No.  4  B.  &  S.  gauge  having 
a  resistance  of  1.5  ohms  per  mile.  The  loss  on  this  line  will  therefore  be 
45  volts  per  mile  and  5  volts  for  the  tine. 

The  larger  incandescent  lamps  will  be  on  a  cabk  of  No.  6  B.  &  S.  gauge 
having  a  resistance  of  a.5  ohms  per  mile  or  loss  of  43.5  volts  per  mile;  and 
6.a  volts  for  750  feet. 

The  dynamo  should  deliver  a  current  at  its  terminals  of  3.06  voUs  pressure 
and  78  amperes.  This  equals  i6,o6S  watts,  which  at  85  per  cent  cfficienor 
coirespond  to  a6-brake  horse-power. 
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ACCIDENTS  IN  MINES. 


The  Inherent  Dangers  in  the  occupation  of  mining  are  great 
The  unccrlainties  in  the  overlying  ground,  the  ever-lurking  foe 
in  the  form  of  gas,  the  as  yet  imperfect  methods  of  illumination, 
demand  the  greatest  vigilance  as  the  price  of  comparative  safety. 
Add  to  these  the  ever-present  factor  of  human  carelessness,  and 
the  equation  becomes  one,  containing  two  independent  variables, 
the  solution  of  which  is  hard  to  find.  To  what  e.\tent  the  inher- 
ent dangers  could  be  overcome,  were  the  factor  of  carelessness 
eliminated,  it  is  difficult  to  say.  The  German  Government,  out 
of  a  total  of  7933  lives  lost  in  coal-mining,  attributes  5179,  or 
65  per  cent,  lo  the  purely  inherent  dangers  of  the  occupation; 
33971  O''  3*^  P^'^  cent,  to  the  carelessness  of  the  victims;  348  to 
the  fault  of  fellow  workmen,  and  69,  or  0.9  per  cent,  to  defects 
in  working.  Reports  of  mine  inspectors  attribute  60  per  cent  of 
the  deaths  in  mines  of  the  United  Slates  to  carelessness;  the 
40  per  cent  to  una\'oidabIc  or  unforeseen  causes. 

Comparative  Hazard  in  Nations. — Under  this  head  it  13 
impossible  lo  obtain  absolutely  accurate  conclusions,  owing  to 
the  great  dilTercnce  in  methods  in  vogue  in  different  countries. 
In  Europe  the  record  of  accidents,  injuries,  and  fatalities  has 
been  much  more  elaborate  and  precise  than  in  America,  while 
the  classification  of  accidents  varies  in  the  different  countries. 
In  France  an  accident  is  not  entered  on  the  records  unless  the 
person  is  prevented  from  working  for  a  period  of  twenty  days; 
in  Ausrria  it  is  the  same;  in  Belgium  eight  days  is  the  limit;  in 
Germany  the  law  is  still  more  strict,  as  it  is  necessary  lo  give 
notice  of  inability  to  work  for  any  period  exceeding  three  days. 
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Every  detail  accompanies  the  inspectors'  reports  in  Europe, 
such  as  the  age  of  victim,  nationality,  character  of  work,  length 
of  time  in  service,  exact  location  of  accident  in  mine,  nature  of 
injury,  character  and  extent  of  medical  attendance,  length  of 
time  incapacitated,  number  of  days  absent  from  work  due  to 
injury.  Even  family  relations  are  reported,  as  number  depend- 
ent upon  the  man,  etc.  In  America  inspectors'  reports  are  as 
a  rule  more  general  or  indefinite,  due  to  the  different  conditions 
and  consequent  differing  laws  existing  in  the  several  States.  As 
yet  we  have  no  Federal  requirements  save  those  locally  applied 
in  territories  and  reservations. 

There  are  two  methods  of  comparison  of  hazards:  ist,  classi- 
fication by  rate  of  accidents  per  number  of  tons  of  coal  produced 
annually;  2d,  by  rate  per  accident  per  number  of  employees 
working  underground,  or  by  total  of  surface  and  underground 
laborers.  If  the  estimate  be  made  on  the  first  basis,  allowance 
must  be  made  for  the  greatest  efficiency  of  the  American  laborer^ 
due  largely  to  the  shallowness  of  our  coal-seams  and  the  exten- 
sive use  of  machine  cutters.  In  the  table  below  can  be  seen  the 
productiveness  of  the  American  compared  with  the  English  and 
the  Belgian  miner. 

Death-rates  and  Tonnage  per  Employee. 


Rate 

per  xooo 

Em- 
ployees. 


United  Slates,  1893  to  1902,  both  inclusive,  bituminous 
«  <<     <<     a        «  «  anthracite.. 

<l  4t  «<  << 


Ohio, 

Austria, 

Belgium, 

Fmnce,  ** 

Great  Britain,     *' 

Prussia, 


1896*' 


II 


II 
II 
1 1 


1903 
1002 


<< 
it 

<( 
<< 
(I 


(< 
<( 
<< 
<( 
<< 
II 


Tonnage 

Tons  of 

f)or  Em- 

Gjal per 

ployee. 

Death. 

6^X5 

221,094 

3SI 

126,79s 

514 

292,596 

326 

199,526 

178 

123,35^ 

207 

182,525 

3M 

238,04? 

33^ 

150,000 

2.89 

3-8i 
1.76 

1. 718 

I.OT 

1-31 
2.16 


The  second  method  of  classification  is  generally  accepted  as 
the    more    reliable   and   is   more    readilv   understood.     It   also 

m 

affords  a  comparable  standard  of  comparison  with  other 
trades.  The  following  table  requires  little  explanation.  It 
represents    conditions    in    the    three    prominent    coal-producing 
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States  of  America.  The  utmost  care  has  been  taken  to  insure 
the  accuracy  of  all  data  used,  and  all  statistics  have  been  offi- 
cially verified,  as  a  thorough  and  comprehensive  knowledge  of 
the  dangers  and  fatal  consequences  in  this  occupation  is  a  matter 
of  absolute  necessity  to  those  engaged  in  it. 


Pcnn,vlv.ni.. 

imnois. 

Ohio. 

A^thmci... 

Bi,„™i...,. 

Tons  0/  coal 

Nunibtr  0/  employees  inside.  . 
Number  of  eaiployecs  outside. 

36,gii,.:;S4 
9S.,!r7 
49,762 
300 
641 
2.25 
■4-3J 

98,1)46,104 
110,015 

3 --'6 
6.36 

30,021,300 

406 

303.^45 
7M 

»3,9»9,'S7 

Serious  injuries 

Injuries  per  1000  emploj-eea 
Number  of  days  worked.   ,. 
Tonsotcoaiperlife  lost..    .. 
Animal  output  per  employee, . 

2^ 

The  Death-rate  in  Uines.  —  During  the  earlier  period  of 
mining  the  loss  of  life  annually  was  at  a  rate  of  1  death  for  every 
200  persons  employed.  With  lime  this  rate  is  appreciably 
reduced.  In  Great  Britain,  during  1903,  it  was  i  for  every  688 
employees.  The  average  in  the  United  Stales  is  now  about 
2-3  lives  for  each  1000  men  employed,  or  i  for  every  435.  During 
the  year  1902  the  total  mineral  output  of  the  United  States  re- 
quired nearly  i  ,000,000  employees,  of  whom  at  least  2500  lost  their 
lives.  In  Great  Britain,  France,  Belgium,  and  Prussia,  during 
the  same  year,  coal-mining,  in  producing  478,459,088  tons  of  coal, 
killed  1937  below  and  306  at  the  surface.  Metal-mines  are  more 
hazardous  than  coal-mines,  but  in  cither  the  risk  may  be  said 
to  be  less  than  in  other  of  the  dangerous  occupations.  The  annual 
rale  of  death  among  railway  brakemcn  during  the  past  decade 
was  12.5  deaths  per  thousand;  that  among  trainmen,  9.8  per 
1000.  The  highest  rate  in  any  coal  district  to  date  is  8.5  per 
1000;  the  anthracite  coal-miners  is  5.6,  and  among  the  anthracite 
laborers  4.6  per  1000.  In  the  United  Slates  and  Canada,  for 
the  decade  ending  in  1902,  there  were  21,150  deaths,  a  rate  of  2.87 
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for  each  iocxd  employees.  In  the  entire  raUioad  service  during 
the  same  time  the  average  rate  of  death  was  2.64  for  each  1000 
employees.  Among  the  bituminous  coal-miners  the  rate  aver- 
aged 2.2.  The  accident  liability  inside  the  mine  is,  of  course, 
greater  than  among  the  laborers  at  the  surface. 

Statutory  Provisions  Properly  Governing  Underground  Opera- 
tions, to  provide  safety  to  miners,  require:  A  safe  ingress  and 
exit,  with  ample  means  of  communication  between  the  bottom 
and  the  top;  the  examination  of  the  working  places  by  a  fore- 
man prior  to  the  entry  of  the  men;  copious  volumes  of  air  in 
well-directed  currents  to  dilute  the  accumulations  of  gas;  secure 
timbering  and  eflfective  illumination  of  the  working  places;  the 
posting  of  copies  of  rules,  advice,  and  precautions,  printed  in 
several  languages;  official  inspection;  an  ample  supply  of  timbers; 
large  pillars  to  prevent  caves  of  roof;  supervision  in  the  use  of 
explosives  in  each  working  place;  boundary  pillars  between 
gaseous  sections  of  a  mine  and  drowned  or  abandoned  mines. 
Faithfully  executed,  these  provisions  are  ample  to  protect  the 
men  from  the  extreme  underground  dangers. 

It  cannot  be  denied  that  the  American  death-rate  is  higher 
than  in  European  countries,  nor  does  it  show  the  strong  down- 
ward tendency  that  is  apparent  in  their  statistics.  A  fair  ex- 
ample may  be  the  record  of  Great  Britain  for  the  semirdecade 
since  1857.  The  annual  death-list  showed  nearly  1000  lives 
sacrificed  in  1852,  and  it  is  a  striking  fact  that  not  many  more 
were  lost  in  1902,  but  the  number  of  employees  have  increased 
during  that  time  from  about  200,000  to  850,000.  The  improve- 
ment in  the  conditions  of  English  mines  is  also  manifest  by  the 
following  summary,  showing  the  tons  of  coal  produced  for  each 
life  lost: 

1852 S9,8oo  tons 

1862 82,500    ** 

1872 112,000    *' 

1882 145,000    ** 

1892 200,000     " 

1902 227,280    ** 
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It  is  true  the  statistics  of  the  States  include  only  the  coal- 
mines, though  it  is  improbable  that  the  inclusion  of  the  metal- 
mines  would  bring  the  rate  even  to  that  of  Great  Brilain,  particu- 
larly as  there  are  many  small  coal-mines  not  subjected  to  official 
inspection  whose  records  are  never  kept,  America  is  behind 
the  other  nations  in  the  dEciency  of  its  safeguards,  or,  at  least, 
in  the  results. 

Ai'EEAnB  NnMBEK  or  Acodeots  in  Mines  in  the  United  Kingdom  in 


Number  oi 
EmplDj-MH. 

Total 
Dealtu. 

Pcniodi. 

Below. 

Abo™. 

1 

1 

« 

"1 

1 

!ii 

jl 

|1 

'851-55 
i85fi-6D 

1866-70 

i876-«o 

1881-85 
1SS6-90 
1891-95 
1896-03 

.08.763 
269,8.3 

399.397 
424,586 
443. S"' 
477A« 
571.463 
6(8,507 

47.°47 
53,83" 
fii.3H 

"7.876 

116.688 
126.654 
150.S04 
150.404 

1066 
1147 

mis 
975 
1370 
896 

i 
87 

99 

"7 

I 

in 
■'! 
1;? 

408 
'7 

° 

z 

7"4 
578 

131 
108 

t^l 
764 

i,.!06 
0.800 
0.668 
0-5^8 
=  ■437 
0-317 

o:;,1 

0,194 
0.144 

0 

790 
730 
571 
449 

S3» 
5'7 
9.M 
4.'!  7 

':-i49 
4.6:8 
3-791 

1.709 
=  .3" 

1.45. 

0.994 
1.105 
1.256 

0.B48 

i.lll 
0,801 

3.240 
3-433 

I 


Each  American  State  reveals  continuous  improvement  in 
the  underground  hazard,  but  for  the  entire  United  States  the 
death-rate  has  not  been  reduced.  The  reason  for  this  is  that 
new  coal-fields  and  new  mines  are  opened  from  time  to  time. 
The  new  difficulties  and  the  increase  of  unskilled  labor  naturally 
increase  the  rate  for  the  district.  This  is  apparent  in  the  new 
Western  coal  regions,  where  the  rate  is  greater  than  in  the  well- 
explored   Eastern  districts.     Indeed  it  is   inordinately  high. 

Discipline  in  Mines. — Unquestionably  a  more  rigid  discipline 
in  the  operations  of  mines,  a  general  education  of  the  men,  and  a 
wiser  discrimination  in  the  selection  of  workers  is  required,  and 
will  contribute  greatly  to  the  safety  of  mining  as  an  occupation. 
It  is  true  that  many  causes  of  accidents  are  unforeseen  and  un- 
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avoidable,  but  it  is  also  true  that  the  largest  percentage  of  the 
causes  of  accidents  are  those  of  a  preventable  naturCi  largely  in 
tlic  hands  of  the  miners  themselves.  If  a  code  of  rules  were 
officially  issued  dealing  with  the  severe  forms  of  mine  disaster, 
the  first  step  would  be  taken  toward  greater  security.  Again, 
the  present  laws  err  in  not  placing  direct  responsibility  for  defec- 
tive conditions  upon  some  one.  If  this  were  remedied,  better 
conditions  would  prevail.     Not  only  should  the  employers  be 


AccTOENr  Sr.\TiSTics  OF  North  America,  1893-1902. 


Sute. 

Alabama 

Colorado 

Illinois 

Indiana 

Indian  Territory 

Iowa 

Kansas. .  

Kentucky 

Mar>'land 

Missouri 

New  Mexico . . . 

Ohio 

Penn5yl\-ania,  anthracite. . 
*  *  bituminous. 

Tennessee 

Utah 

Washington 

West  \'irginia 

British  Columbia 

No\'a  Scotia 

Total  North  .\mcrica. 


1 

Rate  per 

Tons  Pro- 

Tonnage 

Deaths. 

1000. 

duced  per 
Death. 

per 
Bn^loyee. 

353 

300 

194,870 

500 

413 

5-59 

T  10,000 

592 

813 

2.21 

276,347 

607 

145 

2.57 

365.518 

938 

239 

6.22 

67,700 

421 

212 

2.34 

221,849 

518 

177 

1.82 

276,271 

378 

118 

1-35 

360,000 

485 

71 

1.56 

61,366 

957 

135 

1.76 

2lS,000 

383 

105 

7.61 

83,362 

6m 

540 

1.76 

202,596 

514 

4344 

301 

126,795 

381 

2218 

2  30 

287,601 

660 

422 

6.01 

71,118 

437 

237 

24 .  75 

32,236 

764 

257 

7-43 

()9y232 

514 

on 

3-73 

184,413 

687 

3^1 

Q.83 

68,138 

669 

no 

1.06 

2IQ,266 

433 

12,150       j 

2 .  So 

i''^:.3i^4 

541 

fined   for  infringing  or  ignoring  the  laws,   but   the  employees 
should  be  ix'nalizeil  for  ha/^inling  life  and  property  of  others. 

The  Causes  of  Accident. — The  following  prominent  causes 
of  underground  accidents  aa^  classiticd  according  to  frequency 
and  number  of  lives  involved.  Falls  of  roof  or  sides  of  rock  or 
coal;  accidents  in  the  haulage-ways;  injuries  in  shafts;  prema- 
ture explosions  of  |>owder  and  explosions  of  dust  and  gas.  The 
first  three  classes  of  accidents  rari^ly  cause  moa^  than  one  death 


or  a  single  injury  at  a  time.     Explosions  of  gas  or  eruptions ^^^| 
of  water,  fortunately  rare,  have  involved  hundreds.                       ^^H 
Falls  of  Ground.— This  form  of  accident  arises  from  the  fall   ^^M 
of  roof  or  of  coal  in  working  places  and  in  roadways.     About  ^^M 
70  per  cent  of  all  accidents  arise  in  the  rooms,  and  about  30  per  ^^M 
cent  of  the  deaths  occur  in  roadways.     Each  accident  that  occurs   ^^M 
involves  but  a  single  fatality  or  injury.     Yet  it  takes  the  lead  as   ^^M 
the   most   prolific   cause  of  underground  fatalities.     The  grave  _^^| 
danger  lies  in  the  fact  that  the  accident  is  local  and  of  continual:^^^H 

Fat-u  AcciDEtrta  w  the  Piiucipal  Coal-fields  of  NoRnt  Amkrica.       ^^^I 

Stales:   iSb3  to  utoj. 

Pereona, 

ToUl  Num- 
ber of  Lives 
Lot. 

Mortality 
per  .oDo. 

296,658  ^H 

a93'S74     ^^M 

170,000      ^^ 

165,636 

M.24S 
3.9,j66 

Penney] vania,  laluminous;   Ohio. 

1,316.608 

456.341 

303.147 

457.47S 

60,716 

1.017 

763 

1.745 
7SS 
578 
119 

2. IS 
2.16 

a.5J 

3.7'> 

III 

1,96 

Indiana,  Illinois,  West  RenlUL-lty. . 
Miswuri,   Iowa,   Kansas,  Indian 

Tennessee,   Weal   Virignia,   East 

Kenturky,  .\]aban-.a 

Colorado.  New  Mexico,  Utoh 

Washinf^n,  Britiah  CoUur.bia.. . . 
Novia  Scotia,  1887-96  ....   

Total  North  Amerira,  bituminous. 

Pennwlvania,  anthradle 

Total  North  America 

",75^,15'' 

7,So6 

1.73 

228,985 

1,443.110 

4,344 

301 

"6,795 

4,301,866 

",tSo 

».89 

187,384 

occurrence  at  a  place  where  the  men  are  otherwise  engaged  at 
work,  and  ignore  or  fail  to  notice  the  warning  which    usually 
precedes  disaster.     The  weak  spots  in  the  roof,  the  various  fossil 
tree-trunks,  horses,  balls   of  ironstone,  rocks,  naturally  creviced, 
or  shaken  by  the  vibration  of  a  neighboring  blast,  are  liberated 
with  little  warning.     To  these,   with  the  coal  scaling  from  the 
sides  or  roof,  the  unnoticed  yielding  of  pillars  which  are  too  Ihin 
to  support  the  rock,  and  the  iinderholcd  coal,  the  accidents  are 
due. 

Of  the  lota!  fatalities  in  the  anthracite  region  of  the  "United 
Stales  during  the  past  twenty  years,  3521  were  caused  by  fall 
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of  rock  and  roof  in  the  working,  or  over  50  per  cent  of  the  total 
deaths  during  that  time.  In  bituminous  regions  the  propottion 
is  equally  large  during  the  same  years.  The  mine  inspector  for 
Illinois  reports  for  the  twenty  years  prior  to  1903,  a  death-list  of 


Classificatiok  of 

Deaths  fob 

90a. 

PKINCtPAL  CAUSn. 

nimoil. 

Ohio. 

r« 

DMthafram 

t«kT. 

D—th.. 

In- 
juries 

Dcoth*. 

jJrta. 

D-*. 

.1°- 

Doth*. 

imim. 

DmUm. 

Falls. 

133 

47 

116 

8 

14 

437 
>39 

i 

116 
43 
10 

55 

>S6 
'3.1 

i? 

103 

SP 

■5 

13 

S03 
"5 

15 

54 

3 

5 

i6a 

83 
3 
'3 

5 
5 

Suiface!."*.;' 

6 

Totals.... 

456 

861 

300 

641 

99 

406 

81 

jgS 

19 

Thb  Statistics  o 


Periods, 

Em™i^d. 

Tqm  of  C™1. 

13tat1i-ralc  of  Perton*. 

n 

i~4 

Coimlrid. 

Palb. 

C... 

It 

Po— 

|1 

Austria 

Belgium 

1894-03 
1896-01 
.896-0., 
1S06-O-1 

1SS3-91 

(893-01 
■B93-0, 

136,880 
168,609 
774.9'  1 
443.995 
1, 059,  ■;  36 
1, 413.6°? 
368*60- 

367,o8S,33f, 
170.979,816 
343.67  >, 92  7 

i,9.i9,a7'>.4j8 

'.0-I9.S.S  7.783 
351.058,937 
455.941,043 
638.3 13.80Q 
333,645,611 

0.282 

S86 

.}1C 

-<H4 

3 

31 

'.937 
1,386 

I.33S 
8,190 
6.94S 
3.41  S 

813 

Great  Britain 

Prussia 

Penn.,  oath  | 

Pcnn.,  bit 

Illiooia 

0,98 
'■•17 
r-43 

.67 

■59 
■34 

.29 

34 
■3» 

,042 

-37 

08 

1392,  of  which  nearly  50  per  cent  is  due  to  falls.  Doubtless  all 
over  the  United  States  the  number  of  li\'es  lost  from  this  cause 
bears  a  similar  proportion  to  the  total.  The  death  rate  from  falls 
of  roof  and  coal  alone  in  the  States  is  far  more  than  is  shown  by 
the  European  statistics  for  the  five  years  ending  with  the  year 
1900:   France,  0.58;   Great  Britain,  0.78;  Prussia,  1.22;  Illinois, 
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1.34;  Pennsylvania  (bituminous),  1.84;  and  Pennsylvania  (an- 
thracite), 3. II.  In  Great  Britain  22,190  lives,  or  46,5  per  cent, 
were  lost  by  falls  since  1853. 

The  death-rate  is  large  and  is  not  decreasing  proportionately 
with  other  causes,  for  the  conditions  in  the  working  places 
depend  entirely  upon  the  miner  himself,  and  here  improvement 
is  not  manifested.  It  is  true  that  the  pressure  of  the  roof,  and 
the  dislodgcment  of  ihe  fmgments  therefrom,  cannot  be  indefi- 
nitely resisted  or  avoided,  but  its  mo\'emcnE  can  be  detected  and 
checked  by  systematic  timbering.  The  best  means  of  detection 
is  the  use,  near  the  face,  of  wooden  props,  not  iron,  whose  bend- 
ing will  give  warning  of  disaster  by  buckling.  A  better  illumina- 
tion will  reveal  the  condition  of  the  roof,  continual  testing  would 
disclose  its  loose  fragments,  and  a  systematic  timbering  would 
materially  diminish  the  risk  of  its  fall.  The  use  of  coal-cutting 
machines  would  remove  the  dangers  of  underholing  coal;  and 
so  would  the  enforcement  of  a  specific  order  for  the  dismissal  of 
any  employee  failing  to  utilize  the  props.  An  accident  is  the 
rcsull  of  deliberate  neglect,  and  the  delinquent  is  more  frequently 
the  old  hand  than  the  newcomer. 

Rigid  super\'ision  and  the  appointment  of  a  suitable  timber- 
boss  to  visit  all  the  working  places  and  regulate  the  limbering, 
with  power  to  punish  carelessness,  would  be  a  most  effective 
remedial  measure.  In  certain  districts  in  France  the  rigid  en- 
foreemcnt  of  regulations  requiring  systematic  timbering  imme- 
diately upon  advancing  beyond  the  distance  fi.xed  by  the  regu- 
lation has  reduced  the  loss  of  life  to  about  J  man  per  1000 
from  the  previous  rate  of  about  i  in  1000.  In  1870-1879  it  was 
0.90  per  1000;  to  1886,  0.24  per  1000;  to  1890,  0.15  per  1000; 
to  1892,  0.13  per  1000.  In  Great  Britain  the  rate  of  decrease 
during  the  same  period  from  1.20  to  0.764,  though  a  decided 
improvement,  was  not  so  marked. 

Accidents  Due  to  Cars,  Shafts,  etc. — Second  on  Ihe  list  of 
accidents  in  all  classes  of  mines  are  those  occurring  in  the  trav- 
elling-ways. The  men  fall  from,  or  are  run  over,  by  cars.  Such 
accidents  are  more  numerous  in  coal-mines  than  in  metal-mines, 
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because  the  speed  of  the  cars,  or  trains,  and  the  number  of  men 
employed  are  greater.  Many  casualties  arise  from  jimiping  oq 
or  off  the  trains  while  in  motion.  These  are  manifestly  invited 
by  the  victims  themselves;  other  than  these,  the  accidents  along 
the  travelling- ways  are  those  arising  from  runaway  cars,  or 
the  lack  of  clearance  in  haulage-ways.  Numerous  safety-niches 
along  the  line  will  afford  the  men  some  protection.  Those 
occurring  in  the  shaft  arc  largely  averted  by  a  security  of  the 
hoisting  appliances,  an  efficient  system  of  signals,  and  the  use 
of  overwinding  and  safety  attachments.  An  average  of  5  deaths 
from  overwinding  occurred  annually  in  Great  Britain.  Cases 
in  which  men  arc  caught  between  the  cage  and  the  shaft-timbers 
or  are  struck  by  material  falling  from  above  are  purely  accidental 
and  may  be  classed  as  inherent  to  the  occupation.  Those  occur- 
ring from  the  fainting  of  overheated  men  while  being  hoisted 
from  the  shaft  are  not  numerous.  These  can  be  prevented  by 
gates  at  the  sides  of  the  cages  and  hoods  overhead.  The  Euro- 
pean shafts  are  more  fruitful  of  accident  than  the  shallow  Amer- 
ican shafts. 

Accidents  from  Use  of  Explosives. — In  metal-mines  the  per- 
centage of  injuries  due  to  premature  blasts  is  larger  than  in  coal- 
mines. They  are  more  frc(iucntly  the  result  of  carelessness 
arising  from  tlie  use  of  iron  bars  while  loading  a  charge,  from 
tampering  with  the  metallic  caps,  handling  powder  near  an 
exposed  flame,  thawing  out  frozen  dynamite,  drilling  into  unex- 
I)l(Kled  cartridges,  attempting  to  ignite  too  many  blasts  at  one 
time,  and  returning  to  the  work  too  soon.  These  accidents  are 
manifestly  local  in  their  nature  and  occur  either  at  the  working- 
fare,  or  at  tlie  powder-house  where  the  explosive  is  stored.  The 
victims  themselves  are  the  active  cause.  The  comparatively 
high  death-rate  in  the  anthracite  coal-mines  is  attributed  by 
some  inspectors  to  the  great  consumption  of  high  explosives. 

The  use  of  electric  cartridges  and  the  prohibition  of  loose 

powder  for  firing  in  dusty  collieries  would  materially  diminish 

the  number  of  casualties.     Greater  care  in  the  selection  of  the 

.explosive  and  its  use  can  readily  be  exercised  by  both  the  em- 
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ployets  and  the  employees.     In  some  mines  blasting  is  assigned  1 
to  a  special  class  of  men. 

Gas  ExplosioQs. — No  coal-mine  is  free  from  gas,  and  no  col- 
liery can  be  operated  without  illuminating  and  blasting  agents. 
E\'cry  mine,  therefore,  is  subject  to  ignition  of  a  greater  or  less   j 
volume  of  gas.     The  result  may  be  a  fire  or  an  explosion,  accord-  | 
ing  as  the  amount  of  air  present  be  excessive  or  at  the  critical   . 
percentage,  and  its  effect  will  be  proportional  to  ihc  \'olume  of  gas 
or  the  quantity  of  coal-dust  present.     All  dr\'  mines  should  be  | 
ranked  as  fiery  whether  gaseous  to  a  dangerous  degree  or  not. 

A  steady  flow  of  escaping  gas  into  the  regular  working  places 
rarely  results  in  dangerous  conditions,  for  the  volume  of  the  air- 
current  there  dilutes  it  to  an  innocuous  degree.  But  when  some 
internal  reservoir  of  gas  bursts  into  the  entries  or  abandoned 
rooms,  where  the  circulation  is  sluggish,  or  the  air  comparatively 
small  in  volume,  the  mixture  of  gas  and  air  may  easily  become 
critical.  This  danger  is  imminent  in  the  driving  of  galleries 
far  in  advance  of  faces  in  the  rooms  or  through  a  seam  beyond  a 
fault  where  heavy  volumes  of  gas  may  be  liberated,  particularly 
if  the  ground  slip  or  be  soft.  A  blast  or  a  flame  in  contact 
with  the  mixture  may  ignite  it  and  cause  disaster.  One  gas 
explosion  involving  62  lives  occurred  within  twenty-four  hours 
after  the  visit  to  a  mine  regarded  by  the  chief  inspector  as  "  the 
safest  and  best-conducted  mine  in  Ihe  Slate,"  but  caused  by 
striking  a  clay-seam.  The  ignition  came  from  either  a  defect- 
ive lamp  or  an  open  lamp.  This  is  usually  Ihc  direct  cause. 
Men  will  disregard  the  prohibitory  notice  of  the  fire-bos.*)  barring 
them  from  a  given  working  place,  and  enter.  For  one  cause  or 
another  they  will  uncover  the  flame  of  their  lamp.  The  reports 
for  Great  Britain  show  that  out  of  the  total  of  gas  or  dust  explo- 
sions about  70  per  cent  owe  their  injuries  to  the  use  of  naked  lights 
or  imperfect  lamps;  18  per  cent  lo  shot -firing,  and  14  per  cent 
to  the  accidental,  or  spontaneous,  ignition  of  the  mineral.  This 
form  of  accidents  during  the  last  twenty  years  has  caused  1451 
deaths,  or  0.35  out  of  every  1000  coal-mines  in  Pennsylvania. 
It  was  9  per  cent  of  the  total  fatalities.     Explosions  killed  over 
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zO|Ooo  men  during  the  past  fifty  years,  but  the  rate  is  decreasiiig 
very  much,  as  shown  in  Great  Britain  for  the  successive  semi- 
dccadcs  between  1852  and  1903. 

Remedial  Measures. — ^The  measures  which  will  saf^uard  the 
men  from  the  consequence  of  sudden  outbursts  of  gas  indude, 
besides  the  dilution  of  the  gas  in  wide  galleries,  the  use  of 
numerous  bore-holes  to  indicate  an  approach  to  a  gaseous 
mass.  This  practice  is  sharply  criticised  by  many  because  of 
the  difficulty  of  boring  in  shattered,  and  consequently  infested, 
portions  of  the  seam.  Some  mines  dispose  of  the  gas  through 
bore-holes,  by  which  it  is  discharged  to  the  surface  and  burned. 
An  increased  volume  of  air,  its  better  distribution  to  working* 
faces,  and  the  discontinuance  of  heavy  blasts  of  explosives  while 
the  men  remain  in  the  mine  are  diminishing  the  number  of  in- 
juries and  fatalities  from  explosions.  There  remains  much  to 
be  done  by  the  universal  empldyment  of  some  bonneted  lamp 
which  is  safe  and  at  the  same  time  furnishes  good  light. 

A  number  of  deaths  charged  to  explosions  occur  in  the  exits 
of  the  mine  where  the  fleeing  victims  have  been  overwhelmed  by 
after-damp.  Rescuing  parties  find  them  generally  in  the  intake. 
Here  it  is  that  the  greatest  force  of  the  concussion  is  exercised, 
and  along  it  too,  the  gases  make  their  exit.  The  return  airway 
is  unquestionably  far  safer  than  is  the  intake  airway  after  an 
explosion,  particularly  if  solid  air-crossings  exist  in  the  mine* 
Many  cou'd  have  made  their  escape  through  that  way  had  they 
been  accustomed  to  this  outlet. 

The  Theory  of  Coal-dust  Explosions. — ^The  circumstances  of 
many  explosions,  particularly  of  those  on  a  large  scale,  cannot 
be  explained  fully  by  reference  to  gas  alone.  Those  mines  in 
which  explosions  occur,  and  are  known  as  fier\%  are  invariably 
drj'.  These  Ary  mines  are  dusty,  containing  a  large  quantity  of 
the  mineral  charcoal,  "mother  of  coal,"  which  is  continually 
afloat  in  the  atmosphere.  The  explosions  being  more  frequent 
In  dry  mines  and  deep  mines  indicate  the  influence  of  the  coal- 
dust  in  extending  and  aggravating  the  danger. 

Different  fine  dusts  are  inflanunable  and  consequenUy  dan- 
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gerous,  according  to  their  degree  of  fineness  and  chemical 
composition.  Lycopodium- powder,  which  is  a  modem  vege- 
table product  resembling  mineral  charcoal,  is  highly  explosive. 
Hence  it  may  be  a  cause,  and  even  the  sole  cause,  of  the 
explosion.  It  cannot  be  ignited  except  by  direct  contact  with 
an  intensely  hot  flame.  There  is  no  probability  that  the  ordinary 
flame  of  a  lamp  has  produced  explosion  from  coal-dust  alone, 
nor  has  it  been  shown  that  the  ord  nary  blown-out"  shot  has 
ignited  coal-dust  without  the  presence  of  some  gas.  The  danger 
of  explosion  does  exist  when  both  gas  and  coal-dust  arc  present. 
It  is  able  to  extend  indefinitely  the  transmission  of  an  explosive 
flame  and  thus  intensify  the  shock.  Experiments  have  proven 
that,  without  any  floating  dust,  the  flame  from  a  blownout  shot 
would  not  travel  more  than  25  feet,  but  that  soot  would  convey 
the  flame  to  zoo  feet  The  conclus  on  may,  therefore,  be  drawn 
that,  though  coal-dust  alone  may  not  be  dangerous,  in  the  pres- 
ence of  gas,  even  in  small  quantities,  it  becomes  highly  so. 

A  preventative  remedy  consists  in  laying  the  dust  by  sprink- 
ling. A  spray  can  be  delivered  into  the  air-current  from  pipes 
I  inch  or  2  inches  in  diameter  under  pressure  of  50  Ib.^.  per 
square  inch  to  moisten  the  air  and  materially  assist  in  the  decom- 
position of  the  dust 

Ankylostomiasis. — This  is  a  disease  attacking  miners  in  the 
wet  coflieries,  and  though  but  recently  discovered  in  Germany, 
is  receiving  considerable  attention  from  other  governments 
because  of  its  infectious  character,  and  energetic  measures  are 
being  taken  to  eradicate  it  Imported  into  Westphalia  from 
Hungarv  in  one  district  alone  il  has  increased  from  107  cases 
in  1806  to  1400  cases  in  inoa.  and  d-tri-t"  the  year  1902,  in  another 
district  of  Germany,  5.20  miner;  out  of  oven'  icoo  were  afflicted. 

The  disease  resembles  cholera  or  tvphoid,  the  source  of  con- 
tadon  bein^  fsecal  matter.  It  is  treated  by  the  medical  men 
as  dan'!''ro"'!  and  the  pritients  ar^-  'luiraniined.  It  is  promoted 
by  the  snrin'"ling  of  the  mine  "T'h  pit-'vater,  and  by  the  high 
underground  lemtTeralurf,  Tnasm'irh  as  dry  mines  of  the 
infected  districts  do  not  .show  so  KiTre  a  number  of  cases,  un- 
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doubtedly  the  discontinuance  of  watering  for  a  time  would  pie- 
vent  the  development  of  the  ova.  The  obstacle  to  this  method 
is  the  increased  danger  from  explosions  from  gas  or  dust« 
The  nature  of  the  disease  is  not  perfectly  understood  as  yet^ 
and  many  miners  have  been  treated  two  or  three  times  without 
the  removal  of  the  parasite.  Its  destruction  in  human  excre- 
ment is  best  effected  by  the  use  of  fern  extract  (Extractimi  Filicis)^ 
which  proves  a  better  remedy  than  the  thymol  used  in  England. 
Dry-earth  pails,  one  to  every  four  workers,  are  distributed  to 
prevent  dissemination.  The  mme  owners  are  aware  of  the 
gravity  of  the  situation,  and  in  many  districts  have  discontinued 
the  watering  to  reduce  the  plague.  That  it  will  in  time  devek^ 
in  our  American  mines,  among  the  foreign  element  coming  from 
the  infected  regions,  there  is  little  doubt,  and  careful  watch  should 
be  kept  for  its  appearance. 

Undergrotmd  Fires. — ^The  most  extensive  conflagrations  in 
mines  are  those  initiated  by  gas  or  powder  explosions,  com- 
municated subsequently  to  timbers,  canvas,  or  floating  coal-dust. 
Fires  differ  from  explosions  only  in  the  degree  of  combustion,  and 
either  may  result  in  the  other.  The  flame  from  a  miner's  lamp 
or  a  spark  from  powder,  in  contact  with  any  combustible,, 
are  the  elements  producing  explosions  or  fire,  and  the  remedy 
is  to  isolate  one  or  all  of  them  The  exercise  of  care  in 
stables,  pump-rooms,  and  storage-bins  for  oil,  powder,  and  waste 
would  eliminate  a  grave  danger.  In  these  quarters  electric 
lights  can  well  be  provided  and  the  floors  sprinkled  with  clean 
gravel  or  sand.  In  rooms  or  travelling-ways  fires  come  from 
defective  lamps  of  exposed  lights. 

Fires  from  Blasting  Agents. — Powder  is  not  liable  to  ignite  fire- 
damp because  the  temperature  of  its  detonation  is  not  over  looo^ 
F.  An  explosive  not  properly  confined  to  the  hole  in  which  the 
execution  is  to  be  done  will  be  blown  out  in  the  room  and  ignite 
any  combustible  gas,  if  sufficient  air  be  present.  Blasting 
agents  which  are  not  chemically  perfect  may  also  produce  fire 
and  explosion.  The  unconsumed  gases  of  the  detonator  are 
projected  into  the  workings,  where  they  combine  with  the  requisite 
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amount  of  oxygen  lo  cause  a  second  blast,  under  conditions 
dangerous  to  life  and  property. 

The  employment  of  a  better  grade  of  explosive,  the  use  of 
a  powder  free  from  flame,  the  ignition  of  the  fuse  without  spark, 
the  use  of  water  cartridges  for  extinguishing  the  flame,  the  em- 
ployment of  specialists  to  whom  the  blast  is  entrusted,  and  the 
substitution  of  electric  firing  when  the  employees  have  left  the 
works,  will  lessen  the  risk. 

Spontaneous  Combustion. — This  is  the  slow  process  of  burn- 
ing where  heat,  combustibles,  and  the  minimum  amount  of  air 
are  the  elements  involved,  and  it  frequently  occurs  in  a  goaf 
and  in  abandoned  rooms  containing  broken  coal,  dust,  and  raiting 
timber.  Here  the  roof  pressure  compacts  the  material,  develop- 
ing an  amount  of  heat  sufiicient  to  partially  decompose  the  ever- 
present  pyrites.  This  incipient  conflagration  is  furthered  by 
ingress  of  air.  The  amount  of  combustible  consumed  depends 
upon  the  amount  of  air  gaining  access  to  it.  Once  started,  a 
pressure  ensues  within  the  room  or  goaf,  and  "breathing"  follows, 
forcing  gas  out  through  the  trenches  in  the  bottom,  at  ihe  roof, 
or  from  cracks  in  the  side  walls  and  admitting  air.  At  this 
point  the  sulphurous  fumes  give  warning,  and  active  measures 
must  be  taken  to  prevent  fire  or  explosion,  or  both.  But  a 
complete  isolation  from  the  mine  is  difficult  and  a  perfectly 
impermeable  enclosure  impossible,  hence  the  failures  attending 
ihe  emplo)'ment  of  these  measures.  The  safer  method  of  pro- 
cedure would  be  the  construction  of  a  gas-tight  bulkhead,  or 
dam,  against  the  goaves,  if  they  can  be  perfectly  walled.  If  not, 
their  contents  should  be  removed,  though  this  can  be  done  only 
at  great  risk. 

Spontaneous  combustion  can  be  a\'oided  by  keeping  cool  the 
combustible  accumulations  in  the  rrwms  or  abandoned  work- 
ings by  an  active  air-current. 

Extinguishing  Fires. — Besides  the  remedies  already  sug- 
gested for  preventing  their  inception,  the  usual  method  of  pre- 
venting the  spread  of  fire  is  to  beat  out  the  flames  or  drown 
the  fire  with  a  Sow  of  water,  steam,  or  carbonic  acid.     Resort 
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must  be  had  to  the  last  method  when  the  fire  camiot  be  extin- 
guished by  cruder  methods,  or  when  it  has  attained  such  head- 
way as  not  to  be  overcome  by  simple  means.  To  be  effective, 
however,  the  heading  must  be  absolutely  gas-tight|  not  only  in 
the  bulkheads  but  also  in  the  upper  strata.  If  they  are  porous  or 
the  mine  is  shallow,  air  will  enter  from  above  to  feed  the  flame. 
The  mine  in  that  event  must  be  abandoned.  A  fire  at  the  Calu- 
met and  Hecla  copper-mines,  said  to  have  been  communicated 
to  the  shaft-timbers  by  the  friction  of  the  hoist-rope  rollers,  was 
extinguished  by  the  liberal  use  of  carbonic  acid.  After  the  surface 
had  been  frozen  to  stop  leaks  in  the  shaft,  carbonic  acid  was 
injected  and  the  fire  brought  under  control.  For  the  manufacture 
of  3000  cubic  feet  of  carbonic  acid  there  were  used  1200  gallons 
of  sulphuric  acid  and  4500  lbs.  of  limestone. 

Water  is  the  simplest  quencher  of  flames,  provided  it  can  be 
made  to  reach  all  portions  which  are  on  fire.  But  it  has  happened 
that  into  certain  rooms  the  water  above  the  foot  of  the  shaft 
has  not  reached  the  face  because  of  the  compression  of  the  air 
locked  in  them,  which  cannot  escape.  The  fire,  therefore,  raged 
above  the  water  level  until  this  air  was  consumed,  and  in  some 
cases  broke  out  again  as  soon  as  the  water  was  removed. 

Steam  has  been  injected  into  some  burning  rooms  for  quench- 
ing fires,  but  it  has  not  proven  very  acceptable. 

Protective  Measures. — As  a  prevention  against  the  excite- 
ment and  confusion  arising  at  the  time  of  an  explosion  or  a  fire, 
the  foUowing  disciplinary  precautions  may  be  exercised  before 
the  accident: 

I.  Consider  the  quickest  and  safest  mode  of  descending  into 
the  mine  when  the  usual  winding  arrangements  are  useless. 
2.  Plan  for  the  installation  of  a  special  winding-engine.  3.  Con- 
nect water-pipes  from  the  surface  to  the  mine  with  branches 
for  use  in  case  of  fire.  4.  Arrange  for  the  fitting  of  an  extra 
engine  and  fan  for  the  emergency.  5.  Keep  the  tracings  of 
all  working  plans  to  within  three  months  of  work,  showing  aU 
roads  then  open,  the  position  of  overcast,  doors,  and  brattices. 
6.  Accustom  the  men  periodically  to  travel  certain  roads  which 
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they  are  not  in  the  habit  of  taking,  having  finger-boards  showing 
the  direction  of  the  upcast  pit.  7-  Keep  on  hand  all  safety 
apparatus,  including  the  Fleuss  machine,  a  quantity  of  light  air- 
pipes,  and  "first-aid"  appliances.  8.  Appoint,  during  ordinary 
working  of  the  collieries,  some  of  the  leading  officials  to  act  as 
emergency  officers  at  the  time  of  accident,  drilling  them  in  their 
duties. 

Rules  for  Guidance  after  Eiplosions.—The  following  mode 
of  procedure  would  facilitate  the  work  of  the  rescuing  parties 
as  presented  by  Mr.  Garforth.  Instructions  similar  to  these 
should  be  posted  about  the  mine,  in  various  languages,  for  the 
guidance  of  the  men  and  the  emergency  ofiicers.  Each  colliery 
and  mine  should  have  a  complete  map  of  its  workings  and  a 
perfect  outline  indicating  correctly  the  path  or  paths  pureued 
by  the  ventilating  current  in  its  circuit  through  the  mine.  Ic 
is  necessary  when  accident  occurs  as  a  guide  for  the  rescuing 
parties,  and,  although  the  mining  laws  do  not  require  this  pro- 
vision, it  would  be  well  if  maps  were  quickly  available. 

I.  Send  for  the  emergency  officers,  assign  to  each  his  duty, 
and  appoint  some  one  as  deputy  in  the  event  of  serious  accident 
to  the  manager.  2.  Examine  all  old  connections  with  the  shaft 
and  arrange  lo  repair  broken  stoppmgs.  Prepare  stretchers  and 
stimulants  and  arrange  for  a  hospital.  3.  Provide  exploration 
parties  of  five  with  leaders,  supplied  with  safety-lamps,  mine- 
plans,  restoratives,  cylinders  of  oxygen,  and  a  stout  cord.  On 
no  account  must  any  one  enter  alone,  even  on  the  shortest  jour- 
ney. 4.  In  advancing,  the  party  should  move  in  single  file,  the 
leader  of  each  search-party  alone  testing  for  gas.  Do  not  let  a 
safety-lamp  be  the  final  guide  as  to  the  absence  of  after-damp. 

5.  Loss  of  life  lo  explorers  may,  perhaps,  be  avoided  by  remem- 
bering the  dangers:  (a)  afler-damp;  (i)  falls  of  roofs  and  sides; 
(c)  underground  fires  and  consequent  risk  of  a  second  explosion. 

6.  If  the  force  of  the  explosion  has  blown  out  the  separation- 
doors  and  overcast,  they  should  not  be  restored  because  of  the 
possibility  of  undiscovered  fire.  7.  Main  intake  airways,  blocked 
by  falls,  must  not  be  traversed  unless  the   men  carry  with  them 
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an  unrolled  brattice-clolh,  which  will  admit  of  a  double  current  of 
air  through  the  airway.  Tht  bralticc  should  be  non-inflam- 
mable. 8.  To  discover  ihe  exislcnce  of  fire,  restore  the  ventila- 
tion and  examine  the  return   airways  e\ery  hour  for  (a)   fire- 


— A  Diving  Knapsack. 


stink  and  (&)  a  rise  in  temperature.  If  the  former  be  noticed, 
that  section  from  which  it  comes  should  be  explored  first,  and 
its  fire  extinguished  if  pos-sible,  or  it  should  be  closed  off  by  stop- 
pings, or,  in  extreme  cases,  the  pit  entirely  closed.  9.  Parties 
should  be  careful  not  to  go  too  far  at  once,  even  when  taking  air 
with  them,  as  the  force  of  the  explosion  will  have  forced  Ui§ 
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after-damp  into  the  interstices  of  the  goavcs,  whence  it  will 
gradually  crude. 

Aeropliores. — For  penetrating  a  very  impure  atmosphere 
aerophorcs  of  different  makes  are  to  be  had.  They  consist  of  a 
portable  bag  or  cjlinder  carrying  enough  compressed  air  or  oxy- 
gen for  the  respiration  of  a  miner,  and  his  lamp,  while  making 
repairs  or  exploring.  The  oxygen  is  inhaled  by  one  lube,  while 
through  an  exhaler  is  ejected  the  COj,  which  is  absorbed  by 
caustic  soda,  leaving  the  N  only  to  return  to  the  bag.  Flcuss' 
apparatus  looks  like  a  knapsack,  weighs  28  lbs.,  contains  a  four- 
hours'  supply  of  oxygen,  and  has  besides  a  self-contained  illumi- 
nator— an  acetylene  lamp  does  not  depend  upon  the  oxygen  of 
the  air  for  its  burning.  A  lamp  burning  methylated  spirit  heats 
a  plug  of  lime  and  renders  it  incandescent. 

The  Fleuss  diving  knapsack  (Fig.  171)  consists  of  a  cj'linder 
and  a  cell  in  four  compartments  with  a  perforated  false  bottom. 
The  cylinder  contains  oxygen  at  240  lbs.  pressure,  and  delivers 
the  gas  to  the  nostrils  by  a  lube.  The  carbonic  acid  gas  is  ex- 
haled by  the  diver  into  the  cell,  where  it  is  absorbed  by  caustic 
soda.  The  entire  combination  carries  a  four-hour  supply,  and 
has  done  excellent  sen-ice  to  rescuing -parties  after  accidents 
arising  from  fire  and  inbursts  of  water  or  floods  of  gas. 
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PRACTICAL   MimNG. 


CHAPTER  L 
SHAFTS. 

Shafts  may  be  sunk  for  pennanent  or  temporary  purposes, 
and  they  may  be  intended  for  one  especial  purpose  only — of 
hoisting,  travelling,  or  ventilation;  or  their  size  may  be  suffi- 
ciently large  to  warrant  di\'ision  into  a  number  of  compartments, 
one  for  the  pumping  and  ladderway  and  the  remainder  for 
hoists,  according  to  the  output.  Collieries  retjuire  additional 
communication  with  the  surface  for  ventilation.  The  large  area 
required  for,  and  the  foulness  of,  the  return  air  demand  a  sepa- 
rate outlet  for  the  upcast,  as  also  for  the  intake,  which  should 
never  be  interfered  with  by  hoisting. 

The  numerous  drawbacks  to  the  single-entry  compartment 
ihaft  or  slope  are  so  fully  recited,  page  20,  that  only  in  vein-mines 
(hould  the  development  be  thus  risked.  Certainly  the  ventilat- 
ing-ways  should  not  be  in  adjoining  compartments,  because  the 
bratticing  could  never  be  kept  tight  enough  to  prevent  a  leakage 
of  fresh  air  into  the  upcast.  Only  unusually  hard  rock,  or  ex- 
ceptional difficulties  in  soft  or  watery  ground,  warrant  a  single 
entry.  Where  a  prospecting  drill-hole  has  been  used  to  test  the 
ground  the  shaft  should  not  be  carried  down  along  on  it.  It 
could  eventually  be  of  greater  semce  as  a  ventilator  and  a 
ropeway  than  it  could  be  capable  of  during  sinking. 
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When  it  is  desired  to  remove  the  mineral  quiddy,  several 
shafts  are  sunk,  their  positions  being  a  matter  of  indifference. 
Ordinarily,  however,  the  location  of  a  shaft  and  its  equipment 
is  a  matter  of  vital  import.  The  configuration  or  nature  of  the 
surface  affecting  transportation  may  govern  the  selection  of  a 
site;  but,  ccUeris  paribus^  the  principal  shaft  shbuld  be  so  located 
as  to  reach  the  lowest  point  of  the  workings.  This  is  not  at  the 
outset  always  possible  to  do  so  we  are  accustomed  to  see  one 
shaft  after  another  abandoned  or  relegated  to  secondary  uses. 
Instance  the  numerous  illustrations  from  the  Lake  Superior 
region.  The  Calumet  and  Hecla  has  eight  shafts,  each  over 
looo  feet  deep,  with  a  complete  plant  over  each  one.  Nor  is 
this  an  exceptional  case.  • 

How  Deep  can  We  Mine? — ^This  question  is  not  now  the 
serious  one  that  it  was  twenty  years  ago.  The  natural  limits 
as  determined  by  physical  conditions  vary  Undoubtedly  the 
maximum  depth  in  the  copper-mines  of  Lake'  Superior  will 
always  be  greater  than  in  porphyry  districts.  The  question  of 
ultimate  depth  would  be  a  limit  approachable  by  the  possibility 
of  installing  at  the  surface  sufficiently  large  hoisting-engines  and 
stout  enough  wire  ropes  to  lift  the  live  load  and  the  weight  of 
the  rope  itself.  These  mechanical  difficulties  have  a  positive 
limit  beyond  which  no  mining  can  be  carried. 

Again,  the  possible  reward  of  mining  compared  with,  the 
expense  of  operations  would  place  a  limit  of  depth  which  is  inde- 
pendent of  the  mechanical  question.  Judging  from  the  cost  of 
mining  at  the  increasing  average  depth  in  copper-mines,  it  must 
be  granted  that  there  appears  to  be  no  fixed  relation  between 
depth  and  running  expense.  The  main  expenses  of  mining, 
such  as  stoping,  tramming,  and  superintendence,  are  to  some 
degree  fixed,  but  when  the  heat  begins  to  be  troublesome  with 
increased  depth,  the  cost  of  the  working  is  increased.  Pumping 
need  not  be  a  serious  element  in  determining  the  question  of 
cost,  for  experience  shows  in  the  deep  mines  a  proportionately 
smaller  quantity  of  water,  and  a  lower  price  per  ton  of  output, 
than  existed  during  the  earlier  history  of  the  mines     Increased 
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depth  means  increased  rock  pressure,  and  necessarily  stronger 
braces  in  shafts  and  all  openings. 

On  the  other  hand,  ihc  increasing  output  and  the  general 
improvement  in  mechanica'  and  engineering  appliances  have 
resulted  in  a  saving  much  greater  than  the  increased  cost  due 
to  increased  depth.  Undoubtedly,  at  the  present  time,  with 
an  estimated  depth  of  mine  twice  that  of  fifteen  years  ago,  the 
total  cost  of  construction  is  less  per  ton  of  output.  Again,  the 
increased  depth  results  in  increased  capacity  of  the  mine,  which 
should  be  followed  by  a  corresponding  increase  in  the  capacity  of 
the  shaft  and  sloping,  and  by  a  change  in  the  methods  of  hoisting. 
Instead  of  a  single  compartment  with  the  intermittent  hoist  of  a 
single  cage,  there  must  be  a  number  of  skips  or  cages  in  each  of 
several  compartments.  This  condition  must  limit  the  depth  to 
6000  or  7000  feet. 

The  results  of  the  general  discussion  indicate  that  the  limit 
might  be  placed  in  the  Transvaal  or  our  Michigan  copper- 
mines  at  about  8000  feet,  unless  a  discovery  of  exceedingly  rich 
ore-deposits  below  this  depth  should  warrant  exceptional  appli- 
ances for  their  rcco\'ery. 

Some  of  the  deep  mines  and  shafts  of  the  world  are  men- 
tioned below: 

In  Austria-Hungary  7  are  deeper  than  1500  feet;  in  Bel- 
gium 12  exceed  zooo  feet  in  depth;  in  France  5  are  over  2000 
feet;  Germany  has  10  over  2000  feet;  in  Great  Britain  are 
probably  100  exceeding  150a  feet  and  20  more  than  2000  feet; 
Norway  has  but  one  deep  shaft,  1900  feet;  in  Souih  Africa  are 
10  exceeding  1200  feet  in  depth;  and  in  the  United  States  are 
dozens  over  2000  feet  deep.  Of  these,  the  deepest  shafts  in  the 
several  nations  are  indicated  below; 

Adalbert  Przibram,  Bohemia,  Austria-Himgary 3672 

Maria  Przibram,  Bohemia,  Austria-Hungary 3360 

Produits  Colliery,  Mons,  Belgium 3937 

Viviers  Shaft,  Gilly,  Belgium 3750 

Moutchanin  Colliery,  Le  Creuzot,  France 2300! 
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Kaiser  William  II,  Clausthal,  Harz,  Germany 2900 

Einigkeit,  Lagau,  Saxony,  Germany 2620 

Pendleton,  Manchester,  Great  Britain 3474 

Ashton  Moss,  Manchester,  Great  Britain 3360 

Robinson  Deep,  South  Africa 1991 

Red  Jacket,  Calumet  and  Hecla,  Lake  Superior,  U.  S.  A. . .  4900 

Tamarack,  Lake  Superior,  U.  S.  A 4450 

Lansell's  Bendigo,  Victoria 3302 

Shafts  sunk  to  facilitate  the  execution  of  long  timnels  are 
best  located  with  their  axes  in  the  p'ane  of  the  tunnel,  afford- 
ing better  alignment,  and  only  because  of  the  difl5culty  of  sup- 
porting the  shafts  at  the  tunnel  level  is  it  the  common  practice 
to  place  them  at  the  side.  Shafts  are,  however,  losing  their 
importance  for  this  work,  since  the  introduction  of  the  rapid, 
ventilating,  drilling-machines. 

As  regards  form,  the  rectangular  is  the  most  common  (Fig. 
173).  Its  timbering  is  easily  accomplished,  and  the  best  adapted 
to  loose  ground.  Where  brick  or  stone  is  used  instead  of  wood 
for  lining,  the  sides  are  arched  to  give  great  strength,  and  this 
perhaps  led  to  the  round  or  elliptical  shapes,  which  are  such 
favorites  in  Europe  on  account  of  their  greater  resistance,  and 
particularly  because  of  the  loose  soils  and  water)'  strata  encoun- 
tered. That  their  entire  area  cannot  be  utilized  is,  however, 
an  objection  (Fig.  172).  The  timbering  of  the  polygonal  (12  to 
16  sides),  used  in  Belgium  and  the  north  of  France,  is  not  so 
easy  to  fit  as  is  that  in  the  hexagonal  or  octagonal  shafts. 

The  dimensions  of  the  shafts,  governed  by  the  number  of 
compartments,  should  be  carefully  studied  to  meet  all  require- 
ments of  strength,  output  and  escapement  for  a  prolonged 
period.  The  size  increases  as  the  dci)th  and  output  increase. 
Outputs  of  100  tons  were  regarded  as  large  not  so  long  ago; 
but  now  many  hundreds  of  shafts  have  a  cai)acity  of  1000  tons 
daily.  Collier}'  shafts  are  built  of  a  greater  area  than  those  in 
metal-mines,  which  latter  have  less  trall'ic,  besides  being  restricted 
generally  by  the  distance  between  the  walls.     The  size  of  the 
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compartment  is  determined  by  that  of  the  bucket,  skip,  or  cage, 
its  length  being  the  width  of  the  shaft,  the  length  of  which  is 
governed  by  the  number  of  divisions  (see  pages  23  and    203}. 
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of  a  Circular  Shaft. 


Compartments  placed  side  by  side  make  a  stronger  shape  than 
if  arranged  in  a  more  compact  form  {Figs.  173  and  174).  The 
compartments  for  metalliferous 
cars  are  about  4'X5';  those  for 
the  coal-cars,  from  6  feet  to  8 
feet  wide,  by  from  10  feet  to  12 
feet  long,  measured  inside  of  the 
Umbers.  The  common  sizes  for 
coal-shafts  are  io'X38',  and  12 
X24',  with  wall-platcs  of  some  even  50  feet  long.  In  the  Lake 
Superior  iron  region  the  shaft  dimensions  are  about  9  feet  long 
and  30  feet  wide.  In  Montana  and  Nevada  smaller  sizes  pre\'ail, 
while  in  Colorado  a  single  compartment  suffices  for  the  small  out- 
puts of  high-grade  mineral.  The  largest  shaft  yet  begun  is  a  nine- 
compartment  shaft  38'X42'  in  the  clear.  Circular  shafts  for 
buckets  holding  about  1500  lbs.  are  8  foot  in  diameter;  for  cages 
13  feet.     The  sizes  of  the  ventilating  shafts  are  a  matter  of  in- 
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difference,  so  that  they  transmit  the  necessar)'  volume  of  air  with 
the  minimum  resistance,  and  at  a  current  velocity  not  exceeding 
1000  feet  per  minute.  The  upcast  shaft  is  therefore  usually  round, 
and  the  downcast  a  walled  rectangular.  Neither  should  be 
housed,  though  the  former  for  a  furnace  ventilator  may  be  pro- 
vided with  a  chimney  high  enough  to  prevent  the  distraction  of 
the  current  by  surrounding  buildings;  or  with  traps  closin- 
tightly  and  quickly  if  a  fan  is  used.  An  area  of  i  sq.  ft.  for  e\'er;' 
eight  men  employed  is  a  good  basis  for  the  upcast  of  a  moderate 
sized  mine. 

The  features  governing  the  selection  of  a  site  have  already 
been  examined  on  page  20 ;  so  there  remains  to  consider  the  proc- 
ess of  sinking.  In  a  soft-ore  lode  the  shaft  section  should  reach 
from  wall  to  wall,  and  massive  shaft  pillars  be  maintained,  else 
it  is  sure  to  succumb.  In  hard-rock  lodes  the  shaft  should  prefer- 
ably be  on  the  foot-wall;  on  the  hanging-wall  heavj-  supports 
are  necessarj-,  especially  if  the  country  rock  is  porphyry. 

Sinking  a  Shaft.— This  process  is  slow  because  of  the  diffi- 
culty of  pulling  long  angling  shot-holes.  Small  shafts  are  sunk 
by  hand  cheaper  than  by  power-drills,  and  almost  as  expeditiously, 
unless  perhaps  the  continuous  system  (see  Fig.  z36)  is  used;  and 
the  loss  of  lime  in  removing  all  the  implements  for  each  shot 
bears  a  large  ratio  to  the  total.  Even  in  drifting,  the  actual 
drilling  heat  is  not  more  than  half  of  the  whole  time.  The 
number  of  men  depends  upon  the  size  of  the  shaft  opened; 
only  two  miners  can  drill  to  advantage  on  an  area  of  20  sq.  ft, 
A  larger  size  gives  more  room  proportionately  to  each  miner,  and 
permits  faster  work,  and  in  a  shaft  iq'Xh'  there  is  room  for 
three  pairs  of  miners.  This  space  will  accommodate  two  machine- 
drills,  which  in  ordinary  rock  can  make  5  feet  of  advance  per 
day  (divided  into  three  shifts  of  eight  hours  each).  A  shaft 
long  in  proportion  to  its  width,  sunk  by  two  or  four  machines, 
has  two  centre-cut  ranges  of  holes  (Fig.  309),  which  arc  inde- 
pendently fired.  The  cost  of  sinking  is  from  $5  to  $18  per  cubic 
yard.  Below  100  feet  the  rate  increases  each  too  feet  almost  as 
the  square  root  of  the  depth,     Rziha  says  that  in  Europe  the 
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cost  of  excavating  shafts  is  from  50  to  100  per  cent  higgler  m 
wagesy  and  the  cost  of  putting  in  timber  15  to  30  per  cent  hig^uar 
in  wages,  than  the  estimate  for  the  same  amount  of  tunnel-work. 
In  the  Lake  Superior  region  one  lineal  foot  of  average  shaft 
costs  as  much  as  a  lineal  yard  of  gangway  and  a  cubic  fiatfaomi 
(216  cu.  ft.)  of  stoping. 

No  figures  can  be  given  for  calculating  the  cost  of  any  kind 
of  rockwork.  Local  conditions  of  labor  and  supplies  vary' too 
much. 

A  temporary  frame  is  erected  just  inside  of  the  pennanent 
posts  of  the  head-gear  and  over  the  end  of  the  shaft  opposite 
the  pumpway.  Here  the  hoisting  machinery  is  located  and 
the  conveniences  for  loading  of  buckets.  The  .pumpway  is 
partitioned  air-tight,  to  serve  for  a  ventilating-way  as  wdl  as  to 
contain  the  various  pipes.  Precautions  are  taken  to  prevent  the 
material  falling  down  the  shaft  by  providmg  a  fencing  around 
the  opening  and  spanning  it  by  a  wide-gauge  track  upon  wfaidi 
a  platform  car  travels  to  receive  the  loaded  bucket  and  exchange 
it  for  an  empty  one.  Often  a  hood  is  provided  for  the  protection 
of  the  miners  against  fallen  rocks;  also  trap-doors  at  the  suiCacei. 
unless  the  ventilation  is  very  poor. 

The  work  of  excavation  is  begun  within  the  frame,  which 
latter  serves  as  the  template  for  the  remainder  of  the  timber- 
ing. At  6  or  8  feet  down,  a  temporary  scaffold  is  erected  across 
one  end  of  the  shaft  to  receive  the  material  thrown  upon  it,  whence 
it  is  lifted  to  the  surface.  When  it  has  progressed  15  feet  below 
the  surface,  the  first  permanent  curbing  is  put  into  place.  Through 
the  first  score  of  feet  the  progress  is  quite  rapid.  Beyond  this,, 
progress  depends  on  the  windlass  or  engine.  For  90  feet  a 
windlass  will  suffice,  but  deeper  than  this  an  engine  must  ulti- 
mately be  used.  Except  in  small  operations  the  engine  is  placed 
at  the  start.  The  entire  bottom  is  attacked  at  once,  a  small 
comer  sump  being  carried  in  advance  for  drainage  and  for 
"bearing   in"   while   shooting. 

Extending  Shafts  by  Pentice. — Shafts  are  prolonged  with- 
out interference  to  the  regular  mining  operations,  and  wnthout 
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danger  to  the  shaftmen,  by  opening  only  that  portion  of  the  shaft 
area  not  under  the  boistway  for  a  distance  of  la  or  15  feet,  and 
then  widening  it  out  tn  i]n.>  fntire  si^r-  '>f  'hv  m;iir!  ^liaft.    This 


leaves  a  roof  of  rock  ("pentice")  (Fig,  176),  that  shields  the 
UTien  another  lift  has  been  started  the  pentice  is  cut 
away,  and  another  started  for  the  next  drop. 
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The  Service  of  Shaft-timben. — There  is  no  safety  nor  econ- 
omy in  the  practice  of  leaving  a  shaft  untimbciedy  even  if  the 
two  walls  are  hard  and  self-sustaining  and  can  be  dressed 
smooth.  There  is  a  thrust  from  the  walls  in  the  coimtry  rock 
which  results  in  the  release  of  fragments  that  may  injure  the 
men  by  their  fall;  a  tendency  to  movement  exists  which  may 
completely  close  the  openings,  and  the  vibration  produced  by 
rapid  hoisting  tends  to  loosen  material;  hence  timbering  will  be 
required,  to  furnish  a  close  lining  to  the  shaft  and  a  rigid  support 
to  the  cage-guides.  The  timbers,  therefore,  are  to  serve  mainly 
as  a  means  of  preventing  movement  in  the  walls,  which,  having 
once  begun,  can  be  checked. 

The  Character  of  the  Timbering  of  Shafts,  whether  vertical 
or  inclined,  depends  upon  the  speed  desired  for  hoisting.  It  is 
more  substantial  for  cage-hoisting,  or  mechanical  haulage,  than 
it  would  be  for  a  bucket-hoist  or  animal  haulage.  The  varying 
conditions  as  to  the  character  of  the  rock,  the  area  of  the  shaft, 
and  the  firmness  of  the  enclosing  strata,  determine  the  choice  of 
system  to  be  employed.  An  opening,  for  the  shaft  made  any 
greater  than  is  necessary  to  accomplish  the  desired  end,  not 
only  increases  the  expense  of  opening,  but  also  the  cost  of  sub- 
seiiuent  maintenance  The  timbers  become  needlessly  long; 
the  cost  of  breaking,  high;  and  the  material  to  be  transported, 
hirjjjLT  than  necessary.  Moreover,  the  cost  of  back-filling  the 
useless  space  would  be  materially  increased  and  the  size  of  the 
timbers  in  a  horizontal  direction  must  be  proportionally  larger 
for  a  given  rate  of  pressure. 

Timbering  a  Shaft.  —  The  timbering  of  a  shaft  may  be 
done  simultaneously  with  or  subsequent  to  the  process  of  sinking, 
according  to  the  firmness  of  the  ground  thmugh  which  the  work 
is  carried.  Through  l(x>S(*  ground,  or  for  the  first  30  or  40  feet 
of  depth  thn)ugh  the  alluvium,  the  timlx*ring  is  placed  as  promptly 
as  iK>ssible  and  of  a  thickness,  compactness,  and  strength  de- 
pending u]>on  the  naturt*  of  the  ground,  whether  loose  and  rocky 
or  wet  and  sandy.  This  continues  until  hard  rock  is  reached, 
after  which  some  fom^  of  timlKT-frame  is  introduced.    If  any 


■water  is  encountered,  water-rings  or  coffer-dams  are  built  aftet  ' 
the  usual  plan  (Fig.   177)      At  the  line  of  union  between  the 


■The  Timber-frame  of  a  Shaft. 


alluvium  and  the  bedrock  a  water-tight  joint  b  made.  The 
shelf  of  rock  is  dressed  level  at  a  sufficient  distance  below  the 
upper  surface  of  ihe  stratum  to  allow  for  the  packing,  and  on  it 
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is  boik  1  vcdpng  cmfa  of  segments  of  heaTf  tfanben.    lids 
cuib  b  t%faUr  wedged  and  pauixd  vidi  puddled  day. 

The  siutdaid  fmne  frmogs  of  four  pieces  (Fig.  178),  each 
limber  oj  Uie  $ei  being  knon  as  the  plate.  At  the  sides,  SX, 
air  wall-plaus.  and  die  short  plates  at  the  mds  are  end-i^tes. 
If  the  shaft  b  to  be  (prided  into  cooqmtments  it  is  done  by  the 
u#  of  bunions,  BB,  or  giits  bolted  to  or  gained  into  the  wall- 
plate.    The  gteater  the  length  of  the  wall-plates  the  stouter  aie 


FlO.  181.— ThP  Boxed -shoulder  Crib. 

the  buntons  or  girts.  On  the  inside  of  the  end-plates  and  Ae 
girts  arc  spiked  the  guides  for  the  hoisting-cages.  If  any  com- 
partment is  to  sene  as  the  travelling-  or  the  pumping-way,  or 
even  for  ventilation,  it  is  partitioned  off  by  planks  nearly  vertical 
to  branches,  as  in  the  right-hand  compartment  (Fig.  175). 

Timber  Joints. — The  Joints  in  the  frames  are  of  several  forms, 
regard  being  had  to  the  expense  of  framing  and  the  convenience  of 
handling  the  pieces  as  well  as  the  efficiency  of  the  joint  for  resist- 
ing pressure.  The  timbers  may  be  rough-hewn,  particularly  if 
solid  cribbing  work  is  to  be  erected,  but  preferably  with  their 
lengths  dressed  to  a  particular  template.    In  firm  non-deoom- 
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H  posing  ground  the  timbers  experience  little  pressure,  and  there- 
H  fore  stability  rather  than  strength  is  sought,  the  latter  being 
secured  by  ample  shaft  pillars.  Under  such  circumstances  a 
line  of  stiff  guide-planks  will  be  sufficient,  placed  in  close  con- 
tact, or  in  a  frame,  according  to  the  liability  of  ihe  material 
from  walls  of  the  rock  to  scale  off  and  fall  into  the  shaftway. 

The  simplest  form  of  joint  for  such  a  lining  consists  of  2-indi 
planks  cut  to  a  square  butt-joint  at  the  ends  to  a  correct  length 
and  placed  with  their  longer  dimensions  vertical,  so  that  the  alter- 
nating sets  break  joints  (Fig.  179);  in  other  words,  the  wall- 
plates  of  one  set  overlap  and  rest  upon  the  cnd-plates  of  the  set 
below,  and  in  turn  support  the  ends  of  the  end-plates  of  the  set 
above.  The  end-plates  are  correspondingly  cut.  It  is  efficient 
and  cheap  for  curbing  shallow  sliafts.  It  is  finished  by  spiking 
firmly  from  top  to  bottom  four  triangular  comer-pieces. 

Sbaft-linings.^ — In  Figs.  180  and  181  is  illustrated  a  form  of 
curbing  adopted  for  somewhat  heavier  pressure,  in  which  the 
four  pieces  in  the  set  are  cut  to  the  sfjuare-box  joint  to  ex- 
actly match.  These  timbers  are  4  inches  wide  by  6  or  8  inches 
high.  In  Fig.  i8a  is  illustrated  also  a  somewhat  similar  system 
for  slightly  heavier  timbers,  in  which  the  framing  of  the  boxed 
shoulders  of  the  four  pieces  is  vertical  instead  of  horizontal. 
If  these  are  cut  to  template,  it  is  not  necessary  that  the  timbers 
should  match  in  height  for  each  set.  Comer-pieces  are  used 
inside  of  this  frame. 

This  form  of  casing  is  built  in  sections  of  30  feet  each  in 
height  by  placing  a  pair  of  lo-inch  stulls  in  a  securely  horizontal 
position  and  building  up  from  them  the  sets  as  indicated. 
During  the  progress  of  this  timbering  the  comers  are  plumbed 
continually,  and  waste  rock  is  packed  closely  with  its  upward 
progress.  Two  men  can  complete  one  section  of  a  shaft  5  feet  by 
g  feet  in  dimensions  in  four  days'  time  with  one  or  two  helpers 
at  the  packing.  The  men  are  supported  on  a  cradle  suspended 
by  a  rope  from  the  upper  stulls. 

Two- compartment  shafts  can  also  be  lined  by  this  form  of 
casing,  when  buckets  are  used  for  hoisting,  but  for  cage  use  the 
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timbers  are  not  secure.  Cribbing  is  used  for  small  shafts,  as  it 
is  cheap  and  simple^  but  would  be  too  expensive  and  cumber* 
some  in  shafts  of  two  or  three  compartments. 

It  is  not  necessary  that  these  timbers  should  be  in  dose  con- 
tact, but  the  framing  may  be  made  such  that  a  slight  open  space 
is  left  between  each  set  of  timbers  by  leaving  the  tenons  larger 
than  is  necessary  for  the  shoulders  on  the  ends. 

A  more  efficient  joint  is  shown  in  Fig.  183,  when  the  pressure 
from  the  wall-rock  is  great  enough  to  require  the  lining  of  con- 


FlO.  182.— The  Halved  Joint 


Fig.  183.— The  Bevel  Ilitch. 


Fig.  184.— The  Boxed  Joint. 


sidcrable  thickness.  In  this  casing  a  half-shoulder  is  cut  at  each 
end  to  a  true  fit,  and  the  pieces  laid  for  smaller  timbers.  The 
bevel  hitch  at  the  ends  weakens  the  timber  unless  its  full  strength 
be  obtained   by  bringing  it  to  a  close    bearing  with  the  bevel 

face  of  its  mate. 

This  character  of  casing  may  be  employed  when  passing 
through  dr}'  quicksand  or  running  strata,  in  which  case  the 
planks  w^ould  be  spiked  upward  from  below  as  fast  as  they 
were  inserted.    This   curbing   is   arranged   with    the    layers    in 
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alternate  thicknesses,  measured  in  a  horizontal  direction,  so 
as  to  present  the  uneven  surface  at  the  back  of  the  lining 
against  and  upon  which  the  sand  may  press.    For  example,  the 


planks  may  be  in  sets  3  inches  high  and  8  inches  thick  all  around, 
alternating  with  planks  2  inches  high  and  10  inches  thick. 
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In  exceptional  cases  this  form  of  timbering  may  stand  safely 
without  comer-pieces,  but  it  is  wiser  to  employ  them,  utilizing  also 
waste  packing  to  keep  the  joints  in  position.  This  may  be  also 
arranged  in  such  a  manner  as  to  leave  intervals  between  the 
sets  through  which  some  material  can  be  removed  to  relieve 
the  unusual  pressure. 

Another  method  of  open  framing  of  wall-plates  resting  in 
the  end -pieces,  much  like  the  log-cabin  style,  but  without  any 
notches  at  the  ends  of  the  pieces  is  in  frequent  use  in  firm 
ground. 

Where  the  strata  are  self-supporting,  the  planks  need  not  be 
more  than  4  inches  thick,  set  on  the  edge  for  a  depth  of  150  feet, 
or  3  inches  thick  for  a  depth  of  120  feet;  but  if  the  groimd  is 
soft,  or  crumbles,  or  there  is  a  flow  of  water,  other  provisions 
must  be  made  to  increase  the  strength  of  the  set  or  to  provide  a 
supplementary  dam  to  reUeve  it. 

It  is  diflScult  to  determine  the  requisite  size  of  the  timbers 
in  a  shaft,  for  the  amount  of  pressure  from  the  walls  cannot  be 
measured.  Experience  with  the  character  of  the  rock,  its  strength 
and  freedom  from  cleavage  planes,  can  alone  furnish  any  guide 
to  the  engineer.  The  dimensions  of  the  timbers  are  there- 
fore fixed  by  other  conditions,  allowance  being  made  for  emer- 
gencies. 

Square-set  Timbering. — Shafts  are  more  commonly  framed 
in  square  sets  (Fig.  187).  Square-set  timbers  for  shafts  are  8 
inches  square  and  consist  of  side  wall- plates,  end-plates,  and 
four  posts  supporting  the  horizontal  frame.  A  set  consists  of 
four  plates  and  as  many  girts,  buntons,  or  inner  struts  as  there 
are  hoist  compartments.  A  three -compartment  shaft  is 
shown  in  Fig.  188  with  lagging  for  lining.  The  plate-joints 
are  halved  with  a  hitch,  or  square  shoulder-notch,  i  inch  deep, 
cut  into  the  tenon  for  a  support  to  the  post.  A  centre  line  is 
marked  on  the  inside  face  of  the  plates,  from  which  all  measure- 
ments are  taken  for  tenons,  mortises,  and  mitres,  as  well  as  for 
plumbing. 

The  timbers  are  prepared  by  boring  four  i-inch  holes,  by  a  tem- 
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plate,  Bear  the  ends  of  the  wall-plates.  Throu^  these  are  forced 
Iroa  rods  with  a  long  screw-thread  at  tme  end  and  a  hook  at  the 
other.  The  length  of  these  rods  is  somethii^  more  than  the 
half  distance,  out  to  out  vertically,  of  the  frames.    Some  of 


■A  Lagged  Lining. 


the  rods  have  a  ring  at  one  end  instead  of  a  hook,  and  other 
rods  in  pairs  are  made  of  a  length  of  the  odd  multiples  of  the 
half  distance.  A  set  of  liberal-sized  washers  and  nuts  is  sup- 
plied for  cacii  pair  of  wall-plates. 

Setting  the  Timbers.— If  the  shaft  is  started  on  the  hillside, 
aHording  height  for  the  con\-cnicnt  disposal  of  the  dAris,  a 
sup|H»rting  frame,  from  which  is  to  be  suspended  the  first  section 
of  limbers,  is  laid  on  the  surface.  If  started  on  level  ground, 
where  height  must  be  obtained  artificially,  a  top  collar  is  laid 
on  the  limbering  above  the  surface,  which  timbers  are  heavy, 
and  in  a  frame  of  four  pieces  wilh  the  shaft-opening  in  the  middle. 
This  frame  is  then  reinforced  by  an  outer  crib,  between  which  is 
a  filling  of  rock.  The  whole  structure  must  be  blocked  firmly. 
If  the  ground  is  loose,  the  side-plates  are  extended  far  beyond 
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the  limits  of  the  shaft  and  bolted  to  hea\7'  cross-sills  for  support 
till  the  firm  ground  has  been  reached. 

The  upper  set  having  been  placed  level  with  two  of  the  sus- 
pension-rods ia  each  wall-plate  with  hooks  down,  two  wall- 
plates  of  the  next  lower  set  are  attached  with  their  hooks  up. 
The  end-plates  are  then  laid  on  the  wall-plates,  the  posts  are 
set  in  their  hitches,  and  the  nuts  are  screwed  down  tightly. 
The  posts  are  plumbed,  blocks  inserted,  and  wedges  driven. 
Spiked  to  the  back  of  each  plate  is  a  2"  X4"  strip,  on  which 
rests  the  lagging  or  lining.  After  the  filling  has  been  stowed  the 
process  is  repeated  for  ihe  next  lower  set. 

Two -compartment  shafts  arc  made  in  two  divisions  of  the 
same  size,  framed  identically  alike,  the  longer  wall-plates  being 
strengthened  by  girts  and  centre-posts. 

In  the  three- compartment  shafts  the  one  assigned  to  pump- 
ing is  larger  than  those  intended  for  hoisting,  and  its  girts  and 
posts  are  more  rigid  than  at  the  other  end.  The  process  is  the 
same  as  for  the  single-compartment,  the  buntons  being  fitted 
into  the  mortises  in  the  wall-plates  after  the  wall  and  end-pieces 
have  been  laid.  The  wall-plates  should  be  in  one  piece  unless 
inconvenient.  But  if  in  two  pieces,  the  short  one  should  be 
at  the  pumpway,  with  the  divisional  girt  located  at  the  joint. 
The  eight  posts  are  placed,  bound,  blocked,  wedged,  and  lined  up. 

The  four- compartment  shafts  with  three  hoistways  are  in  single 
line,  the  fourth  being  used  for  lowering  limbers  and  machinery, 
and  the  framing  is  identical  with  that  for  three  compartments. 
Those  constructed  with  the  compartments  in  two  rows  (Fig.  174) 
have  their  end-plates  longer  to  enclose  a  double  width  fFig.  187). 
In  this  event  the  stations  are  in  the  comers  and  the  direction  of 
the  shaft-frame  is  determined  by  the  subterranean  requirements. 
The  excavation  is  square,  the  limbering  compact  and  rigid  and 
not  excessively  long,  the  shaft  has  greater  capacity  as  compared 
with  the  straight  line,  and  there  is  but  5  cu.  ft.  more  of  ground 
removed  per  foot  of  shaft  than  in  the  latter.  The  middle  fram- 
ing in  the  direction  of  the  hoist  is  often  braced  \vith  diagonal 
struts  to  solidify  the  sets. 
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Timbering  in  Finn  Ground.— If  the  rock  is  firm  encnij^  to 
admit  of  sinking  50  feet  or  so  before  commencing  the  timber- 
ing, the  process  can  be  more  cheaply  -conducted  by  buikiiog 
upward  from  reachers  or  stulls  set  into  both  walls.  On  these, 
four  pieces  are  framed  to  the  studdles  or  struts  at  the  coiners 
and  at  the  compartment  partitions.  On  these  struts  a  similar 
set  is  framed  6  feet  above,  to  support  another  paiallelopipedy 
and  so  on  up.  Planks  ("lagging")  are  driven  in  around  these 
frames,  and  the  spaces  to  the  .rock  filled  with  broken  waste.  The 
joints  of  each  timber  are  of  the  pattern  shown  in  Figs.  189  and 

Fig.  189.  Fig.  190. 


Joints  of  Square-set  Timbers. 

190.  The  end-plates  and  struts  are  usually  8  inches  square, 
while  the  wall-plates  are  laid  8  inches  vertically  and  10  or  12 
inches  horizontally.  Fig.  177  illustrates  another  fonn  of  timr 
bcring  rectangular  shafts  with  vertical  comer-plates  and  hori- 
zontal lagging. 

Shafts  such  as  the  Comstock,  6'X24',  for  continuous  heavy 
hoisting,  are  fitted  with  timber  as  much  as  14  inches  squaoe,  and 
lagged  with  3-inch  plank.  Where  friable  rock  is  penetrated, 
the  frames  are  braced  by  inclined  struts  that  prevent  settlement. 
When  the  ground  is  friable,  marly,  or  wet,  the  methods  assume 
a  caisson  character.  Another  plan  comprises  a  stout  framing 
(C,  Fig.  177),  inside  of  which  is  another  strong  planked  cribbing, 
between  which  clay  is  puddled  to  exclude  the  water.  The  B.  &  O. 
shaft  at  Taylorsville,  Ind.,  was  thus  successfully  carried  through 
quicksand;  the  outside  crib  was  of  12-inch,  the  inside  of  lo-inch 
timbers,  with  a  4-inch  puddled  wall.  The  famous  Hollenback 
shaft,  45'  4"X  11'  6"  inside,  has  a  12-inch  clay  wall  for  31  feet  of 
depth  (Fig.  191).  It  was  designed  for  a  daily  output  of  2500  tons 
of  coal. 
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Repairing  TimbercL  —  If  the  timber  shows  signs  of  givipg 
way,  other  means  of  securing  the  shaft  must  be  invoked.  With 
expert  timbermen  the  joints  may  be  strengthened  or  the  frame 
replaced,  but  it  is  preferable  to  reinforce  them  by  intermediate  sets. 

After  supporting  the  several  sets  on  either  side  of  those  to  be 
repaired,  the  faulty  pieces  can  be  removed  one  by  one,  excavating 
enough  ground  from  behind  each  post  to  allow  of  its  being  driven 
back  from  the  shaft  clear  of  the  timbers  and  then  replacing  each 
piece  singly,  wedging  and  driving  it  into  place  from  behind.  It 
may  be  possible  also  to  chop  away  the  piece  if  it  is  not  desirable 
to  open  up  more  ground  behind  the  set.  The  new  post  is  wedged 
into  position  before  the  next  post  is  inserted.  When  plates  are 
to  be  removed  and  new  ones  inserted,  the  posts,  the  lagging,  and 
the  blocks  supporting  that  side  must  be  removed  and  one  piece 
inserted  at  a  time.  If  it  bends  with  the  groimd  and  will  not 
stand  during  the  pressure,  false  timbers  must  be  used  to  hold 
the  walls  in  place. 

Building  Landing-stations. — The  stations  are  prepared  at 
various  depths  of  about  loo  feet  each,  from  which  the  levels  are 
run  into  inner  workings  of  *the  mine.  These  stations  must  be  in 
excavations  large  enough  to  ser\-e  as  centres  of  distribution  of 
cars  into  the  rooms  and  of  storage  of  the  loaded  cars  preliminary 
to  hoisting.  Their  height  is  necessarily  greater  than  in  the  level* 
and  their  width  is  at  least  that  of  the  longer  dimension  of  the 
shaft.  The  timbering  and  lining  of  such  working  stations  is  a 
component  part  of  the  shaft  system,  with  such  modifications  as 
are  necessary  to  connect  it  with  the  balance  of  the  works,  besides 
affording  a  full,  clear,  unobstructed  width  for  free  movement  of 
cars  and  men.  The  timbers  of  the  stations  usually  consist  of 
the  four-piece  level  set,  the  caps,  however,  being  very  heavy, 
frequently  of  iron.  The  lagging  at  the  roof  is  of  3-inch  plank. 
A  height  equal  to  that  of  two  sets  of  shaft-timbers  will  afford 
ample  height  for  handling  timbers,  pump-pif)e  lengths,  etc. 

In  opening  a  station,  four-hitch  timbers  are  wedged  imder 
the  last  set  of  the  shaft  crosswise,  and  the  shaft  continued  some 
distance  below.    A  ihree-post  cap  and  sill-set  is  placed  against 
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the  shaft-timbers  and  finislied.  Portions  of  the  wall- 
lying  between  the  shaft  and  the  station,  breast  high,  are  then 
sawed  out,  after  which  the  timbers  may  be  continued  backward, 
slanting  downward  as  far  as  required  to  usual  dimensions  of  the 
drift  (Fig.  185). 

For  inclines  the  stations  are  of  two  kinds:   one  arranged  so   1 
that  the  ore-cars  will  dump  directly  into  the  hoisting-skip;    the   ' 
other  is  a  large  ore-bin  built  below  the  station  at  one  side,  from   ■ 
which  a  discharge  can  be  made  into  the  skip  at  proper  intervals. 
The  latter  is  far  more  economical  in  the  long  run.     The  skip- 
loading,  moreover,  is  independent  of  the  haulage  system.     But 
the  excavation  must  be  larger  than  for  the  former. 

The  sets  are  lined  up  by  straight-edge  and  plumb-bobs,  the 


a  Slope. 


former  being  long  enough  to  overreach  the  distance  between  two 
sets,  A  frame  can  be  built  in  such  a  manner  that  a  plumb-bob 
will  swing  free  within  small  limits  from  the  upper  end  of  the 
straight-edge,  the  lower  member  resting  upon  the  bottom  sill. 

In  Fig.  192  is  shown  a  station  built  in  cribwork. 

If  the  expense  would  warrant  it  and  the  diminished  area  is 
not  objected  to,  a  second  lining  might  be  inserted  and  prove 
secure.    In  the  Lake  Superior  region  mine  caissons  were  in- 
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voked  after  various  futile  experiments  had  been  mode  widi  other 
methods  of  reinforcing  the  shaft-timbers.  For  example,  iron 
caissons  were  forced  down  inside,  or  outside,  of  the  old  timbers, 
according  as  the  ground  was  stiff  or  soft.  In  the  latter  it  was 
c\-cn  possible  to  drive  them  by  their  own  weight,  with  veiy  little 
supplementary  power.  These  cylinders,  in  segments  and  sec- 
tions,  were  added  one  by  one  at  the  surface,  keeping  pace  with 
the  progress  of  sinking.  In  one  instance  a  cast-iron  cylinder 
15  feet  in  diameter  and  an  inch  thick  was  forced  down  at  a  rate 
of  2  feet  per  hour  through  80  feet  of  morainal  matter 

Forepoling. — In  very  loose  ground  the  timbering  must  be 
conducted  promptly  by  some  method  of  shaft-lining.  The  usual 
plan  is  that  of  spiling  (Fig.  193).  A  set  of  planks  is  driven  neariy 
vertically,  blocked  and  wedged  into  position.  Each  piece  bears 
against  the  walls  and  is  fixed  as  the  portion  of  a  complete  lining  to 
the  entire  shaft.    In  soft  or  running  ground  which  cannot  be  tim- 


•hi-  F,nipoHng  of  a  Shaft, 


bfrcd  or  rcquirt'S  timbers  excessively  heavy  for  lining,  the  method 
consists  in  holding  back  the  dangerous  ground  below  the  last 
set  in  position  by  an  enclosing  and  protecting  shell  of  forepoling, 
as  dcscrilx-d  in  Chapter  III  for  levels  (Fig.  3711.  Theforepole  is 
a  stout  plank  shurpcni-d  at  its  f<x>l,  often  shod  with  iron,  and  has 
a  length  greater  than  ihal  of  the  distance  across  two  sets.  It  is 
driven  by  a  sledge,  a  single  plank  at  a  time,  from  the  back  of  the 
plates  in  the  last  and  lowest  set.  Little  by  liltic  the  material 
is  removed  to  allow  of  it  being  driven  a  short  distance.     Each 
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plank  around  the  shaft  is  driven  in  turn  until  the  entire  shell 
has  betn  advanced  This  process  is  repeated  until  a  new  set 
can  be  miicrtLd,  behind  which  and  m  front  of  the  previous  lining 
of  four  poles  is  dnven  another  set  in  a  similar  maaner.  The 
forepoling  is  started  at  a  considerable  angle  outward,  but  in  its 
downward  progress  is  forced  toward  the  vertical  until,  by  ihc 
time  an  advance  has  been  made  for  another  set  to  be  placed, 
ihe  planks  are  nearly  in  their  desired  position,  giving  security 
to  the  frame  and  affording  safet)  to  the  men.  When  the  second 
set  of  spiles  has  been  started  those  constituting  the  first  set  are 
dnven  their  full  length 

Forepoling  has  proven  very  successful,  though  it  requires  con- 
siderable timbering     It  is  a  ptrfectlj   safe  method  and  can  be 


iTirirriiF'" 


Fic.  194. — Forepoling. 

employed  in  almost  any  variety  of  dangerous  ground  except 
quicksand.  Frequently,  when  the  ground  proves  treacherous, 
there  is  perhaps  too  rapid  a  rise  of  the  bottom  of  the  shaft.  In 
this  event  the  simplest  plan  is  to  brace  the  bottom  sets  and  floor 
the  foot  of  the  shaft  over  its  entire  area,  leaving  only  a  small 
opening,  advanced   first   by  forepoling    (Fig.    194),   and    subse- 
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quently  enlarged  to  the  full  dimensions  of  the  shaft  This  plan 
resembles  somewhat  that  of  the  Anderscm  pilot  tube,  as  illustiated 
in  Chapter  IV. 

Wood  Tubbing  for  Circular  Shafts.— For  circular  shafts  the 
false  work  descends  with  the  shaft|  but  the  cribbing  is  built 
upward  in  sections  from  stout  reachers  of  timber,  bedded  when- 
ever suitable  foundation  offers,  or  from  a  properly  dressed  ledge 
of  the  rock,  and  firmly  wedged  against  the  sides.  The  timbers, 
assuming  the  character  of  voussoirs,  hooped  with  iron,  may  be 
mere  short  blocks  or  wedges,  or  they  may  be  longer  timbers  form* 
ing  a  polygon  with  less  number  of  sides.  In  the  latter  case  they 
are  united  by  iron  dogs.  In  ordinary  ground  the  sets  are  held 
apart  by  vertical  props  with  a  solid  packing  behind  them.  The 
solid  walling  may  also  be  suspended  from  a  heavy  frame  at  the 
surface  by  iron  rods  (Fig.  195).  In  any  event  the  joints  and 
fitting  receive  the  greatest  care,  and  many  of  the  old  shafts  are 
high  tj-pcs  of  the  carpenter's  art. 

The  increasing  scarcity  and  cost  of  large  timbers,  the  ex- 
pense of  fitting  and  maintenance,  their  short  life,  and,  finally, 
the  corrosion  of  spikes  and  splice-plates,  with  the  consequent  leak- 
age's have  caused  the  abandonment  of  wood  tubbing,  and  the 
adoption  of  iron  and  ma5onr\'  for  all  permanent  wa3rs.  The 
elTect  of  the  hot  atmosphere  of  the  mine  upon  timbers  is  a  decom- 
position thai  is  not  always  delected  on  the  surface^  but  once 
Wgiin,  only  Ixnier  ventilation  can  delay  ultimate  destruction. 
Dn-  limWrs  should  Ix'  fixH^juently  prolx\i;  alicmaiions  of  wet 
and  dr}-  are  exceeilingly  destructive;  wet  limber  will  last  longer 
than  dn\  Prescnaiivcs  have  lxH.^n  attempteci,  with  much  suc- 
ceivs.  In  s;ilt-mi]ies  simving  in  brine  gives  great  endurance. 
The  sulpha: es  arid  chloriiles  of  zinc  ha\e  proven  excellent  anti- 
septics: and  a  grand  o]x^ning  otters  to  the  discoverer  of  a  means 
of  freeing  the  lead  ores  of  the  Western  States  of  the  obnoxious 
rinc,  and  at  the  same  time  utilizing  it  as  a  prcsen-ativc- 

MasoniT  Walling  of  Shafts.— The  use  of  masonry  involves 
but  one  disadx-antago:  it  presupposes  ground  that  will  stand 
safely  for  a  couple  of  x^'ooks  without  much  suppon.    Befoir  the 


permanent  structure  can  be  introduced,  a  considerable  depth, 
must  be  reached,  to  obtain  a  sure  foundation  upon  reachers,  or 
upon  a  ledge  from  which  the  masonry  is  erected,  the  temporary 
timbering  and  bracing  being  gradually  removed  as  the  conslruc- 


FlG.  155.— Building  the  Shaft  Walling. 

tion  proceeds.  When  a  \-eiy  secure  ledge  or  base  cannot  be 
had,  a  wedge-shaped  chamber  is  built  for  some  distance  back 
into  the  rock  from  which  the  solid  crib  supports  the  walling. 

If  the  pressure  from  the  walls  is  not  very  great,  walls  are 
built  up  of  brick  or  rock,  packed  securely  behind  by  waste.    Often 
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the  mine-water  carries  matter  in  solution  that  cements  the  whole 
into  one  solid  mass.  When  great  pressure  is  expected,  the  sides 
are  arched  toward  it;  and  in  very  bad  ground  all  four  sides  are 
curved,  or  the  circular  form  is  adopted.  The  arc  should  be  such 
that  its  chord  is  perpendicular  to  the  direction  of  pressure.  In 
such  event,  the  foundations  for  the  sections  are  curbs  of  over- 
lapping timbers  patterned  to  the  curve,  or  of  late  years  of  cast 
iron,  with  slabs  of  wood  at  the  joints.  The  packing  behind  is 
carried  up  with  the  brick  or  masonry  until  the  ledge  of  the  upper 
section  is  reached,  when  it  is  removed  gradually  and  the  two 
sections  united.  In  some  instances  the  masonry  compartments 
are  built  at  the  surface  and  lowered  into  place.  Brick  is  well 
adapted  for  quick  archwork.  The  wall  of  a  shaft  13  feet  in 
diameter  is  four  half-bricks  thick;  the  labor  of  laying  it  from 
a  staging  is  one  and  one-half  days  per  M.  The  masonry  is 
supported  by  rods,  b  (Fig.  195),  from  beams  a,  a,  biuied  firmly 
in  the  walls. 

Masonry  is  heavy  to  support,  and  not  any  cheaper  now  than 
iron,  with  which  many  shafts  arc  successfully  curbed.  Rings 
of  I  beams  or  channel-bars  form  the  curbs,  upheld  at  proper 
distances  apart,  by  struts  of  wood  or  iron,  and  backed  by  heavy 
planks  or  i\  sheeting  (Fig.  195).  English  engineers  use  old 
railroad  iron  similarly.  Prepared  at  the  surface,  the  curbs  may 
be  lowered  into  place  and  quickly  set,  with  little  labor.  A  pack- 
ing of  concrete  is  used  at  Saarbruck,  giving  increased  strength 
and  durability.  It  is  estimated  that  the  initial  cost  of  iron  lining 
in  place  is  twice  that  of  wood  and  equal  that  of  masonry,  but 
the  cost  of  maintenance  is  one  third  that  of  wood  and  nearly 
the  same  as  with  masonry,  if  the  shaft  is  dry. 

Shaft-bottoms. — A  ver}'^  important  feature  in  shaft-mines  is 
the  arrangement  at  the  bottom  of  the  shaft  for  receiving  and 
disposing  of  the  cars.  The  loaded  and  the  empty  cars  should 
go  on  and  off  at  opposite  sides  of  the  cage,  as  on  the  surface. 
Hence  the  heading  and  the  position  of  the  engine  will  be  parallel. 
As  on  the  surface  also,  the  grades  to  the  cage  and  from  it  should 
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be  downward.  The  loading  can  then  be  done  expeditiously  and 
economically,  for  not  only  is  the  cost  of  handling  less,  but  the 
capacity  of  the  shaft  is  increased  thereby.  By  this  means  the 
work  of  caging  can  be  performed  by  fewer  men  than  if  the  tracks 
were  on  a  level  or  up  grade  for  the  empties.  The  latter  are  run 
down  to  some  convenient  point  where  they  are  picked  up  by 
the  locomotive  or  mules. 

If  it  happens  that,  in  order  to  accomplish  this,  the  shaft- 
bottom  must  be  lowered  and  the  main-entry  bottom  also  taken 
up,  the  subsequent  saving  will  warrant  the  initial  expense.  Occa- 
sionally it  is  found  desirable  to  build  a  special  roadway,  passing 
the  sides  of  the  cage,  to  return  the  empties  to  their  appropriate 
entries. 

The  headings  at  the  shaft-bottom  are  usually  arched  with 
brick,  with  considerable  packing  back  of  the  arch,  and  further 
protection  of  longitudinal  layers  of  4-inch  plank.  Care  should 
be  taken  that  the  space  between  the  rock  and  the  back  of  the 
arch  be  completely  filled  to  avoid  movement  or  side  pressure  of 
the  roof.  The  supporting  walls  to  the  springing  line  should 
not  be  over  4  feet  high,  and  the  curve  of  the  arch  as  low  as  will 
give  sufficient  height  for  the  work  to  be  done  at  the  shaft.  Not 
infrequently  an  inverted  arch  is  built  for  the  floor. 

Shaft  Pillars. — ^The  dimensions  of  the  shaft  pillars  should  be 
such  as  to  ensure  absolute  security  to  the  works.  Though  many 
local  conditions  affect  their  size,  the  following  rule  may  be  given 
for  flat  seams,  where  the  depth  docs  not  exceed  1000  feet.  With 
D  to  represent  the  depth  of  the  shaft,  t  the  thickness  of  the  seam, 
and  R  the  radius  of  the  pillar,  all  dimensions  being  in  feet,  then 

R^ys/Dt. 

In  inclined  seams  it  is  evident  that  the  larger  portion  of  the 
pillar  should  be  to  the  rise  rather  than  to  the  dip.  Its  length 
then  is  greater  than  the  dip  portion  by  three  fourths  of  d,  in 
which  d  is  the  distance  in  feet  along  the  seam  from  the  foot  of 
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the  shaft  to  the  foot  of  a  perpendicular  drawn  from  the  top  of 
the  shaft  to  the  seam.  Then,  if  JS  is  the  length  of  the  pillar  to 
the  dipi 

ii-6o+o.o5lK/T 

The  line  at  right  angles  to  the  dip  of  the  seam  is  the  ultimate 
breaking  line. 

In  a  scam  6  feet  thick,  with  an  inclination  of  one  in  three,  in 
a  shaft  I200  feet  deep,  the  dimensions  of  the  dip  pillar  wiU  be  20j 
feet.  The  value  for  d  being  546,  the  length  of  the  pillar  to  the 
rise  will  be  406.5  feet.  The  total  length  of  the  pillar  becomes 
then  673.5  feet  and  its  width  for  one  shaft  twice  that  of  the  dip 
pillar,  or  414  feet;  for  two  shafts,  180  feet  apart,  594  feet. 

In  the  case  of  a  fresh  opening  in  another  seam  of  coal  above 
or  below  the  bottom  already  existing,  care  should  be  taken  that 
the  headings  in  both  seams  be  not  placed  immediately  above 
one  another  and  parallel,  unless  the  distance  is  very  great. 

The  underground  s  ables  should  be  in  a  position  as  con* 
venient  as  possible,  and  well  ventilated  with  splits  in  each  separ 
rate  stable  for  24  animals.  The  archway  overiiead  should  be 
12  feet  by  16  feet. 
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CHAPTER  n. 

SINKING  IN  RUNNING  GROUND. 

Excluding  Watery  Strata. — ^In  •  he  search  for  minerals^  mining 
is  conducted  to  greater  depths  and  into  more  treacherous  ground, 
as  time  advances,  and  the  highest  type  of  engineering  skill  is 
called  into  play  as  water-bearing  strata  are  encountered.  Not 
only  is  the  shaft  to  be  sunk  through  them,  but  their  underground 
currents  must  be  excluded  from  the  mine  by  water-tig^t  casing, 
otherwise  an  elaborate  sy  tem  of  pumps  must  be  continually 
maintained  during  sinking  and  mining.  Not  infrequently  the 
expense  of  removing  seepage-water  while  sinking  becomes  so 
large  an  item  of  dead- work  as  to  compel  the  abandonment  of 
the  works.  A  system  of  tubbing  is,  under  those  circumstances, 
advisable. 

Two  varieties  of  cases  present  themselves — one  in  which  the 
ground  penetrated  is  quite  firm  but  porous,  and  the  other  includes 
running  soil,  marl,  quicksand,  etc.  In  the  first  case,  the  pumping 
facilities  must  be  ample,  or  the  water  kept  back  during  mining; 
in  the  second,  the  possibilities  of  excavation  are  greater  than  the 
facilities  for  its  hoisting,  and  the  laborers  are  in  danger  of  being 
overwhelmed  with  soil.  In  either  case  the  ground  traversed 
must  be  insulated  by  a  tubbing,  hermetically  sealed  above  as 
wtU  as  below  the  soft  measures. 

This  not  only  renders  sinking  possible,  but  it  excludes  water 
and  silt  from  the  mine,  and  permanently  dispenses  with  much 
of  the  pumping  arrangements.  It  ver\'  seldom  comes  into  play 
in  vein-mines,  where,  with  the  vcrticality  of  the  lodes,  water 
cannot  be  prevented  from  percolating  into  the  mine.     It  is  in 
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the  stratified  regions  that  the  use  of  the  crib  is  of  the  highest 
importance.  Beds  of  gravel,  sand,  and  clay,  or  porous  strata, 
percolating  large  quantities  of  water,  arc  not  easily  traversed  or 
held  up  without  a  strong  water-tight  lining,  for  the  pressure  of 
the  moving  material  tends  to  make  the  bottom  rise,  as  well  as 
threaten  the  sides.  A  deep  shaft  in  such  a  region  may  encounter 
several  occasions  for  such  tubs,  which  under  suitable  conditions 
may  be  introduced  in  lengths  as  retjuired,  and  only  to  the  extent 
of  the  soft  ground.  Still,  it  would  give  more  substantiality  to  the 
work  to  form  one  continuous  length  of  (ubbing,  even  across  the 
good  ground.  It  is  not  uncommon  to  find  in  Germany  shafts 
with  three  sections  of  iron  tubbing,  united  by  lengths  of  brick  or 
wood  Uning. 

Tubbing. — This  process  consists  in  confining  the  seepage 
area  lo  the  bottom  of  the  shaft  only,  by  building  a  water-tight 
qrlinder  lining  Ic  the  shaft,  and  carrying  it  down  with  the  sink- 
ing beyond  the  wet  stratum.  In  England,  a  bed  of  sand  called 
the  lower  red  sandstone,  which  is  almost  fluid,  has  several 
shafts  tubbed  through  it.  In  Britain,  Belgium,  and  the  North 
of  France,  several  mines  are  reached  by  tubbing  through  the 
fissured  chalks  and  marls  of  the  Crclaceous.  The  Thonmer- 
gel  of  Germany  is  frequently  tubbed  to  the  Bohn  Erz,  below, 
dry  enough  for  work.  While  sinking  the  Murlon  pits  4000 
gallons  were  pumped  per  minute,  and  the  "come  in"  of  water 
for  the  Exhall  shaft  was  1650  gallons.  Still,  the  inefficiency  of 
this  plan,  sometimes  called  the  English  system,  is  recognized, 
and  several  methods  bet  er  applicable  to  loose  and  watery  beds 
have  been  applied  with  more  or  less  success.  Excepting  the 
Poetsch  method  of  freezing  the  ground  to  be  penetrated,  they 
are  modifications  of  the  diving-bell,  or  pneumatic  pile. 

Wrought-iron  tubes  in  segments  are  bolted  on  at  the  surface 
as  fast  as  the  lowering  proceeds,  until  the  secure,  impermeable 
bed  is  reached.  Here  a  smooth  base  is  prepared  for  one  or  more 
wedged  curbings,  behind  which  moss  or  concrete  is  rammed- 
The  tubbing  is  backed  with  rock  or  concrete  all  the  way  up,  and 
,,  connected  with  the  next  upper  section.     The  holes  in  the  seg- 


I 

lb 


536  MANUAL  OF  MINING. 

ments,  for  convenience  in  handling,  and  to  relieve  the  tubbing 
of  pressure  till  the  work  is  completed,  are  plugged  up.  The 
early  practice  of  bolting  the  segments  together  through  the  inside 
flanges  was  soon  abandoned,  and  now  the  flanges  are  outside, 
wedging,  pressure,  and  friction  keeping  them.  On  account  of 
the  curious  accidents  occurring  from  the  pressure  of  air  locked 
behind  the  tubes,  it  is  advisable  to  lay  a  pipe  to  the  surface  for 
the  gas  to  escape,  and,  similarly,  to  reUeve  the  water.  A  shaft 
of  i6  feet  diameter  was  sunk  at  a  monthly  average  of  104  feet 
with  four  shifts  of  8  and  10  men  each.  Several  Canadian  salt- 
mines, having  shafts  10  feet  6  inches  diameter  and  reached  at  a 
depth  of  1 1 50  feet,  are  tubbed  through  260  feet  of  water-bearing 
strata,  in  sections  2  feet  high  and  |  inch  to  4t  inch  thick. 
The  columns  rested  on  iron  curbs  with  firm  base.  The  joints 
are  calked. 

Masonry  Curbing. — ^This  is  a  much  cheaper  and  more  effi- 
dent  wall  in  shafts  than  is  iron  tubing.  With  good  hoisting 
machinery,  three  masons  in  four-hour  shifts  finish  10  feet  per 
day  of  a  16-foot  shaft.  Towers  of  masonry,  resting  on  an  iron 
curb  with  a  cutting  edge,  were  built  on  at  the  surface;  while,  to 
facilitate  the  sinking,  digging  was  being  carried  on  below,  or,  if 
the  material  was  wet,  a  process  of  "bagging"  was  employed. 
When  abundant  in  size  and  quality,  wood  giv^s  great  satisfac- 
tion, being  elastic,  easily  laid  and  repaired — qualifications  not 
possessed  by  masonry.  Iron  offers  the  advantages  of  strength, 
Combined  with  a  facility  of  handling,  which  recommend  it  for 
large  shafts  and  enormous  flow.  Though  it  is  not  possible  to 
presage  or  measure  the  pressure,  and  thus  determine  the  kind 
and  strength  of  tubs,  a  thickness  of  12-inch  wood,  7-inch  masoniy, 
and  A-inch  iron  may  be  suggested  as  common.  As  a  matter  of 
fact,  the  tubbing  should  taper  off  toward  the  top.  In  many 
cases,  however,  the  use  of  12  inch  staves  hooped  with  iron  did 
not  prove  adequate,  nor  did  the  backing  of  12  inches  more  of 
concrete  help  matters;  where  the  shafts  were  not  abandoned, 
ft-inch  sheeting  met  the  emergency. 

Sinking  through  Running  Ground. — ^When  a  bed  is  encoun- 
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tered  of  a  material  so  soft  as  to  behave  like  a  fluid  and  be  pump- 
able,  the  area  which  can  be  opened  with  safety  is  very  small 
indeed.  In  this  event  some  variation  of  the  "spilling"  proc- 
esses, a  pneumatic  pile  or  some  process  of  congelation,  should  be 
employed, 

Triger's  Method  by  Pneumatic  Tube. — M.  Triger  employed, 
in  1839,  the  principle  of  the  pneumatic  pile,  in  which  an  iron  tub- 
bing was  built  dowTi  to  an  air-lock  which  communicated  with  a 
diving-bell  at  the  bottom.  The  atmosphere  of  the  caisson  was 
maintained  at  a  pressure  of  not  over  60  lbs.  per  square  inch, 
and  checked  the  influx  of  the  sand,  which  the  miner  shovelled 
to  a  sump,  whence  it  was  aspirated  to  the  surface.  Meanwhile 
the  tubbing  was  being  forced  down  from  the  surface  as  rapidly 
as  possible.  The  tubbing  was  divided  into  three  chambers  by 
f>artition5  wilh  hinged  doors,  the  middle  one  constituting  an  air- 
lock. The  natural  limitations  of  this  process  are  the  outside 
earth  friclion  and  the  physiological  difiicullies  of  men  working 


The  Kind  and  Chaudron  Process  of  Boring  Shafts. — In 
France  and  Germany  the  loose,  watery  marls  presented  diffi- 
culties which  the  methods  described  failed  to  overcome.  What 
with  pebbles  and  fine  rock  interfering  wilh  aspiration,  water 
completely  inundating  the  shafts,  and  the  difficulty  in  establish- 
ing water-tight  joints,  the  operators  were  routed.  In  1850  Herr 
Kind  devised  a  scheme  for  mechanically  sinking  shafts,  Just  as 
one  docs  a  bore-hole,  and  still  further  conquered  difficulties 
hitherto  insurmountable  by  a  variation  in  Ihe  mode  of  lowering 
the  tubbing,  and  by  a  device  for  regulating  ihe  influx  of  wafer. 
When  M.  Chaudron  added  the  sliding  boUom-piece  to  form  a 
perfect  joint,  after  the  Kind  boring-tool  had  prepared  the  base, 
the  acme  of  shaft-sinking  was  reached.  Since  i86z,  when  the 
first  shaft  was  sunk,  6  feet  wide,  480  feet  deep,  at  a  cost  of  $450 
per  foot,  not  a  single  fatal  accident  is  recorded  against  the  process, 
which  owes  much  of  its  success  to  the  fact  that  the  sinking  and 
lining  are  completed  before  a  man  enters  the  shaft.  Two  aban- 
doned shafts,   through  soil  feeding  11,000  gallons  per  minute, 
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were  carried  down  267  and  216  feet,  respectively,  in  23  and  20 
months,  with  a  cost  of  $280  and  $340  per  foot.  In  the  latest 
application  569  feet  were  sunk,  16  feet  diameter,  at  an  average 
cost  of  $143  per  foot  for  both  shaft  and  lining,  which  latter  cost 
$70  per  foot.  With  a  guaranteed  success  at  so  low  a  rate,  it  is 
surprising  that  American  engineers,  usually  so  progressive,  have 
not  employed  this  method  before  acknowledging  failures;  but 
no  attempt  to  introduce  this  plan  here  is  as  yet  recorded. 

The  Trepans. — ^The  ordinary  procedure  comprises  first  drilling 
a  guiding  bore-pit  about  50  feet  deep  and  4.5  feet  across;  then 
widening  the  shaft  by  a  reamer  to  the  required  diameter,  and 
alternating  these  drills  with  every  50  feet  of  drilling.  These 
drills,  or  "trepans,"  are  operated  from  a  walking-beam  by  a 
surface  engine. 

The  small  trepan  (Fig.  196)  consists  of  a  blade  of  forged 
iron,  into  the  lower  side  of  which  are  keyed  a  number  of  pointed 

steel  teeth,  and  a  stem  connecting  the  blade  to 
the  suspension- rods  by  means  of  a  sliding-boz. 
This  last  partially  corresponds  to  the  "jars" 
(Fig.  277)  of  oil-well  outfits,  takes  up  the  jar, 
and  is  an  essential  element  of  the  tooL  The 
trepans  are  massive — for  hard  rock,  weighing 
from  8  tons  up — and  are  raised  6  inches  or  so, 
turned  slightly  for  each  blow,  and  dropped; 
their  concussion  disintegrates  the  rock  along  a 
diameter  of  the  circle.  The  progress  in  flint  is 
3  inches  per  day;  in  chalk,  3  feet;  in  sandstone, 
I  foot,  and  in  coal  measures,  16  inches.  Most  of 
the  material  is  broken  quite  fine,  though  2-inch  and  3-inch  stuff 
is  not  unusual. 

The  larger  trepan  replaces  the  smaller  one  afer  50  feet  of 
drilling.  It  is  similar  (Fig.  197)  to  the  smaller  one,  but  the  blade 
is  deeper  at  the  centre  than  at  the  ends,  so  that  its  teeth  cut  a 
base  sloping  to  the  centre.  The  central,  toothless  portion  of 
the  tool  has  a  U-shaped  guide  that  fits  the  smaller  hole.  This  tool, 
often  weighing  as  much  as  16  tons,  cuts  the  shaft  to  full  width, 
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A  Trepan. 
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or  it  may  be  succeeded  by  another  similar  reamer,  the  detritus 
falling  into  the  smaller  hole,  from  which  it  is  hoisted  by  the 
sludger  (Fig.  199).  In  alternate  stages  the  drilling  and  widening 
progresses,  while  the  tubbing  is  subsequently  lowered  by  a  sepa- 
rate engine.  All  these  operations  being  conducted  under  water, 
the  trepan  requires  to  be  automatically  kept  vertical.  Two 
guides,  carrying  at  the  extremities  horizontal  and  vertical  cutters, 
accomplish  this  marvellously  well.  The  record  of  the  preliminary 
shaft,  4i  feet  in  diameter,  showed  for  508  feet  an  average  progress 
of  3.3  feet  per  24  hours,  divided  up  as  follows:   51  per  cent  of 
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Fig.  197.  Fig.  199. 

The  Kind-Chaudron  Trepans. 
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the  time  was  occupied  in  drilling,  19  per  cent  in  raising  and  lower- 
ing the  tools,  20  per  cent  in  dredging,  and  10  per  cent  in  repairs 
and  delays.  Widening  the  shaft  to  14  feet  and  down  460  feet 
took  ten  months;  reaming,  46  per  cent  of  the  time;  altering 
and  operating  the  tools,  etc.,  14  per  cent;  dredging,  22  per  cent; 
delays  and  repairs,  18  per  cent 
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The  widening  trepan  reamer  and  sand-bucket  dredge  are 
shown  in  Figs.  197  and  198. 

There  are  no  screws  or  nuts  to  loosen;  all  the  parts  are  keyed 
to  place;  but  special  toob  are  provided  for  grappling  broken 
rods,  stems,  trepans,  teeth,  etc. 

At  the  surface  the  operations  of  boring  the  pits,  building 
and  loweiing  the  tubbing,  puddling  and  sealing  the  base,  arc 
conducted  with  engines  and  capstans  from  a  tall  derrick,  to 
which  extra  lengths  of  rods  may  be  attached  with  the  progress 
of  the  drilling.  Nine  men  are  employed  about  the  works,  onty 
three  of  whom  are  skilled  laborers.  The  cost  of  the  installation 
of  the  machines,  tools,  etc.,  all  of  which  are  portable,  b  about 
$13,000  to  $20,000. 

The  Tubbing  and  the  False  Bottom.— This  element  of  the 
system  is  of  iron  sheeting,  built  on  in  6-foot  sections,  with  leaded 
joints,  and  suspended  by  rods.  The  flanges  are  on  the  inside  of 
the  tubbing  bb,  leaving  a  perfectly  smooth  exterior,  and  the  joints 
are  true  and  bolted  together.  Two  sections  are  lowered  daily. 
As  an  example,  a  tubbing  13  feet  7  inches 
in  internal  diameter  and  380  feet  high  is 
quoted;  it  was  i  inch  thick  at  the  top, 
iS  inches  at  the  bottom,  and  weighed  400 
tons.  The  sections  were  5  feet  high,  the 
flanges  3^  inches  wide,  2  inches  thick, 
having  icadcn  wedges  between,  4J  inches 
wide  and  J  inch  thick,  and  20  bolts 
i,'d  inches  in  diamelcr. 

At  the  bottom  of  the  iron  cylinder 
are  attached  two  ver>'  ingenious  appli- 
ances, which,  operating  automatically. 
Fig,  301.— Tht  False  Boitom.  f^^^.p  established  the  process  as  a  success 
beyond  all  cavil;  the  first  is  a  moss-box,  a,  for  hermetically  seal-  * 
ing  the  lower  end  of  the  tubbing  against  any  influx  of  water; 
and  the  second  is  the  intnKluction  of  a  false  bottom,  /,  by  which 
the  sinking  of  the  tubbing  is  cleverly  controlled.  These  are  both 
adapted  to  the  bottom  of  the  tubbing,  as  is  illustrated  in  Fig.  201. 
All  the  flanges  of  the  tubbing  turn  inward  except  the  lower  one 
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of  the  bottom  section,  bb,  which  is  outside,  and  may  act  as  an  an- 
nular piston  to  a  lower  section,  aa,  of  smaller  diameter,  the  upper 
flange  of  which  turns  inward,  and  the  lower  one  outward.  Be- 
tween these  flanges,  the  moss-box,  and  the  rock,  the  annular 
space  is  fiUed  with  moss,  which  is  not,  however,-  under  com- 
pression so  long  as  the  screw-bolts  ss  support  it  from  the  tubbing. 
It  operates  like  the  seed-bag  of  oil-well  diggings. 

The  false  bottom  //  is  attached  to  the  tubbing,  with  the  lower 
sections  of  which  it  forms  a  diving-bell  that  floats  the  whole 
system.  The  greater  the  head  of  water  encountered,  the  more 
complete  the  balance,  and  the  greater  is  the  relief  to  the  rods,  dd, 
supporting  the  hundreds  of  tons  of  iron.  The  safety-pipe,  g, 
with  cocks  and  plugs  operated  from  above,  is  an  equilibrium 
column  that  permits  sinking,  or  rather  regulates  its  speed. 
Opened  at  the  top,  sinking  proceeds  rapidly,  as  the  compressed 
air  and  water  find  vent;  closed,  the  whole  structure  is  upheld 
against  gravity.  When  the  plugs  are  opened  they  discharge 
into  the  tubbing,  weight  it  with  water,  and  at  the  same  time 
release  the  pressure  below.  By  proper  manipulation,  perfect 
control  is  had  over  the  lowering  of  the  casing. 

Making  a  Water-tight  Joint  at  the  Bottom. — M'hen  the  tubbing 
has  traversed  to  the  required  depth  through  the  water-bearing 
measures,  a  seat  having  been  scraped  for  the  moss-box,  the  entire 
weight  is  allowed  to  fall  on  the  annular  piston,  b,  by  opening 
g  at  the  surface.  The  moss  is  compressed  to  a 
hard,  water-tight  mass,  the  rods  s  gliding  in 
their  bearings  (Fig.  202)  Up  to  this  time  the 
shaft  is  more  or  less  fufl  of  water  (the  process  is 
independent  of  the  amount  of  water  encoun- 
tered), This_  may  now  be  pumped,  but  usually 
is  not  until  a  cement  backing  has  been  inserted 
and  hardened  to  insure  solidity;  after  that,  if 
the  joints  of  the  metallic  column  arc  wefl  made, 
the  shaft  is  perfectly  tight,  and  the  mine  is  in- 
sulated from  the  subterranean  current.  The 
introduction  of  the  cement  is  effected  by 
closed  spoon  holding   a  barrel  or  so,  curved  to  suit  the  space. 
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Three  sets  of  six  men  each  do  this  work,  burying  400  cu.  ft.  per 
day,  at  a  cost  of  about  forty  cents  per  square  foot  area  of  lining. 
A  solid  foundation  of  wedged  iron  curbing  is  subsequently  built 
on  a  stout  ledge,  to  take  the  weight  of  the  cribbing  after  the  other 
work  has  been  completed. 

This  method  is  generally  applicable  to  conditions  of  soft 
groimd,  and  especially  in  watery  ground,  which  can  be  pierced 
without  recourse  to  ponderous  pumping  machinery.  Though 
the  pressure  of  the  water  is  not  essential  to  success,  it  materially 
facilitates  operations.  In  a  few  cases,  where  the  ground  was 
merely  wet,  not  running,  tubbing  was  cheaper  than  this  method. 
But  the  facts  should  not  be  lost  sight  of,  that  none  of  the  delays^ 
perils,  and  discomfitures  of  the  ordinary  methods  arc  here  experi- 
enced. Its  progress  is  greater,  and  initially  its  maintenance 
is  cheaper  than  other  schemes  for  wet  ground,  besides  never 
having  had  a  failure,  though  no  shaft  of  over  14  feet  in  diameter 
has  yet  been  sunk  by  this  method. 

An  objection  to  the  Kind  and  Chaudron  method  is  that> 
unless  an  exact  geological  section  is  at  hand,  there  are  no  means 
of  knowing  when  the  water-bearing  stratum  has  been  penetrated. 

A  short  while  ago  a  pair  of  shafts  were  sunk  in  Samlund,  East- 
em  Prussia,  for  amber,  through  147  feet  of  clay  and  sand,  by  a 
variation  of  this  method.  The  drill-tools,  weighing  1700  lbs., 
cut  a  4-foot  6-inch  space,  though  they  had  little  to  do  except  in 
the  shale-beds.  No  moss  was  neccssar}-,  as  the  ground  was  not 
wet.  Four-fcct  lengths  of  tubbing  were  forced  down  by  jack- 
screws,  each  shift  with  27  men.  The  total  weight  of  tubbing  in 
each  shaft  was  45  ions,  and  the  total  cost  $17,500. 

Lippmann's  Drill. — This  is  a  drill  of  a  double  V-shape, 
instead  of  a  straight  trepan.  It  docs  faster  work,  as  it  cuts 
equally  at  the  periphery  with  the  centre  of  the  circle.  With 
Kind's  trepan  the  blows  fell  too  far  apart  at  the  outer  edge  of 
the  shaft,  and  too  near  together  at  the  centre. 

Haase's  System. — This  employs  sheeting-piles,  in  small 
round  iron  cylinders  driven  close  together  to  form  a  cribbing 
for  the  intended  shaft.    The   tubes  were   about   15   feet   long> 
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i  inch  thick,  and  4  inches  in  diameter,  and  enclosed  an  area 
10X7,  which  was  then  timbered.  These  were  driven  through 
90  feet  of  quicksand  in  five  months'  time,  at  a  cost  of  S135 
per  foot.  While  standing,  they  gave  good  drainage,  and  did  not 
yield  when  the  excavation  of  ihe  shaft  began. 

The  Freezing  System.^For  loose  wet  alluvium,  Mr.  C. 
Poelsch  has  originated  ihe  novel  idea  of  freezing  the  mass  lo  a 
solid  by  boring  a  great  number  of  holes  through  the  alluvium 
about  3  feet  apart,  and  lining  with  copper  lubes,  inside  which  are 
smaller  tubes.  A  concentrated  solution  of  ihe  chlorides  of  mag- 
nesium and  calcium  circulates  through  the  tubes  and  freezes 
the  ground,  after  which  the  pit  can  be  excavated  in  the  centre 
of  the  mass  in  the  ordinary  manner,  and  Ihe  tubbing  put  in. 
This  refrigeration  is  continued  till  solid  rock  is  reached.  A 
shaft  7'Xii'  was  sunk  through  26  feet  of  quicksand,  the  frozen 
wall  enveloping  it  bemg  7  feel  thick,  at  a  cost  of  $190  per 
foot. 

Conducting  the  Seepage  through  the  Walla. — Water-traps  are 
frequently  provided  in  shafts  which  are  lined  with  masonry  or 
timber.  These  consist  of  grooves  cut  around  the  entire  periph- 
ery of  the  shaft  into  a  recess  in  the  walling  of  the  shaft  and 
provided  with  pipes  and  spouts  through  which  the  water  can  be 
carried  to  some  more  convenient  point  rather  than  permit  it 
to  give  annoyance  in  Ihe  shaft. 

If  the  waters  are  muddy  or  contain  salts  in  solution  which 
would  clog  the  spouts,  considerable  annoyance  is  given  and 
expensive  arrangements  must  be  resorted  to, 
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CHAPTER  in. 

TIMBERING   ROOMS  AKD  GALLERIES, 

The  Service  of  Timbering. — The  accident-tables  discussed  in 
Chapter  XIII  show  how  manifest  is  the  neglect  of  a  few  simple 
rules,  endangering  life  and  property;  and  in  no  respect  is  this  more 
painfully  impressed  than  by  the  mortality  record  of  unpropped 
rock.  Excavations,  even  in  the  "rock  of  ages,"  cannot  be  left 
open  any  great  length  of  time  without  support,  which,  if  intro- 
duced in  time,  will  prevent  disastrous  results.  Successful  super- 
intendents personally  watch  the  timbering  and  the  face-rock 
diligently,  and  guard  against  any  springing  of  the  walls.  All 
the  effects  of  pressure  are  intensified  by  neglect,  and  the  secret 
of  success  is  to  place  timbers  before  movement  begins.  Supports 
are  not  for  bad  roofs  only;  while  "awaiting  a  weak  spot,  the 
good  roof,  so  called,  catches  him,"  and  his  stope  or  room  is 
lost.  The  eagerness  to  quickly  win  the  face,  while  pardonable, 
promotes  avarice,  parsimony,  want,  and  then  provokes  coUapse. 

Though  the  conditions  underground  are  such  that  very  simple 
timbering  is  required  compared  with  that  on  the  surface,  the 
tendency  of  the  time  is  toward  the  employment  of  special  timber- 
men  to  make  and  place  the  supports.  In  rooms,  driving  in 
soft  ground,  and  the  like,  the  miners  must  at  once  prop  the  exca- 
vations. For  this  reason — and  the  proscribed  space — the  char- 
acter of  the  timbering  should  be  simple  and  the  sticks  light. 
Fortunately,  the  pressure  of  the  country  rock  is  inward  and  to- 
ward the  openings,  and  compression,  not  tension,  as  on  the 
surface,  is  to  be  combated  with.  This  tends  to  hold  the  sets 
together.    Tenons  and  framing  may  therefore  be  dispensed  with. 
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except  in  loose  ground,  where  they  are  essential  for  maintaining  the 
integrity  of  the  timbers. 

The  relative  merits  of  the  dififerent  varieties  of  wood  need 
not  be  discussed  here.  Oak  is  undoubtedly  the  most  preferable, 
but  the  mines  take  what  can  be  had  in  the  vicinity.  Above 
"timber-line"  we  are  content  with  "scrubs."  Sawn  timber  is 
better  than  hewn,  on  account  of  its  greater  resistance  to  decay; 
and  durability  is  of  prime  importance  to  strength.  Again,  green- 
wood is  heavy;  the  ordinary  lo-inch  stick,  say  6  feet  long,  is 
as  much  as  three  men  can  well  handle.  Lightness  is  an  essential 
feature  in  this  most  onerous  of  underground  work. 

The  Life  of  Timber.— This  varies  with  the  condition  of  the 
atmosphere  and  care  in  dressing.  It  is  rarely  as  great  as  that 
of  railroad- tics  (twelve  years).  In  many  mines  head-pieces 
crumble  after  two  years'  standing.  Wood  rots  faster,  and  shows 
it  less  on  the  surface  in  drj',  vitiated  air  than  in  moist  air.  Alter- 
nations of  temperature  or  moisture  are  very  destructive.  A 
cotton-fungus  mould  is  a  sure  indication  of  bad  air,  and,  being 
contagious,  requires  attention  at  once. 

The  decay  results  from  the  fermenting  of  the  albuminoids  of 
the  sap,  the  admission  of  water,  and  the  attack  of  insects,  to 
which  several  causes  contribute, — bad  air,  damp  air,  standing 
water,  and  oxidation, — causes  all  of  which  are  mitigated  by  an 
active  circulation,  and  materially  remedied  by  saturation  of  the 
pores  with  some  antiseptic.  Creosote,  Kyanizing,  or  Bumet- 
izing  will  give  greater  life  to  timber.  The  timber  is  placed  in 
a  wrought-iron  cylinder  through  end-doors,  after  closing  which  the 
air  is  exhausted  and  creosote  forced  in.  Pine  absorbs  from  lo 
to  12  lbs.  of  oil  per  cubic  foot,  and  the  hard  woods  less.  The 
pressure  during  the  operation  is  loo  lbs.  per  square  inch. 

Timber  Consumption. — WTiilc  it  cannot  be  accurately  stated 
for  the  average  mine,  it  has  been  estimated  that  the  timber  con- 
struction in  anthracite  mines  is  i  cu.  ft.  per  ton  product;  in  the 
L.  S.  copper-mines,  i^;  in  Leadvillc  and  L.  S.  iron-mines,  3; 
and  in  Nevada,  4J. 

Ever}'  TOO  cu.  ft.  of  coal  extracted  consumes  3.4  cu.  ft.  of  tim- 
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ber;  every  ton  of  excavation  in  running  ground  requires  about  5 
cu.  ft.  to  support  the  balance.  In  the  Anaconda  mines,  Mont., 
80,000  cu.  ft.  of  timber  are  used  daily;  2000  of  such  mines  would 
consume  the  entire  forest-area  growth.  The  West  Vulcan  iron- 
mines,  in  L.  S.,  annually  consume  2,000,000  feet  of  lumber  and 
60,000  pieces  of  lagging,  at  a  cost  of  37  cents  per  ton  of  ore  mined. 
In  the  copper-mines  of  L.  S.  this  item  amounts  to  from  15  to  31 
cents  per  ton  of  rock  hoisted.  So  important  in  the  economy 
of  mining  and  to  the  safety  of  lives,  the  selection  and  placing 
of  timbers  should  therefore  receive  skilled  attention;  adequate 
ventilation  is  equally  urgent  for  their  preservation. 

Owing  to  its  destructibility  and  the  increasing  scarcity  of 
supply  that  is  bringing  about  the  employment  of  iron  and 
masonry  as  the  certainties  of  future  support.  Fortunately, 
the  metal-mines  above  "timber-line"  require  but  a  moderate 
supply. 

Elements  of  Timbering. — ^Though  the  question  as  to  whether 
the  timbering  is  to  be  done  in  a  substantial  manner  at  once,  or  to 
be  considered  as  provisional,  is  only  answered  according  to  the 
importance  of  the  gangway;  the  practice  is  to  assume  it  per- 
manent. Rooms  and  stopes  are  only  temporary,  and  treated 
as  such.  Gangways  may  be  subsequently  cribbed  or  masonried; 
but  all  pump-rooms,  machine-rooms,  and  stables  are  very  sub- 
stantially lined. 

Each  piece  should  be  placed  conformably  to  the  principles 
of  the  strength  of  materials,  and  laid  in  such  direction  as  will 
best  withstand  the  pressure  whose  direction  is  known.  The 
crushing  force  is  better  resisted  than  is  a  bending  force.  They 
should  be  placed  in  the  line  of  the  pressure  wherever  practicable, 
or  in  such  manner  as  to  act  like  or  take  the  part  of  an  arch;  then, 
when  any  movement  takes  place,  its  efifect  will  be  to  tighten  the 
timber  in  place.  Joints  should  bear  the  pressure  uniformly  and 
their  planes  be  perpendicular  to  its  direction. 

Rooms  and  levels  are  timbered  in  i-,  2-,  3-,  or  4-piece  sets. 
The  vertical  posts,  horizontal  piece,  and  top  and  bottom  sill  con- 
stitute the  usual  full  set,  and  the  inclined  stull  or  cap  represents 
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the  one-piece  or  "quarter"  set.    UsuaUy  the  system  of  room- 
timbers  differs  from  that  in  the  levels. 

Props  and  Stulls. — Single  sticks  are  used  to  support  the 
roof  back  of  the  men.  In  long-wall  working  a  large  number  is 
used,  resting  on  the  floor  or  on  a  plate,  and  hammered  into  place 
with  a  wedge-plate  at  the  roof.  They  are  from  6  to  8  inches 
diameter,  and  stand  3  feet  apart,  in  two  or  three  rows,  beyond 
which  the  Rx>f  caves  in  on  the  gob.  They  remain  only  a  few 
days,  are  removed  by  rows  to  let  the  roof  cave,  and  are  replaced 
nearer  the  face  ^Fig.  3V  An  average  of  70  per  cent  is  recovered; 
si>mo  of  the  balance  cannot  be  removed;  others  would  endanger 
the  timbermen.      Flat  caps  on  top,  2o"Xio"X2",  are  ample 
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bering.  The  parallel  joints  are  not  troublesome.  Horses  in  the 
vein  usually  require  special  attention,  as  do  evidences  of  sigil- 
lariae.  The  latter  occur  like  truncated  cones,  base  down,  and  the 
circular  layer  in  the  roof  should  be  propped  as  soon  as  observed. 
It  must  be  remembered  that  the  prop,  as  the  support  for 
the  roof,  is  employed,  not  as  a  means  of  security,  but  as  a  warning 
of  excessive  pressure.  Its  elasticity  is  of  greater  importance  than 
its  strength.    By  its  bending  will  be  indicated  the  great  pressure 


Fig.  204. 


Fig.  205. 


Fig.  206.  Fig.  207. 

Single -stick  Timbering  in  Veins. 

to  which  it  is  subject,  and  therefore  the  necessity  for  extra  pre- 
cautions, if  the  room  is  still  to  be  kept  open,  or  for  protecting 
the  miners,  if  the  roof  is  to  be  permitted  to  fall.  For  this  reason 
props  of  cast  iron  or  of  steel  in  working  places  are  not  recom- 
mended, however  well  they  may  serve  as  a  secure  support  for 
rock  in  the  main  travelling- ways. 

States  vary  in  their  statutory  requirements  as  to  the  nearness 
-of  the  props  to  the  face,  but  15  feet  is  the  farthest  allowed  in 
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any  coal  region.      A  distance  of  5  or  6  feet  is  ample  space  lest 
the  men,  but  not  for  machine  cutters. 

In  metal-mines  the  prop  is  used  as  a  stull  (Figs.  203, 205, 206), 
resting  in  a  notch  (** hitch"),  generally  on  the  foot-wall,  unless 
the  hanging-wall  is  much  softer,  and  driven  into  place  with 
a  wedge-piece,  by  mallets.  In  veins  of  small  inclination  the 
stulls  are  normal;  otherwise  they  stand  between  normal  and 
the  vertical,  because  of  the  combined  action  of  the  wall- thrust 
and  gravity.  Its  angle  toward  the  vertical  from  the  normal  is 
about  one  fourth  the  pitch  of  the  vein.  They  are  round  or 
dressed,  and  of  a  size  and  distance  apart  dependent  upon  the 
weight  of  waste  stope-rock  to  be  upheld.    It  is  better  to  mcrease 
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the  number  than  :b.e  >:.:o.  thoui^h  ihoir  strencrth  is  directlv  as 
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and  have  sufl&cient  bearing  to  receive  the  entire  pressure  uni- 
formly. 

Mill-holes. — Steep  deposits  with  good  walls  will  require  stuUs 
at  distances  apart  convenient  for  the  men  to  go  to  and  from  their 
places  of  work.  If  there  is  sufficient  waste  to  furnish  convenient 
footing  for  the  men,  no  timbering  will  be  required  except  that 
used  in  lining  the  mill  hole  and  the  stulls  over  the  drift  to  sup- 
port the  waste.  Under  each  mill-ho!e  is  a  plat,  framed  for  the 
gate  of  the  chute,  with  loose  boards  over  the  car-track  laid  upon 
three  horizontal  spreaders  7  feet  above  the  track,  to  afiford  a 
loading  chute.  In  wide  veins  the  mill-holes  are  cribbed  and 
frequently  have  two  compartments,  one  being  timbered  for  the 
storage  and  the  other  for  the  passageway. 

If  either  wall  is  soft,  a  broad  slab  or  post  is  laid  against  it  to 
take  the  thrust  (Fig.  207). 


Fig.  211. 


Flo.  313. 


Underhand  Timbering. 

Braced  Stulls. — ^When  the  distance  between  the  walls  is  too 
great  for  a  single  convenient-sized  stull-piece,  an  arrangement 
of  shorter  sticks,  indicated  in  Fig.  208,  is  common.  A  wedge  or 
plank  is  braced  against  the  walls  and  extends  longitudinally 
with  the  drift  to  be  covered.  This  is  not  so  good  as  Fig.  209, 
wherein  one  or  two  struts  relieve  the  stuU.  Figs.  211  and 
212  are  for  flooring  in  underhand  work,  and  give  support  also 
to  the  stull-dirt  overhead.  In  Fig.  209  the  saddleback,  or  strain- 
ing-beam, carries  the  load.  Not  infrequently  the  caps  may 
be  supported  by  struts  in  flat  seams,  like  Fig.  213,  or  by  a  single 
centre-prop    in    double- track    gang\vays    and    slopes   (Figs.   214 
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and  215);  but,  be^des  taking  up  room,  they  are  the  cause  xi 
too  many  accidents.  In  fact,  much  depends  upon  the  clever- 
ness of  the  men  in  setting  the  timbers  to  the  best  advantage. 
For  example,  a  curved  stick  is  beneficially  placed  if  used  as 
shown  in  Fig.  204.  It  then  becomes  an  arch.  The  temptation 
Fio.  113.  Fig.  »i4.  Fiq.  115. 


The  Use  ot  a  Cenire-prop. 

to  cut  and  notch  and  spike  should  be  restrained,  or  the  conUnui^ 
of  the  fibres  will  be  destroyed.  The  use  of  wet^s  should  be 
avoided  unless  care  be  taken  to  distribute  the  pressure  over  the 
entire  area  of  the  post  or  stull. 


Fig.  116.— Bevelled  Ji 


Framed  Sets. — ^The  props  simply  support  the  roof  or  the 
stull-dirt  and  receive  longitudinal  pressure  only.  \Vhen  the  stress 
is  also  from  the  sides,  frames  arc  made  in  sets  composed  of 
a  cap  or  collar  resting  on  two  posts  or  legs  studded  on  a  sill 
or  sleeper.  The  trajK'zoidal  form  is  stronj^er  than  the  rectangular, 
and  is  equally  scn'iceabic  for  canvay.  This  form  is  susceptible 
of  many  varied  modilicalions  of  shape,  frame,  and  joints. 

Joints. — The  joints  employed  in  gangway  sets  where  no  move- 
ment is  expected  aa'  the  flush  or  butt  (Figs.  218  and  219),  cut 
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with  precision.  Whether  the  sticks  be  round  or  square,  the 
joints  should  be  flat.  Never  should  a  round  cap  be  made  to  rest 
in  the  hollow  of  the  post  (Fig.  217),  for  the  fit  cannot  be  made 
perfect  nor  the  splitting  of  the  post  averted.  The  cap  should 
be  shouldered  to  bear  flat  on  the  leg  (Figs.  218  and  219).  When 
the  cap  receives  vertical  pressure  only,  its  entire  width  bears  on  the 


Fig.  217. 


Fig.  218. 


Fig.  219. 


Flush-joints. 

legs,  as  in  Figs.  218  and  221;  if  the  pressure  is  partly  from  the 
sides,  the  joint  is  dressed  to  form  as  in  Fig.  219;  for  Fig.  220  the 
lagging  and  backing  must  be  firm.  The  prop  and  collar-joint 
(Figs  222  to  225)  are  simple  and  effective;  the  bevel-joint  is  not 
uncommon  in  mining- work;   Fig.  267  is  an  elaboration  of  it,  seen 

Fig  aao. 


Fig.  221. 


Fig.  223. 


^ 


Shoulder-joints. 

in  large  tunnel-work,  but  is  a  very  injudicious  concentration  of 
pressure  at  one  point,  the  avoidance  of  which  is  the  very 
design  of  framing.  The  mortise  and  tenon  joint  is  rare  in  un- 
derground work,  except  in  pump-rooms  and  the  like.  So,  also, 
there  is  little  use  for  the  scarf-joints,  unless  perhaps  in  building 
beams  for  arch  centres.  Wedges  and  head-blocks  are  essen- 
tials m  the  tightenmg  of  frames  and  to  lengthen  timbers.     Their 
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removal  eases  ^  work  of  redainung  die  sticki  lAole.    Hh 
jomta  ought  to  be  tailed  for  effective  preservatum. 

ExCbpt  as  clamps,  dogs,  staples,  bands,  and  spikes,  Uttb 
iiDn  is  used  in  undeignnmd  woik — periiaps  i  lb.  for  every  loo 
cu.  ft.  of  lumber  fdaced.  Timbers  near  to  blasting  (^leratioiiB 
are  often  fastened,  and  bands  used  around  diem  to  prevent  qiUt- 
ting  or  derangement;  otherwise  the  use  of  iron  b  not  ccanmendcd* 


Two-pifce  Sets, 


except  as  auxiliar}'  fasteners,  for  centres,  etc.    Iron  rusts  rapidly 
when  in  contact  with  ligneous  matter. 

The  Dimensions  of  Sets. — Sets  are  of  a  clear  height  of  5  feet 
6  inches  or  6  feet  6  inches,  and  a  width  dependent  upon  the  num- 
ber of  compartments.  A  single  way  is  about  4  feet  wide,  though 
this  leaves  little  spare  room.  The  narrowest  heading  in  whidi 
miners  can  work  conveniently  is  3  feet  wide  and  5  feet  high.  A 
width  of  5  feet  at  the  bottom,  and  at  the  top  of  4  feet,  is  ample 
for  all  purposes  of  a  single  way.    A  double  way  should  be  9 
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feet  wide  for  men  and  cars,  and  a  three-compartment  way  a 
little  wider. 

Though  the  total  cost  per  lineal  foot  may  be  somewhat 
greater  for  a  wider  drift  than  for  one  smaller,  the  cost  per  cubic 
yard  of  broken  rock  is  less,  and  the  difference  in  the  cost  of  tim- 
bering is  slight,  but  the  gain  in  rapidity  of  driving  markedly 
favors  large  tunnels.  Again,  as  fully  12  per  cent  of  the  mine 
fatalities  are  from  crushing  by  cars,  not  only  should  ample  room 
be  provided  for  passageway  for  the  men,  but  numerous  niches 
for  retreat. 

In  the  standard  coal-seams  a   great  height  is  not  possible. 


FlG.  227. — Reinforced  Two-piece  Set  for  Wide  Vein. 

though  not  infrequently  the  roof  is  ripped  to  secure  mule  heights 
When  the  gangway  carries  a  ventilator-box  or  gutterway,  greater 
height  is  required,  and  the  timbering  for  the  purpose  is  illustrated 
in  Figs.  228,  230,  and  231.  The  diameter  of  he  timbers  used 
is  as  small  as  will  serve  the  purpose,  though  it  is  often  1.4 
inches.  Large  timbers  are  often  needed,  but  not  placed,  because 
inconvenient  to  handle.  Instead  of  the  building  of  thicker  pieces, 
the  sets  are  placed  nearer  than  the  average— 3  feet  6  inches; 
skin  to  skin  is  not  unusual  in  shattered  ground.  The  height  of 
s'opes  depends  upon  the  mode  of  haulage  The  use  of  carriage 
requires  great  height;  with  a  dip  of  less  than  40°,  the  height  is 
about  7  feet.    For  skips,  the  normal  height  of  6  feet  will  do 
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Q§ngW9y  Stti.— Four  pieces  usually  eonsdtnte  &e  filing 
but  the  sill  may  be  dispensed  with  iriiere  the  floor  is  good.  In 
slc^  mils  are  essential,  wedged  mto  place  to  secuie  the  tnt^ 
way.  Id  laying  the  sills  the  trench  is  dug  lower  in  tiie  centre 
thui  at  the  ends,  ao  they  will  not  break.    tTpm  thdr  cmdi  tfw 


Fig.  =31. 
Three-pifce  anil  Four-jJece  Sett. 

posts  rest  to  support  a  cap,  which  is  wedged  into  bearing  trf 
blocks  and  packing. 

Where  a  level  road  is  driven  through  firm  material,  wily  the 
roof  of  which  needs  support,  the  post  and  collar  form  <rf  tim- 
bering (Fig.  336  or  223)  will  suffice.  In  pitching  seams  a  variety 
is  employed,  i!S  in  Fig.  232,  when  the  vein  and  countiy  rock  are 
sound  and  the  hanging-wall  soft.  With  a  poor  roof  and  6rm 
vein-matter  one  leg  is  floored  (Fig.  227),  and  the  other  rests  on 
the  vein.  This  is  also  seen  in  coal  regions.  Fig.  233  is  a  strong 
form  for  pressure  from  sides  and  top.  For  such  conditions  the 
arched  form  of  short  timbers  may  be  utilized  as  in  Fig.  204. 

Sets  are  laid  close  together,  or  the  distance  between  them  is 
lagged. 
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Timbering  Loose   Ground. — Should  the  vein-matter  be  too 
loose  to  stand  up,  the  gangway  is  lagged  against  a  long  brace 
Fm  »33.  Fig.  234. 


Wide-vein  Timbering. 

<Fig.  927).    In  wide,  soft  veins  a  similar  idea  is  employed,  as 
in  Fig.  334. 

Gob-roads  are  timbered  only  at  the  roof,  by  the  lagging  of 
caps,  Testing  on  diy  pack-walls.    Occasional  chocks  will  give 


Fig.  335. — Timbering  a  Gob-road. 


greater  conastency  to  the  whole  (Fig.  235).  But  as  the  sub- 
sidence of  the  roof  cannot  be  prevented  the  road  cannot  be  kept 
open  without  repairs  until  the  gob  is  pressed  solid.  Meanwhile 
the  maintenance  is  a  serious  item.  The  plan  of  keeping  a  road 
open  along  the  face  of  coal  through  waste  is  never  to  be  com- 
mended. The  mode  of  timbering  alluvial  gold-mines,  called 
■"blocking,"  is  said  by  the  inspector  of  mines  at  Sandhurst  to  be 
perfectly  safe.  The  prop  and  collar  system  is  used  while  pass- 
ing the  chain  pillar  on  either  side  of  the  gang^vay;  beyond,  a 
modification,  in  which  each  cap  is,  in  turn,  made  to  rest  upon 
the  caps  of  the  preceding  sets,  already  built,  and  upon  the  collar 
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of  the  next.    The  timbers  are  8  inches  in  diameter.    In  veiy 
soft  ground  each  cap  has  two  posts  for  its  support. 

Timbering  Roads  in  Large  Deposits. — This  is  difficult.  The 
gangway  takes  only  a  small  portion  of  the  width  of  the  vein;, 
the  rest,  if  finn,  is  left  to  stand,  or  if  loose,  packed  with  waste. 

FlO.  a3&  Ftc.  337. 


Special  Methods  of  Framei. 

In  the  Great  Devon  Consols  mine  the  compartments  are  usett 
one  for  "attle"  (waste),  and  the  other  for  travelling  (F^.  337). 
The  vein  is  22  feet  wide;  the  stuUs  are  20  inches  and  18  inches. 
In  a  24-foot  vein  a  sole-piece  of  24-inch  timber  and  struts  of 
18  inches  with  a  longitudinal  piece  at  the  apex,  made  a  very 
Fig.  238.  Fig.  239. 


Reinforced  Tinilvr  Set!. 


Strong  frame  fFig.  234).  With  3-inch  plank  lagging,  from  10  to  50 
fathoms  of  attle  are  carried.  The  hitches  are  cut  18  inches- 
deep.  In  Southern  France,  with  great  pressure  from  the  roof 
and  for  supporting  heavy  waste.  Figs.  238  and  239  arc  much 
seen.  In  many  cases  an  arch  of  vein-matter  10  feet  thick  remains 
untouched  from  the  slope  below.  With  a  system  of  filling  this 
arch  is  subsequently  recovered.  In  fact,  without  tilling,  no  large- 
deep  mine  can  be  held  by  timbers. 
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If  the  vein-matter  is  ver)'  soft,  the  character  of  the  framing 
must  be  enlirely  altered.     In  the  Austrian  salt-mines  the  prob- 
lem is  very  difficult,  because  the  material  assumes  the  nature  o^ 
a  fluid.     In  rock  that  decomposes  upon  exposure  to  thi 
timbering  involves  some  elaborate  form  of  framing.     The  gai 
ways  in  a  vein  or  bed  may  then  be  a  component  part  of  the  squai 
set  system  (Fig.  240).     Where  ground  has  a  tendency  to  swell, 
the  only  way  to  save  the  timbers  is  to  ease  up  the  ground  behind 


ric.  Ml-— Hcdi-y  Timliering  for  GuIUtI.'-, 

the  timbers  from  time  to  time  until  the  ground  settles  to  its 
ural  state.     The  swelling  can  neither  be  prevented  nor  resist 
For  shifting  ground,   the  style  of  Sutro-tunnel  limbering   (F(| 
241)  is  preferable  to  that  illustrated  in  Fig.  z68,  which  has  proi 
insecure. 

In  relieving  timbering  and  tunnel  Unlngs  of  the  result  of 
tinual  movement  an  admirable  arrangement  consists  in  driving 
a  lateral  tunnel  or  two  with  heavy  timbering,  but  ha\-ing  an  open 
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face  to  serve  as  a  safety-valve  through  which  the  excessive 
pressure  will  be  expended. 

Few  cross-cut  tunnels  require  timbering  further  than  50 
feet  or  so  from  the  mouth,  for  the  ground  stands  well  In  pitch- 
ing rock  and  porphyry  the  roof  should  be  heavily  braced. 

Lagging. — If  the  spaces  between  the  sets  camiot  be  left  open, 
the  sides  and  top  are  lagged  with  plank  or  "slabs"  from  the 


Lining  fur  Doublc-irack  Gangway. 


saw-mills.  These  are  driven  close — with  the  flat  side  out,  though 
they  are  better  reversed.  Lagging  shou'd  never  be  very  strong; 
the  slabs  are  always  weaker  than  the  memtjcrs  of  the  frames, 
and  serve  merely  to  prevent  the  fine  rock  from  sifting  into  the 
gallery  and  leaving  an  open  space  that  gives  opportunity  for 
movement,  which  if  once  begun  can  never  be  resisted.  A 
very  slight  movement   produces  sufficient  pressure  to  break  the 
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lagging,  and  thus  relieve  the  costlier  work.  These  are  readily 
replaced  on  occasion.  In  many  cases  round  poles  are  used,  3 
or  4  inches  in  diameter,  overlapping  two  sets.  If  the  roof 
does  not  run,  a  few  logs  suffice  (Fig.  227).  In  soft  ground  or 
under  poor  roof  the  men  are  protected  and  advance  made  by 
"poling"  ahead  of  the  face  (Fig.  271).  The  open  space  between 
the  lagging  and  the  rock  is  packed  with  waste  or  wedged  per- 
fectly. Brush  piled  back  of  the  lagging  holds  up  the  "smalls" 
well. 

When  the  capping  over  the  firm  ore  of  a  flat-bed  is  not  good, 
timbering  may  be  saved  by  not  stripping  the  entire  height  of 
the  vein,  but  leaving  a  layer  of  it  for  roof  to  be  removed  later. 

The  Use  of  Iron  Underground. — Of  the  relative  merits  of 
iron,  wood,  and  mason  y  much  is  heard.  Suffice  it  to  say,  that 
in  Europe,  where  the  utmost  care  is  taken  to  preserve  the  timber 
— ^by  replanting  for  each  tree  cut  down — iron  and  masonry 
Are  put  to  extensive  service.  As  to  props  of  metal  or  of  wood,  the 
number  would  be  the  same — more  for  a  brittle,  less  for  a  flexible 
roof;  and  wh^itever  the  condition  of  the  roof,  the  size  of  the 
metal  props  would  be  nearly  the  same  Iron  props  are  of  the 
+  or  O  cross  section,  set  on  the  thill  or  upon  a  foot-block,  to 
be  drawn  by  lever  or  bar  and  chain  Jack-screws  have  been 
used,  but  their  expense  is  too  great  for  their  general  use.  Cast- 
iron  props,  auxiliary  to  pack- walls,  9  feet  apart,  5  feet  long, 
4  inches  outside  diameter,  weighing  150  lbs.,  have  been  employed 
in  collieries;  their  use  is  emphatically  stated  to  be  cheaper  than 
wood. 

Levels  are  not  infrequently  lined  with  iron  tubbing  similar 
to  that  adopted  for  shafts 

The  increased  price  of  timber  for  underground  work  has  in- 
duced the  use  of  steel.  The  common  structural  sizes  of  steel 
are  used  in  the  galleries.  The  sets  are  usually  of  the  three-piece 
type  and  the  structure  is  of  the  strap  type  of  connection.  I  beams 
or  channels  arc  used  for  the  caps  and  posts,  the  latter  being 
bevelled  for  the  batir  desired.  The  connections  are  made  by 
angle   straps,   bolted  or  riveted   into  place.     The   foot  of  the 
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posts  is  usually  set  into  a  cast  shoe  upon  a  cast  base.  In  some 
mines  the  pieces  are  connected  by  pins  instead  of  angle  straps, 
the  latter  being  cheaper  but  more  difl&cult  in  connection.  In 
choosing  the  size  of  the  members  the  heaviest  shapes  are  usually 
taken  in  order  to  obtain  the  thickest  possible  web  and  thus  a 
small  size  of  the  pins.  When  channels  are  used  in  pairs  with 
gas-pipe  separators,  they  have  a  special  socket  for  the  foot. 

Masonry  Lining  for  Roads. — ^The  use  of  masonry  for  drifts 
and  tunnels  is  very  common.  Where  timber  is  rapidly  destroyed, 
or  where  the  pressure  is  too  great  for  rectangular  frames  to  be 
economically  employed,  the  arch  is  pressed  into  service.  On  the 
other  hand,  good  stone  must  be  plenty  and  cheap.  It  is  laid 
dry  or  cemented,  with  the  walls  straight  or  curved  in  the  top 
arch.  The  principle  usually  followed  is  to  turn  the  arch  out- 
FiG.  243.  Fig.  244.  Fig.  245. 


The  Segmental  Arch  as  a  StuU. 

ward  against  the  direction  of  pressure.  The  top  and  the  floor 
may  be  arched  and  the  sides  in  four  separate  curves,  or  they  are 
combined  into  one  geometrical  figure,  either  the  egg  shape,  ellipse, 
or  circle.  In  some. mines  the  masonry  is  built  exclusively  in  all 
the  openings,  dispensing  entirely  with  the  use  of  timber  In  others 
only  the  main  underground  arteries  are  walled.  Generally  the 
masonry  is  built  after  preliminary  framing  has  served  for  the 
exploration  work.  The  walls  may  be  continuous  along  the 
entire  length  of  the  gallery  or  may  be  in  sections  where  the  wall- 
lock  is  not  strong  enough  to  dispense  with  auxiliary  support. 
The  sides  of  air-crossings  require  walling,  as  also  the  spaces 
where  ventilating-doors  are  fixed  between  their  posts  and  the  sides 
of  the  roads.     Whatever  the  form  of  the  masonry  or  lining,  it  is 
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indispensable  that  the  spaces  back  of  them  shall  be  filled  with 
waste  rock  and  contain  no  decomposable  material. 

Where  the  roof  is  firm  and  the  sides  only  are  weak,  straight 
walls  are  built  of  sione  or  brick  irom  a  foundation  a  few  inches 


m^m^^^^^M 


Flo.  346. 


Fio.  247. 


t'iG.  248. 

Masonry  Arches  on  One  Soft  Wall. 

below  the  floor  line  to  the  roof  on  either  side  (Fig.  252).  If 
there  is  a  slight  pressure  from  the  sides  the  walls  may  be  inclined 
or  receive  a  batir  to  give  a  secure  base.  Upon  these  walls  timber 
caps  or  struts  covered  with  lagging  are  frequently  employed 
to  support  the  roof  instead  of  leaving  the  roof  undisturbed. 
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The  arcb  is  preferred  for  all  permanent  ways.  It  may  be 
segmental  or  semicircular  for  the  support  of  waste  in  slopes, 
according  to  the  weight  to  be  upheld.  They  are  seldom  more 
than  two  bricks  thick,  and  when  properly  laid  should  be  able  to 
withstand  all  the  pressure  which  emergencies  require. 

In  Figs.  346  to  248  are  illustrated  arches  when  the  vein-matter 
and  the  hanging-wall  are  too  weak  to  be  self-supportii^.    Firm 

1 
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Fig.  349. — Arch  Centre. 


FiCS.  250  and  351. — .\rch  Failures. 


:  built,  as  in 


seats  for  the  arch  must  be  provided  or  imposts  a 
Fig.  347. 

Arch  Centres — Whatever  the  procedure  arches  are  built  on 
centres  and  by  template  for  invert  and  walls.  The  centers 
should  be  made  of  light  small  easily  framed  sticks,  that  are 
not  so  dose  as  to  interfere  with  work   yet  strong  enough  to  sup- 


Fig.  is'-~"Walling  Gob-roads. 

port  the  thrust  that  may  fall  on  them  when  the  tunnel-timbering 
is  removed.  Its  shape  may  be  whatever  is  the  most  convenient 
for  the  traffic.  The  elliptical  linear  arch  is,  however,  the  form 
most  commonly  adopted,  the  side  and  roof  comprising  the  upfwr 
part  of  the  ellipse,  which  is  closed  below  by  a  segmental  invert 
arch,  with  the  springing  lines  on  horizontal  faces.  In  stratified 
rocks,  the  strongest  form  for  ihe  roof  is  that  of  a  pointed  arch. 
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Sometimes  in  solid  rock  the  horseshoe  form  is  used  for  the  top 
and  sides,  the  floor  being  level. 

The  two  accompanying   figures,    250  and  251,  way  be   in- 
teresting as  suggesting  the  places  of  weakness  with  the  given  con- 
ditions of  pressure.     If  the  excessive  pressure  is  from  the  top 
and  any  opportunity  for  bulging  is  given,  the  collapse  will  take 
place  as  shown  in  Fig.  251.    If  the  side  pressure  is  very  great 
and  the  roof  resistance  small,  the  break  occurs  at  the  keystone. 
Tubular  Walling  of  Galleries.  —  In  German  mines  will  be 
seen  examples  of  tubular  walling  of  the  elliptical  (Figs.  253  and 
254)  or  inverted  oval  form,  the  choice  between  them  for  greatest 
strength  being  still  an  unsettled  matter.    The  latter  gives  greater 
^^^--.        width  at  the  bottom  and  smaller  area  for  pres- 
fj^^^S\\   sure  at  the  top.    Masonry  cannot  be  built  unless 
(  f  '  I  the    ground    is    previously    timbered,    or    firm 

f- ;  ;  I   enough   to   stand   while    the   mortar   is   drying. 

\.s]^M^>r  /  In  soft  ground  the  level  is  driven  by  spillii^, 
^"^IjJ!^/  which  can  only  be  replaced  by  the  masonry 
Fig.  153.        retreating  toward  the  shaft.      When  the  tempo- 

Masonrj- Walling.  -,,-,,,  .■  .      1 

rary  service  of  the  timber  has  been  accomphshed, 

and  masonrj'  is  to  be  substituted,  the  uprights  arc  cut  at  the  foot, 
the  sills  and  spilling  laths  (Fig-  273)  removed,  the  bottom  arch 
is  made  first,  side  walls  next  replace  the  posts,  the  cap  being  tem- 
porarily supjKJrtcd  on  props,  the  centre  set  up,  and  the  top  laid. 
Figs.  255  and  256  represent  a  masonrj'  walling  employed  where 
the  floor  is  sound. 

Dams. — Dams  for  keeping  back  water  are  either  straight- 
backed  (Fig.  257)  or  arched. 

The  use  of  iron  is  a(lv()calc<l  and  receiving  ready  acceptance 
in  mining-  as  well  as  tunnd-work.  The  life  of  limber  is  short, 
its  resistance  low,  and  the  component  jiarls  of  the  frame  must 
be  rigidly  conncclfd.  The  ordinary  constructive  forms  of  iron 
are  applied  in  the  ordinarj'  way  for  columns,  caps,  or  arches. 

Timbering  Soft  Ground. — In  soft  frround,  which  is  liable  to 
run,  some  form  of  .stout  framing  is  indispensable.  Indeed,  ore- 
bodies  of  large,   irregular  dimensions  are  peculiarly  adapted  to 
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some  form  of  cribbing  or  square  sets.  The  latter  is  a  natural 
extension  of  the  system  of  running  contiguous  parallel  drifts 
in  the  ore  in  two  or  more  stories.  In  the  creviced  matter  of  the 
Comstock  mines,  in  the  very  poor  ground  of  the  Lake  Superior 
region,  in  iron-mines  where  pillars  cannot  be  trusted,  in  the 
l-u.    •-,4  Fio.  255.  Fir..  256. 


rotten  lead-ores  of  the  LeadviUe  beds,  anti  in   the  deposits  at  1 
Butte,  Montana,  an  extensive  system  of  framing  is  in  use  and  i 
has  found  ready  acceptance  in  various  sections  of  the  world.     As 
a  distinctive  method  of  mining,  it  was  referred  to  in  page    47, 
and  though  many  properties  are  substituting  a  filling  mclhod, 
it  still  retains  a  hold  on  the  mining  fraternity  that  qualifies  it 


i 


for  a  place  here.     Still,  several  causes  hasten  the  decline  of  its   ' 
popularity. 

The  plan  is  devised  for  soft  ground,  and  is  equally  well  a 
to  large  openings  in  rock  with  a  small  tendency  to  cave,  slide,  or 
swell.  The  system  is  a  simple  and  natural  extension  and  refine- 
ment of  the  practice  of  running  contiguous  parallel  drifts  in  the 
ore  and  in  two  or  more  stories  when  the  thickness  of  the  ore 
required  it. 
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The  Square  Set. — ^The  square  set  in  stoping  reqxiires  vast 
quantities  of  timber,  and  its  framing  is  also  expensive.  Never- 
theless, its  adaptability  to  all  forms  of  excavation  commends  it. 
The  timbering  of  shaft,  slope,  and  slopes  may  all  be  rigidly  con- 
nected in  one  system  with  facility.  Though  there  are  objections 
to  it,  nevertheless  it  frequently  proves  in  the  end  to.be  cheaper 
and  more  economical.  The  open  cells  of  timber  may  be  inserted 
in  the  event  of  an  unexpected  thrust. 

The  set  is  made  up  of  posts,  cap,  girt,  and  frequently  a  brace, 
which  may  be  the  middle  number  of  a  set  of  three  pieces  form- 
ing the  letter  N  inside  of  the  main  set.  The  cap  usually  is 
placed  across  the  deposit,  while  the  girt,  also  resting  on  the  post, 
extends  longitudinally  with  the  roof  of  the  ore-body.  They  are 
usually  framed  for  7  feet  of  clear  height  to  allow  of  reinforce- 
ment sets  being  placed  later,  and  still  to  leave  ample  passageway. 
The  posts  are  5  feet  apart  in  the  clear. 

The  usual  plan  consists  in  driving  the  heading  along  the 
level  and  near  the  centre  of  the  deposit,  from  which  is  extended 
the  timbering.  Two  sill-pieces  and  girts  are  placed,  then  the 
posts;  after  which  a  cap  across  the  drift  and  girts  connects  this 
set  with  the  one  last  placed  in  position.  The  frame  is  blocked, 
plumbed,  and  wedged  against  the  back  of  the  drift.  As  fast 
as  excavation  proceeds  on  either  side  of  the  heading,  one-post 
sills  arc  laid  on  the  floor  and  penned  to  the  two-post  sills,  a  stuU- 
girt,  then  a  post  fitted  on  that,  the  cap  and  girt  holding  its  top 
in  position.  As  soon  as  wedged  against  the  top  and  the  side,  two- 
inch  plank  roofing  is  laid  from  cap  to  cap  on  top  as  a  floor  for 
the  upper  set. 

This  continues  to  the  foot-wall,  along  which  the  sets  are  car- 
ried by  means  of  a  cap-sill,  which  combines  the  functions  of  the 
two  pieces  as  shown  in  the  illustration.  From  this  a  new  line  of 
sets  is  carried  up  indefinitely. 

Thus  each  one  of  the  full  square  sets  encloses  a  rectangular 
volume  or  cell.  Each  post  supports  two  cross-sills  and  two  caps 
and  rests  upon  four  sills  (Fig.  258).  Note  also  in  Chapter  III, 
Part  I,  the  method  of  square-set  timbering. 
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The  frames  are  built  up  as  fast  as  the  work  is  opened,  unless 
it  happcQ  that  the  ground  will  stand  a  while,  until  the  timbermen 
can  attend  to  the  chamber.  In  ore  thai  will  not  remain  in  place 
long  enough  to  advance  a  set,  an  intermediate  false  set  of  cap 
and  uprights  supports  lagging  overhead  until  the  men  reach  the 
full  length  of  a  cul.  If  the  ground  will  not  allow  of  this  advance, 
it  runs,  and  only  aixinj;  ur  nliing  is  admissible- 


^V  The  method  of  procedure  varies  in  different  regions,  or  pa> 

^P  haps  with  the  nature  of  the  ore.     The  lower  floor  is  worked  out 

first,  the  bents  being  added  on  at  the  right,  left,  and  ahead; 
after  which  the  next  tier  is  set  in  the  same  manner  directly  over 
the  first.  A  species  of  overhand  sloping  is  sometimes  employed 
whereby  the  floor  tier  is  progressed  only  a  set  or  two  before  the 
next  upper  is  advanced,  to  be  followed  later  by  another  set  above, 
and  so  on  up.    The  order  is  a  matter  of  indifference  provided  a 
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perfect  alignment  is  secured.  Where  this  method  is  used  in 
steep  veins,  very  careful  surveying  is  necessary  to  carry  up  the 
tiers  of  the  lower  level  to  a  line  with  those  in  the  upper  stope. 

When  a  sill-floor  is  to  be  laid  upon  a  large  body  of  ore  to  be 
mined  from  the  next  lower  level,  the  sills  should  cover  several 
sets  to  render  less  dangerous  the  work  of  connecting  the  lower  nest 
of  timber  with  the  upper.  The  plates  against  the  walls  should 
also  cover  several  sets,  if  the  walls  are  bad  or  crumbly. 

Sticks  lo  inches  in  diameter  or  square  are  used  for  7-foot 
sets,  and  some  as  large  as  14  inches  are  not  uncommon  with 
9-foot  posts.  They  are  dressed  to  a  faultless  fit,  being  cut  to 
template  by  some  saw  like  the  Hendey  (Fig.  260). 

When  the  permanent  roof  is  reached,  lagging  is  laid,  wedged^ 
and  packed. 

Reinforcing  Square  Sets. — Where  the  posts  cannot  be  placed 
in  the  direction  of  the  greatest  pressure,  reinforcing  sets  are  used 
in  heavy  ground,  with  the  planes  of  the  inclined  piece  in  the 
direction  of  the  greatest  pressure.  The  sets  then  assume  the  form 
of  X  or  N. 

Objections  to  the  System. — ^AU  the  sets  are  dependent  upon 
one  another,  and  therefore  an  absolutely  perfect  fit  is  essential 
to  transmit  the  pressures  equally  and  to  maintain  the  framing 
intact.  If  the  joints  are  not  true,  each  one  will  have  a  slight 
play  and  an  opportunity  for  movement  will  be  afforded.  The 
caps  may  slip  off  the  posts.  The  sets  should  be  "plumbed" 
occasionally  to  watch  for  incipient  displacement.  Sometimes,  to 
prevent  this  form  of  failure,  solid  cribs  of  timber,  two  sets  widc> 
are  built  across  the  orc-bodv  from  one  wall  to  the  other. 

The  sets  may  crush  when  the  safety-valves  of  lagging  have 
been  omitted.  These  consist  of  frames  or  lagging,  slightly 
weaker  than  the  timberinii;,  arranged  to  be  easily  replaced.  Fel- 
site  or  trachyte  tends  to  swell  and  crush  timbers,  and  in  such 
ground  should  be  closely  watched.  At  the  first  sign  of  fracture 
of  anv  member  of  the  svstem  it  is  advisable  to  at  once  withdraw 
the  men  from  that  locality;  for  ruin  spreads  ver\'  rapidly  after 
the  destruction  of  a  single  member  of  a  framing  so  loosely  con- 
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Lb  the  square  set.  A  chamber  90  feet  high,  with  13 
jeni,  was  in  complete  ruin  within  thirty  minutes  after 
J  of  break  of  a  sill. 
Cribt. — Rooms  and  abandoned  large  slopes  are  supported 
by  ma.'iftivo  columns  of  heavy  timbers  carried  to  the  roof  and 
filled  with  waste.  These  "cribs"  arc  also  built  as  an  abut- 
ment in  a  chamlwr  having  the  wall  as  a  back.  A  good  founda- 
tion i»  prepared,  of  the  proper  size  and  shape;  two  logs  are 
laid  jiarallel,  and  U{x>n  them,  in  the  notches  at  the  ends  and  at 


Fig.  160.— a  Crib. 

the  middle,  three  cross-sills  are  laid;  upon  thera  again  rest  i 
pair  of  sills  slightly  inside  and  above  the  others;  upon  these, 
in  turn,  another  layer,  etc.  (Fig.  260).  Inside  of  this  space,  as 
fust  as  enclosed,  waste  is  piled.  The  logs  are  10  feet  an<l  14  feet 
long,  and  12  inches  to  20  inches  in  diameter  at  the  butt.  Crib- 
bing may  also  be  buiU  with  ihe  removal  of  Ihe  ore  in  overhand 
stoping,  the  waste  tjeing  utilized  to  fill  the  crib.    As  the  height  of 
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these  cribs  increases,  the  area  of  their  base  is  proportionately 
increased. 

These  pens,  or  cribs,  are  also  used  for  construction  of  dams  or 
abutments  at  mine-dumps,  the  front  face  consisting  of  long 
face-sills  parallel  with  face  of  the  hill,  with  cross-sills  projecting 
from  the  hillside  and  resting  on  the  face-sills.  They  may,  or, 
may  not,  be  notched.  The  structure  continues  as  high  as  desired 
the  framing  being  carried  up  as  fast  as  the  waste  rock  accumu- 
lates upon  those  already  laid  in  position. 

Mill-holes  are  built  of  cribs  30  inches  square  in  one  or  two 
compartments. 

It  is  questionable  if  there  is  any  choice  between  the  square 
set  and  cribbing  in  large  rooms.  The  former  is  well  suited  to 
turning  off  into  small  cells  at  the  ends  of  the  room,  but  it  is  danger- 
ous if  side  pressure  exists.  Cribbing  will  never  do  in  very  soft 
ore  under  brittle  roof.  This  arrangement  constitutes  a  very 
strong  "made"  dump,  where  the  rock  is  not  permitted  to  roll 
away  freely,  as,  for  instance,  on  account  of  contiguous  buildings 
down  the  hill. 

Protecting  Underground  Chambers. — Underground  chambers 
intended  for  steam-pumps,  bolsters,  stable,  etc.,  are  built  in  any 
suitable  shape  that  provides  sufficient  room,  and,  being  large, 
require  great  skill  to  utilize  framing  or  walling  materials  to  the 
best  advantage.  Undoubtedly  an  arched  roof  will  give  the 
greatest  resistance  and  strength,  and  masonry  is  therefore  sug- 
gested. Besides,  the  hot,  damp  atmosphere  of  steam  would 
rapidly  destroy  timber.  Still,  the  latter  is  more  convenient  than 
masonry,  in  heavy  sets  of  three-piece  or  five-piece  arches,  and 
spliced.  They  are  laid  close  together,  lagged  over,  and  packed 
to  prevent  wedging  apart.  The  ventilation  of  these  rooms 
should  receive  special  attention.  For  air-compressors,  engines, 
and  coal-cutters  an  enlarged  level  will  do,  with  some  stouter  caps, 
railroad  rails,  and  I  beams  on  the  wall-posts. 

Timbering  Landings. — The  timbering  plats  and  landings 
must  vary  with  the  character  of  the  intersections.  The  frames 
must  support  one  another  as  well  as  the  country  rock,  and  should 
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afford  firm  fastenings  for  the  plats  and  doors  used  for  the  landing 
of  the  cars  and  buckets.  The  level  or  gallery  should  be  widened 
near  the  shaft,  to  give  room  for  sidings,  storage  closet  for  powder 
and  steel. 

The  masonry  lining  of  the  shaft  is  supported  by  an  arch  to, 
or  by  lintel  on,  two  posts  or  walls  at  the  sides  of  the  gallery  land- 
ing.   The  former  gives  a  high  opening  for  landing  the  buckets. 

Mill-holes  carried  up  with  the  waste  are  solid  cribs  of  30  inches 
square  for  a  manhole,  and  may  also  have  a  compartment  for 
sliding  ore  (Fig.  87).  Either  cordwood  or  sawed  blocks  are 
used  for  the  lining.  The  latter  plan  gives  them  greater  dura- 
bility, for  the  abrasion  is  along  their  cut  faces. 

The  timbering  of  slopes  is  similar  to  that  of  galleries,  except 
that  greater  care  is  taken  in  cutting. 

Timber-cutting  Tools. — ^The  timberman's  tools  are  few.  They 
need  be  only  hatchet,  hammer,  and  wedge,  with  a  bar  and  chain 
for  casual  work.  The  timber  should  be  delivered  below  ready 
for  insertion.  A  sawmill  at  the  surface  is  now  as  much  a  com- 
ponent of  the  surface  improvements  as  is  the  boiler. 

Mine-timb3r  Framing-machine. — In  Fig.  29  is  illustrated  a 
machine  which  is  designed  to  saw  tenons  upon  timbers  of  stand- 
ard size.  It  consists  of  a  number  of  adjustable  saws  which 
may  be  arranged  at  any  distance  apart  to  produce  the  desired 
dimensions  of  the  head  on  the  timbers.  By  a  machine  set  to  a 
given  pattern,  all  timbers  arc  finished  to  an  exact  shape,  which 
when  placed  in  position  ensures  an  alignment  of  the  framing, 
the  joints  l)eing  accurate  and  the  contact  perfect.  Security  is 
thus  attained  and  the  life  of  the  frame  is  prolonged. 

Thou^li  the  work  of  timbermen  cannot  accurately  be  stated^ 
the  following  is  given  as  the  experience  of  an  "old  miner"  for 
one  dav's  labor: 

Making  about  100  feet  of  wooden  ladders; 
Placing  65  sq.  ft.  of  close  shaft-lining  down  to  a  depth  of  70  ft.; 

Cutting  and  dressing  mine  frames,  50  running  feet; 
Framing  mine-sets,  40       ^'  ** 
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.Dressing  sills,  30  running  feet; 
Making  60  poling  planks; 
**    100      **      wedges; 
-Setting  up  20  pairs  of  props  and  head-blocks. 
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CHAPTER  IV. 

DRIVING  DRIFTS,  TUNISTELS,  AND  GANGWAYS. 

Levels. — ^These  horizontal  openings  in  metal-mines  receive 
an  amount  of  care  conmiensurate  with  their  importance  and 
service.  Like  the  levels,  which  also  are  driven  through  hard 
rock,  they  are  classed  as  "dead  work."  The  difficidties  of  driving 
are  not  so  great  as  for  shafts,  as  their  area  is  smaller  and  seepage 
water  gives  less  annoyance.  Their  location  is  fixed  by  condi- 
tions discussed  in  Chapter  I.  The  drifts  and  cross-cuts  of  a 
given  mine  are  of  the  same  dimensions.  They  serve  for  one  track, 
and  only  at  the  landings  are  wider  to  accommodate  a  second 
track.  They  are  rarely  timbered,  for  the  country  rock  will  stand 
without  support  for  the  entire  period  of  their  utility.  If  they 
require  protection  at  all,  a  masonry  or  iron  lining  is  used. 

Adits  and  Levels  in  the  lode  are  secured  as  shown  in  the 
previous  chapter.  Usually  the  stidl  and  lagging  suffice  for  the 
average  length  of  time  the  drift  is  kept  open.  Gangways  and 
galleries  in  coal-mines  have  a  larger  area  than  levels,  and  being 
exposed  to  more  treacherous  conditions,  possess  better  examples 
of  the  timberman's  art.  Tunnels  for  railway  or  drainage  pur- 
poses must  be  walled. 

Before  locating  a  tunnel  of  any  importance  a  careful  study 
of  the  ground  is  requisite.  All  the  data  obtainable  from  geolog- 
ical reports,  borings,  etc.,  should  be  availed  of.  The  character 
of  the  strata,  their  pitch,  and  the  direction  of  the  subterranean 
drainage  should  be  known  before  the  character  of  timbering  and 
the  dimensions  and  amount  of  timber  required  can  be  determined. 
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In  Drinker's  '^Tunnelling"  will  be  found  a  dwnwrinn  of  die 
geological  conditions  a£fecting  tunnel  locations. 

The  Alignment  of  a  TunneL — ^Tbe  axis  of  a  tmmd  is  kept  in 
a  vertical  plane  by  the  use  of  three  plumb-bobs  (Fig.  261),  and 
its  horiz^^ntality  is  tested  by  a  long  spirit-le\'eL  A  grade  of  two 
feet  in  a  hundred  is  given  to  the  floor  for  purposes  of  drainage.  In 
coUieries  the  grade  is  involved  with  the  proposed  system  of  mining. 

The  alignment  of  a  gentle  incline  is  similarly  conducted, 
though  four  adjustments  are  necessar}-.  A  saw-cut  is  made 
across  each  sill  and  8  inches  from  the  end.  Two  hubs  are  set 
in  the  sills  on  this  line  by  transit  within  30  feet  of  the  face  of  the 
drift  or  incline.  They  are  lined  by  a  string  which  must  pass 
through  the  saw-cut  notches.  The  grade  stick  is  now  {daced  in 
position  to  depress  or  raise  the  sills  to  the  required  inclinati(Hiy 
after  which  they  must  be  laid  level  and  across  the  drift  at  ri^t 
angles  with  the  line. 


Fio.  26T. — Aligning  a  Tunnel  Drift. 

Rock  Characteristics. — Hard  rock  presents  no  serious  dif- 
ficulties to  the  miner  beyond  the  time  and  cost  of  drilling,  for 
it  usually  alTords  a  good  roof  and  if  uncreviced  is  dry.  Granite 
dolomile  and  f^neiss  are  of  this  character.  Slates  and  shales 
are  bad  and  recjuire  arching  or  block  timbering.  Porphyry  is 
treadierous,  because,  though  hard  when  first  opened  into,  it 
soon  decrepitates  on  exposure.  Some  of  the  limestones  and 
sandstones  are  porous  and  wet.  Clay  seams  are  bad  primarily, 
be.sides  being  watercourses  for  the  upper  })or()US  strata. 

Driving  in  Creviced  Rock.— In  uncreviced  rock  the  order 
of  the  breaking  is  immaterial,  so  long  as  a  good  bench  is  had 
to  shoot  from  and  a  favorable  working-face  is  obtained  for  the 
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next  shot.  The  crevices  and  planes!  n  stratified  ground  materi- 
ally assist  the  shooting.  If  the  scams  pitch  toward  the  face 
(Fig.  262),  the  upper  holes  are  fired  first,  or  in  high  galleries 
the  central  holes  will  make  a  good  bench  to  shoot  to  from  top 
to  bottom.  If  the  cleavage  is  not  marked,  or  away  from  the 
face  (Fig.  263),  the  bottom  holes  are  fired  before  the  upper  ones. 
If  electric  firing  is  adopted,  the  sequence  of  shots  is  of  little  im- 
portance. Three  men  form  a  gang  in  driving,  and  can  manage 
the  ordinary-sized  drift.  In  the  gangway  of  7X7  two  machines 
or- two  pairs  of  cutters  have  ample  room.    Their  progress  cannot 
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generally  be  stated.  In  hard  rock  a  foot  a  shift  is  fair,  while 
soft  rock  can  be  penetrated  at  the  rate  of  three  feet  a  day.  In 
shaly  ground  greater  progress  might  be  made  did  it  not  require 
good  timbering.  In  soft  ground  the  advance  depends  upon 
the  skill  of  the  limberman. 

Driving  by  Air-drills. — It  is  a  matter  of  indifference  where  the 
holes  are  placed  for  explosives  if  machine -drills  and  simultane- 
eous  firing  are  employed.  .\  drift  of  ordinal}'  size  will  easily 
accommodate  one  drill,  while  two  can  advantageously  work  in 
a  heading  10  feet  wide,  obtain  more  angling  holes,  and  advance 
more  rapidly.  In  railroad  tunnels  four  are  simultaneously  drilling. 
Hand-work  is  much  more  depended  upon  for  the  driving  of 
gangways,  but  machine-drills  are  becoming  jmpular  for  tunnels. 
Undoubtedly  the  progress  by  machine  is  greater  than  by  hand, 
while  the  cost  is  nearly  the  same  per  lineal  foot.  Where  the  drills 
and  air-compressors  can  be  put  to  use  after  the  mine  is  opened, 
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it  certainly  would  be  advantageous  to  employ  them  in  the  pre- 
liminary and  development  work. 

The  consumption  of  steel  in  medium  ground  is  about  25 
cents  per  cubic  yard  removed,  though  pink  quartz  will  dull  150 
bits  to  the  hole,  and  the  blacksmith  will  consume  more  steel 
than  the  rock.  The  consumption  of  powder  is  about  Si  per 
cubic  yard  of  medium-tough  rock  removed.  This  amount  will 
ry  with  the  area  of  the  face  and  whether  the  breaking  is  done 

simultaneous  or  single  shots. 

Driving  Slopes. — The  operations  of  sinking  and  the  timbering 
of  a  slope  are  similar  to  those  of  level  driving,  except  that  the 
sill  is  indispensable  to  the  set.  It  must  be  well  bedded  and 
let  into  the  rocks  on  each  side  to  prevent  the  roadway  from  slip- 
ping down  hill.  Ofttimes  it  is  stayed  by  plugs  driven  into  the 
floor.  The  sets  are  also  braced  against  one  another  by  longitu- 
dinal studs  between  the  posts  at  their  head. 

Driving  Tunnels. — ^Levels  and  drifts  are  worked  over  their 
entire  face.  But  when  tunnels  are  to  be  driven  of  a  height  greater 
than  8  feet,  they  must  be  broken  in  benches.  Railroad  tunnels  are 
of  this  description,  and  in  hard  rock  may  be  driven  without  any 
temporary  timbering,  the  benches  being  attacked  like  stopes 
(Fig.  27),  where  the  numbers  express  the  sequence  of  openings. 
Frequently,  in  driving  long  tunnels,  the  drift  No.  i  is  pushed  as 
fast  as  possible  in  order  to  make  connection  with  a  shaft  or  a 
similar  drift  approaching  from  the  opposite  direction.  This  com- 
munication is  for  ventilation  and  haulage  purposes. 

Numerous  tunnels  have  been  (^ri^•en  more  than  five  miles 
for  mining  purposes.  The  Freiberg  is  24  miles  long;  at  Claus- 
thal  is  one  nearly  11;  the  Joseph  II.  is  ql;  the  Ernest  August, 
6i  miles;  and  the  Sutro,  5.  These  have,  moreover,  lateral 
branches  that  enable  them  to  subserve  a  great  territory.  The 
Gwennap  adit,  in  Cornwall,  is  said,  with  its  branches,  to  attain 
a  length  of  30  miles.  The  greatest  depth  below  the  surface  is 
not  over  900  feet  for  any  one  of  these. 

The  Use  of  Supplementary  Shafts. — Auxiliar}^  shafts  are  sunk 
at  convenient  points  along  the  Une  of  a  long  tunnel  to  its  level; 
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and  from  them  the  excavations  are  begun  contemporaneously 
with  those  at  the  mouths  of  the  tunnel.  Sometimes  the  shafts 
are  to  one  side  of  the  tunnel  line,  to  keep  them  free  and  clear 
of  the  timnel-work.  The  amount  of  time  allowed  for  the  com- 
pletion of  the  tunnel  determines  the  number  of  points  of  attack 
and  the  number  of  shafts  to  be  sunk.  The  latter  is  also  depend- 
ent upon  the  cost  of  sinking  and  the  hoisting  through  them  rela- 
tive to  that  of  the  long  haul  in  the  tunnel.  These  relations  can 
be  mathematically  expressed  when  the  several  aspects  of  the  case 
are  given.  From  Foster's  Gallon's  "Lectures  on  Mining"  the 
following  formula  is  taken: 

Q=xq+iPS+FS')y; 

wherein  9= the  total  known  cost  of.  shaft,  re = number  of  shafts 
to  be  opened  over  a  length  /,  5= the  area  excavated,  5'  — the 
section  of  the  Hning,  £>  =  the  distance  between  the  two  adjoining 
shafts,  P  and  P'  =  the  cost  of  haulage  per  lineal  yard  for  each 
cubic  yard  of  rubbish  and  of  walling  material. 

D\PS+FS')^Aq' 

The  St.  Gothard  Timnel,  48,840  feet  long,  was  run  from  the 
two  ends  only;  so  the  Mont  Genis  Tunnel,  39,840;  the  Hoosac 
and  the  Sutro  tunnels  with  the  assistance  of  two  shafts.  The 
Washington  Tunnel,  20,715  feet,  had  four  working  shafts.  The 
Rothschenbcrger  mining  adit  had  18  points  of  attack  along  its 
24  miles  of  length.  Rziha  estimates  that  the  "additional  cost 
of  running  headings  from  a  shaft  is  from  5  to  10  per  cent  higher 
than  running  from  portals."  He  also  gives  a  unique  table  to 
show  that  the  rate  of  progress  per  month  is  apt  to  be  greater  in 
long  than  in  short  tunnels.  Of  those  less  than  100  m.  long, 
29  feet  advance  was  the  average  of  3;  13  between  400  and  600  m. 
showed  average  of  57;  8,  up  to  1000  m.,  114  feet,  while  6  between 
3000  and  4000  m.  had  an  average  of  219  feet,  and  4  over  4000  m. 
progressed  259  feet  per  month. 
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Provision  for  traffic  is  not  a  simple  matter  when  it  is  recalled 
that,  besides  the  actual  mining  of  an  area  (say,  for  example, 
that  of  the  St.  Gothard  Tunnel),  26X20,  at  a  rate  of  18  feet  pet 
day,  and  the  placing  of  1000  cu.  ft.  of  timber  and  300  tons  of 
masonry  per  day,  750  tons  of  broken  rock,  15  tons  of  lumber, 
and  300  tons  of  masonry  must  be  handled,  loaded,  transported, 
and  unloaded  at  the  same  time. 

As  the  hoisting  through  shafts  is  about  half  as  fast  as  haul- 
age through  a  heading,  the  use  of  auxiliary  shafts  is  not  so  eco- 
nomical as  it  was  before  the  present  development  of  machine- 
drilling  and  blasting  methods. 

Driving  a  Tunnel. — There  are  several  methods  of  opening 
a  tunnel,  one  of  which  is  depicted  in  Fig.  264.    The  two  side 


drifts  at  the  bottom  may  precede  the  main  excavation;  in  these 
arc  built  the  walls  for  the  roof  arch  which  ultimately  lines  the 
tunnel.  \\Tiilc  the  small  drift,  i,  is  being  driven  to  the  connec- 
tion, the  sides  2,  2  are  following,  and  in  firm  ground  they  may 
precede  5.  5  at  the  bottom  by  150  foot.  At  this  point  the  tunnel 
is  being  lined  with  timber  or  niasonr>-,  while  gangs  are  also  break- 
ing ground  on  benches  3  and  4. 

If  the  roof  needs  support,  the  plan  of  work  contemplates 
one  similar  to  that  of  Fig.  265,  with  the  exception  that  the  central 
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core  3,  4  remains  as  a  support  to  the  timbers  arranged  as  showo 
below  Inside  of  this  frame  the  masoniy  may  be  completed, 
after  which  the  mverted  arch   if  required 

In  soft  ground  and  especially  m  mchned  strata  the  order 
of  dn\ing  the  benches  and  the  amount  and  character  of  tim- 
bering \anes  according  to  the  dip  Circumstances  and  diffi- 
culties are  so  diversified  that  no  uniform  infallible  rule  has  been 
established  for  the  guidance  of  the  engmeer — ^probably  because 
no  system  has  a  supenonty  over  all  others  for  any  and  all  con- 
ditions Safety  is  an  element  as  important  as  time  and  money, 
and  often  is  a  determinant 


Fia  a6s 

Tunnelling  Sjrstems. — A  brief  review  of  the  English,  Belgian, 
German,  and  Austrian  is  taken  from  Drinker's  "Tunnelling," 

The  English  system  is  developed  from  the  experiences  in 
the  Thames  River  tunnel  and  consists  in  taking  out  the  full  area 
at  once,  after  the  preliminary  top-heading  has  been  made,  and 
in  supporting  the  roof  by  longitudinal  top  bars  while  removing 
the  lower  section.  This  gives  a  full  clear  area  for  putting  in 
the  masonry,  after  which,  in  material  having  any  tendency  to 
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swell,  the  space  behind  the  side  walls  is  securely  grouted.  Though 
built  quicker  and  applicable  in  90  per  cent  of  cases,  it  is  unsatis- 
factory in  very  bad  ground;  in  heavy  ground  it  requires  more 
timber  than  does  the  Austrian,  its  strongest  competitor. 

The  Belgian  method,  introduced  after  the  iron  shield  had 
been  tried  ineffectually  in  quicksand,  builds  the  tunnel  as  an 
open  cut  dowTi  to  the  springing-line .  of  the  arch.  The  arch  is 
then  laid,  recovered,  and  underpinned,  the  bottom  removed  in 
benches,  w-orking  downwards,  and  the  abutments  built.  Some- 
times the  centre-core  is  left,  though  that  is  only  done  in  the 
French  and  German  modifications.  The  entire  area  is  not 
attacked  at  once,  but  divided  into  several  benches,  each  being 
worked  separately.  The  underpinning  of  the  arch  may  be  safe 
enough  in  hard  ground,  but  it  certainly  affords  a  doubtful  security 
in  loose  material. 

The  German  system  gave  rise  to  what  may  be  called  the 
centre-core  system.  The  work  of  excavation  begins  at  the  foot 
of  each  abutment  of  the  arch,  where  a  small  heading  (Fig.  265) 
with  timber  sets  is  first  driven.  In  this  the  foundation  is  laid; 
above  it  a  second  heading,  large  enough  to  build  another  height 
of  wall;  above  this  another,  in  which  the  masonr}^  is  carried 
up.  The  top  is  then  excavated  across,  and  a  connection  effected 
between  the  two  sides.  In  this  the  arch  is  completed  without  the 
use  of  centres,  while  the  roof  is  being  supported  by  stulls  or  props. 
The  core  is  then  removed. 

In  hard  ground  it  gives  cheap  working,  from  the  fact  that 
the  core  lias  several  faces  of  attack.  In  soft  ground  it  is  safer, 
because  of  the  small  exposure  of  roof  and  face;  and  the  centre- 
core  saves  timber.  Its  ventilation  is  bad,  and  the  cost  of  lay- 
ing masonr}^  is  larger  than  where  the  masons  have  elbow-room; 
it  is  hard  to  securely  timber,  and  several  prominent  engineers 
have  decided  against  it.  Certainly,  in  soft,  treacherous  ground, 
like  shales  and  clays,  its  defects  disqualify  it. 

The  Austrian  system  admits  of  mining  the  whole  area  in  small 
sections.  First  a  bottom  heading  is  driven  and  afterwards  con- 
nected to  a  top  heading,  which  is  finally  widened  to  full  width 
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for  a  bar-timbering  which  is  carried  down  to  the  springing- line. 
Sides  are  excavated  for  the  walls,  after  which  foundations  are 
prepared  and  the  side  walls  built;  finally,  the  invert  arch.  The 
cross-rafter  timbering  (Figs.  267  and  296)  used  for  supjwrt  ad- 
mits of  the  transfer  of  pressure,  and  there  is  no  such  undue  con- 
centration as  in  Fig.  2&5,     This  disposition  of  the  timber  afford 


a  greater  strength,  and  is  the  leading  feature.  Additional  braces 
arc  sometimes  added  and  the  sets  connected  ever}'  which  way; 
but  the  design  is  to  arrange  the  timber  of  each  section  in  such 
manner  as  to  form  an  integral  part  of  the  completed  system. 
After  the  roof-timbers  are  in  place,  plenty  of  space  is  left  below 
for  masons,  and  good  ventilation  is  had. 
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Comparison  of  the  Four  Systems. — Each  system  has  dis- 
tinctive features  commending  it  to  favor  under  given  conditions, 
and  a  brief  comparison  may  be  given. 

The  centre-core  system  is  emphatically  inapph'cable  for 
loose  rock  where  other  methods  are  better.  It  is  quite  expen- 
sive in  all  of  its  operations,  and  is  not  safe. 

The  English  system  is  safe  enough  for  most  tunnels  that 
are  Ukely  to  be  driven,  and  offers  ample  space  for  the  miners 
and  masons  to  work,  but  it  is  not  adapted  to  very  bad  ground 
or  where  heavy  pressure  is  encountered. 

The  Belgian  system  seems  to  be  preferred  for  moderately 
firm  ground,  in  which  it  is  quicker  than  either  of  the  two  £^bove 
mentioned;  but  it  is  hardly  suited  to  running  ground,  because 
of  the  great  care  which  must  be  taken  with  the  underpinning. 
The  cost  of  transportation  while  building  is  higher  than  in  the 
others  because  of  the  frequent  interruptions  caused  by  the  trans- 
portation scaffolding.  In  very  loose  ground  it  is  positively 
dangerous. 

The  Austrian  system  has  more  to  commend  it  and  less  to 
condemn  it  than  the  others.  All  the  driving  operations  are 
cheaply  and  easily  conducted.  The  driving  is  least  interrupted, 
and  safety  is  assured  if  the  middle  timbering  and  the  longitu- 
dinal bracing  be  well  apportioned.  The  forepoling,  if  em- 
ployed, would  be  in  the  direction  of  the  tunnel  axis,  and  the 
masonry  arching  is  not  delayed. 

Block  Timbering. — In  Figs.  266  and  268  are  illustrated  the 
timbering  permanently  placed  in  the  tunnel.  Each  of  the  nine 
blocks  is  io"Xio",  the  legs  being  12  inches  square.  From  the 
three-rafter  system  of  roofing  the  tunnel  American  engineers 
developed  the  block-timber  arching  for  the  support  of  the  roof 
rock  which  is  vcr\'  loose  and  requires  close  bracing.  The  wooden 
voussoirs  were  first  used  for  temix)rar)-  support  only,  until  they 
were  rc])laced  by  brick  or  stone  arching,  but  latterly  they  have 
ser\'cd  as  a  permanent  arching  lined  with  a  fire-proof  sheeting 
for  railroad  use. 

We  cannot  claim  any  system  of  tunnelling  as  our  own,  for 
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neither  the  number  of  tunnels  nor  the  difficulties  encountered 
are  as  great  as  in  the  Old  World.  The  Austrian  method  is  the 
nearest  approach  to  ours,  or,  rather,  is  the  one  which  our  en- 
gineers have  adopted  with  a  modified  framing.  The  mode  of 
driving  and  timbering  is  illustrated  in  Fig.  264.  The  upper 
heading,  i,  with  its  enlargement,  2,  2,  precedes  the  work  upon 
the  "bench."  With  a  tunnel  area  of  2i"X2f'  the  heading  is 
about  8  feet  high,  and  the  bench,  the  remainder,  attacked  in 
one  section.  The  upper  heading  is  timbered,  rafter  style,  three 
or  nine  voussoir  bents  forming  a  block-arch  on  heavy  perma- 
nent pole  standards,  or  on  the  side  rock  if  sufficiently  sound.  In 
loose  rock  the  number  of  bents  increase  and  the  timbering  is 
heavier.  Inside  of  this  frame  arch  the  masonrv  is  built.  A 
segmental  arch  21  feet  high  by  18  wide  in  the  clear  had  nine 
voussoir-blocks  25  inches  long  and  io"Xio"  section;  two 
wall-plates,  6  feet  4  inches  long,  12  inches  square;  two  posts, 
14'  i"Xio"Xi2";  and  45  lagging,  6'  6"X6". 

Fig.  268  illustrates  the  style  of  bar- timbering,  which,  how- 
ever, will  not  permanently  withstand  much  lateral  pressure. 


Figs.  267  and  268  — ^The  Block  Arching  of  Tunnels. 

Tunnelling  Soft  Ground. — ^In  running  ground  the  area  at- 
tacked is  limited  by  the  rapidity  with  which  permanent  support 
can  follow  the  excavation,  during  which  provision  must  also  be 
made  against  the  pressure  coming  from  all  sides.  In  no  region, 
not  even  in  the  Rocky  Mountains,  is  the  engineer  free  from  the 
liability  of  striking  ground  that  may  overwhelm  the  miner  before 
timbers  can  be  inserted;  so  that  the  ground  has  to  be  restrained 
up  to  the  face  as  well  as  behind  the  frames,  with  which  close 
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;  may  suffice  to  prevent  movement.  If  it  is  not  in  new 
ground,  the  consistency  of  which  will  determine  the  details  of 
its  penetration,  it  may  be  where  timbers  have  rotted  or  givcD 
way  that  a  cave  or  a  run  may  occur. 

In  alluvial  or  sand  the  method  of  spilling  or  a  pneumatic 
system  is  indispensable.  These  have  been  employed  under  the 
waters  of  the  Thames,  the  Severn,  and  the  Mersey  Rivers  in 
Great  Britain  and  are  universally  employed  for  driving  through 
similar  ground  in  America. 

Spilling  by  laths  is  a  method  equally  applicable  to  drifts  as 
to  shafts.  In  front  of  one  stick  of  a  set,  and  behind  its  mate  in  the 
next  advancing  set,  pointed  heavy  plaDks 
are  driven,  one  set  in  advance  of  the 
face,  close  together  on  one  or  all  of  the 
sides  from  which  the  pressure  is  exerted. 
The  fore  end  of  the  plank  is  forced 
down  upon  its  set,  while  the  rear  end 
is  held  against  the  lower  side  of  its  cap, 
being  protected  from  pressure  by  the 
previously  driven  upper  lath.  This  is  the 
method  of  fore]x)iing  illustrated  in  Fig.  269 
The  progress  in  soft,  heavy  timbered  rock 
is  three  limes  as  fast  as  in  very  solid  rock. 
The  "f^pilling"  protects  the  fore- 
breast  by  horizontal  laths,  as  long  as  the 
breast  is  wide,  held  against  it  and  braced 
to  the  nearest  set.  Each  lath,  a  (Fig. 
270),  is  removed  in  descending  order  to 
jx'rmit  some  ground  lo  run  otT;  it  is 
advanced  a  short  distance  and  braced  again,  h.  The  progress 
depends  upon  tlic  speed  with  which  the  sjiaces  may  be  oix?ned 
and  closed;  as  these  are  small,  the  movement  is  controllable, 
and  there  need  be  no  fear  of  sudden  shock  to  the  timbers.  The 
method  is  simple,  and  has  been  eminenlly  sucessful  imder  many 
circumstances;  once,  with  masonry  lining  following  the  fore- 
pole,  a  tunnel  was  executed  wi'diin  iS  feet  of  a  river-bed. 
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Fig.  26g,— Forfimling. 
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An  entirely  different  principle  is  that  employed  by  Durieux 
and  others  in  Westphalia  whereby  the  ground  was  forced  ahead 
of  the  work  and  was  not  reino\ed  at  all  (Fig.  271).    The  w^jj 


Fto   »7i  — A  Picketing  Method  for  Saitdy  Ground. 

and  roof  were  forepoled,  but  the  breast  and  floor  were  checkered 
by  pyramidil  picket*;  completeh  co\'erii^  the  exposure.  Those 
on  the  fice  were  squire  faced  and  Iar)!;er  than  the  floor- wedges, 
which  were  12  inches  long  and  4  inches  diameter,  driven  by 
mallets.  The  floor-pickets  remain  in  permanently,  while  those 
at  the  face  force  the  soft  material  ahead  and  advance  in  this 
manner.  The  battering  they  receive  renders  ihem  useless  in  a 
ver>'  short  while,  when  they  are  replaced.  There  is  no  material 
to  be  hauled  except  that  used  in  (he  construction,  and  rather 
bad  ground  has  been  thus  traversed.  On  occasion  a  short 
lateral  drift  is  similarly  pushed  to  rclic\'e  the  main  work.  Four 
men  in  a  drift  5'X6'  in  morainal  matter  will  advance  4  feet  a 
shift. 

The  finest  piece  of  tunnelling  is  the  construction  of  the  new 
Croton  Aqueduct,  where  water,  mud,  quicksand,  and  all  varie- 
ties of  loose  soil  were  penetrated  in  an  area  of  676  sq.  ft.  Fore- 
poling  for  the  roof  and  sides,  picket-spilling  for  the  f^oor,  and 
the  American  system  with  block-arching  were  adopted  at 
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ix)ints.    The  ground  in  extended  places  was  so  bad  that   24- 
inch  limbers  were  crushed  by  the  pressure. 

Iron  Shields  at  the  Tunnel  Face. — Iron  is  a  safer  constructive 
material  for  loose  soil;  and  in  1825  Brunei  put  it  to  use  for  exca- 
\  a  ting  an  area  38X22  under  the  Thames  River.  As  in  the  spill- 
ing method,  the  face  was  covered  by  laths  about  3"X3"X6", 
and  for  rapidity  of  work  was  subdivided  into  three  tiers  of  11 
breasts  each  (Fig.  272),  each  being  protected  by  a  cast-iron  shield, 
from  which  struts  hold  the  laths  d  in  place.  One  man  to  a  cell 
t^perates  by  taking  away  a  lalh  and  replacing  it  3  inches  in  ad- 
vance. The  lalhs  are  removed  successively  downwards  until  3 
inches  of  progress  has  been  made,  after  which  the  alternate  frames 
are  carried  ahead  6  inches  and  the  performance  repeated.  In 
each  cell  is  a  similar  jxirfonnance.  The  masons  follow  the  miners 
ver}'  closely  at  G. 

The  second  Thames  Tunnel  was  completed  by  the  use  of  a 
shield,  which  with  pointed  shoes  was  forced  into  a  stiflF  clay  at 
the  rate  of  9  feet  per  day  by  jack-screws  exerting  a  pressure  of 
60  tons  on  it.  Three  men  crawled  through  a  door  in  its  face 
and  excavated  some  earth  preparatory  to  the  next  move. 

The  Hydraulic  Shield. — ^Thc  present  practice  for  subaqueous 
tunnels  involves  some  variation  of  tlic  pneumatic  system.  A 
j)ilot-tube  or  caisson  penetrates  the  soil,  which  is  held  up  by 
com])rcsscd  air.  The  masonr}',  jx^Tforcc,  is  built  as  fast  as  the 
shield,  tube,  or  caisson  advances.  In  the  Greathead  system  a 
cylindrical  iron  shield,  21  feet  in  diameter,  is  thrust  from  the 
masonry  by  liydraulic  pumps  under  a  i)ressure  of  3000  lbs.  per 
square  inch.  The  front  edge  of  the  shield  is  a  hea\y  ring  shoe 
to  facilitate  its  advance  into  the  silt.  The  rear  end  of  the  shield 
encloses  tlie  masonr}',  which  follows  the  progress  of  the  shield. 
Doors  in  its  face  are  opened  to  allow  the  soft  earth  to  enter. 
This  is  ])romi)lIy  removed  fFig.  273). 

In  prcparin<^  to  tunnel  silt,  l)oth  the  weight  and  the  vertical 
pressure  of  the  overlying  material  and  the  lateral  movement 
t)f  tlie  loose  j)aste  are  to  be  resisted.  The  first  is  a  matter  of 
determination,    and   tlie   aljility    of   the   completed    structure    to 
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FttJ.  373.— The  Hydraulic  Shield. 
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withstand  this  is  also  a  matter  of  mathematical  calculation; 
but  the  second  is  the  difficulty  to  be  apprehended.  The  Hudson 
River  Tunnel  engineers,  however,  satisfied  themselves  that  the 
tendency  of  the  gravel  to  pour  over  the  top  of  the  tube  would 
reduce  the  lateral  stress  to  the  resistance  of  the  tube.  Certainly 
their  experience  in  subaqueous  driving  goes  lo  show  that  the 
tube  serves  better  than  the  timbering  systems  as  regards  the  pre- 
vention of  overhead  settlement.  The  liability  to  settlement  in 
front  of  the  shield  may  be  overcome  by  grouting  under  pressure 
at  the  rear  of  the  shield  between  the  lining  and  the  roof. 

The  Anderson  Pilot-tube. — This  is  a  segmental  tube  of  about 
6  feet  diameter,  strengthened  inside  by  radial  timbers,  which 
precede  the  main  work.  It  is  of  }-inch  plates,  12"  X  24",  riveted 
together  by  means  of  flanges;  and  when  a  cut  has  been  excavated 
into  the  heading  large  enough,  one  of  the  plates  is  placed  and 


held  by  props  (often  the  plaU-s  arc  held  by  compressed  air  during 
the  work);  on  each  side  other  cuts  arc  made  for  two  more  plates, 
which  arc  riveted  to  it.  Rings  of  llic  ]>ilot  arc  thus  successively 
completed. 

Around  this,  in  small  terraces,  and  considerably  behind  the 
pilot,  the  main  shell,  17  foci  in  diamclrr,  i.s  linishcd  in  a  similar 
manner,  the  plates  Ijeing  propix-d  from  the  pilot-lube,  which  is 
always  braced  from  the  masonry-  thai  lines  the  shell.  With  its 
progress  the  rear  rings  of  the  pilot-tube  are  removed  and  their 
plates  shifted  to  the  front  end.  The  masonrv-  consists  of  six 
courses  of  brick  laid  in  cement.     To  reduce  the  \'olume  of  the 
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tunnel  that  is  kept  under  the  compressed  air,  brick  bulkheads, 
4  feet  thick,  provided  with  two  air-locks,  are  built  every  40c 
or  500  feet.     Only  the  two  nearest  the  work  are  maintained. 
The  following  references  are  cited: 
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CHAPTER  V. 

DRILLING.  AND   BORING-MACHINES   FOR  EXPLORATIONS. 

Classes  of  Hachines. — ^The  penetration  of  rock  or  of  loose 
material  may  be  accomplished  by  either  of  two  operations  repre- 
sented by  corresponding  types  of  machines.  By  a  repeated 
reciprocating  blow  or  concussion  upon  the  rock,  fragments  may 
be  broken  therefrom  and  a  hole  drilled  to  any  depth  and  at  any 
rate,  depending  upon  the  strength  of  the  machine  and  the  resist- 
ance of  the  rock  to  abrasion.  Machines  operating  upon  the 
rock  in  this  way  are  known  as  percussive  machines  or  punch- 
drills.  The  second  method  of  penetration  consists  in  employing 
a  rotar}'  cutter  which,  with  sufficient  pressure  or  weight  upon  it, 
will  abrade  the  rock  at  a  rate  depending  upon  its  relative  soft- 
ness and  the  motor  power. 

Percussive  drills  are  employed  to  advantage  upon  hard  uni- 
form rock  only.  Rotar)^  borers  arc  constructed  of  various  types 
as  to  be  equally  applicable  to  either  soft  rock,  loose  ground,  or 
hard  rock. 

These  drills  or  borers  may  be  operated  by  directly  connected 
engines  ui)()n  the  same  frame  to  drill  holes  of  thousands  of  feet 
in  depth  for  prospecting  purposes.  When  these  machines  are  to 
be  used  underground  they  are  of  a  more  portable  type  and  oper- 
ated ])y  electricity  or  compressed  air,  conveyed  to  it  from  a  dis- 
tinct source.  The  depth  of  the  holes  made  possible  with  these 
is  limited  to  a  few  feet.  PIcnce  their  utility  is  confined  to  drill- 
ing holes  for  blasting  purposes  and  not  for  exploration. 
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Prospecting-machines. — ^The  machines  employed  for  pros- 
pecting are  either  of  the  punch-drill  type  represented  by  the 
American  oil-well  rig,  or  the  rotary  types  represented  by  the 
"diamond"  drill  and  other  forms  of  tubular  drills. 

Bore-holes  are  driven  for  the  testing  of  the  strata;  to  prospect 
for  the  gas;  to  afford  an  outlet  for  water;  to  pump  brine  to  the 
surface;  or  to  subserve  some  precautionary  measures  in  mining, 
such  as  special  ventilating  openings,  deep  sump-holes  to  drain 
the  mine  into  a  lower  porous  stratum  or  conduits,  for  tail-haulage 
rope.  These  machines  are  also  employed  for  drilling  a  scries  of 
holes  in  connection  with  the  Poetsch  method  and  the  long  hole 
process  for  shaft-sinking. 

Percussive  Drills. — Reciprocating  motion  is  obtained  from 
a  steam-  or  air-piston  cither  directly  attached  to  the  drill  or  indi- 
rectly connected  with  it  by  rope.  The  blow  may  be  produced 
by  the  pressure  of  the  motor  fluid  in  the  first  case  or  by  the  weight 
of  the  drill  allowed  to  fall  freely  after  having  been  raised  by  the 
rope.  In  the  first  method  the  piston  pressure  is  great  compared 
with  the  weight  of  the  tool,  while  in  the  latter  the  force  of  the 
concussion  is  solely  due  to  the  heavy  weight  of  the  drill.  The 
early  type  of  punch-drill  consisted  of  a  continuous  line  of  iron 
rods,  lengthened  from  time  to  time  with  the  progress  of  the  hole, 
which  was  raised  and  lowered  at  the  surface  by  a  walking-beam 
operated  by  a  cam  or  other  hfting  device.  The  shock  transmitted 
through  the  long  line  of  metal  caused  breakage  of  the  tools,  and 
other  difficulties  which  led  to  the  later  forms  of  machines  in 
which  heavy  drill  lengths  were  suspended  from  the  surface  by  a 
flat  or  round  rope  and  at  a  much  more  rapid  rate  than  the 
line  of  rods.  Later  the  solid  rods  were  replaced  by  several  lengths 
of  hollow  rods  which  gave  greater  progress  with  the  same  power, 
and  overcame  the  difficulties  of  feeding  water  and  disposing  of 
the  slimes  produced  during  the  drilling.  The  rods  were  screwed 
together  or  bayonet-hooked,  the  former  being  preferred.  The 
engine  may  be  single-acting  with  a  reversible  link  motion  pro- 
vided with  a  sectional  fly-wheel,  whose  weight  was  increased  as 
the  hole  deepened.      It    communicates    motion  to  a  walking- 
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beam  which  is  pivoted  at  its  centre  on  top  of  two  sampson-posts 
and  fastened  at  the  derrick  end  to  the  drill-rope  attachments. 
Oil-well  Rig. — The  typical  American  drill  rig  is  illustrated  in 

rig-  275. 

This  consists  of  a  derrick  75  feet,  or  more,  in  height,  having 
at  its  crown  a  sheave  over  which  the  drill-rope  passes  to  the  "  bull- 
wheel,"  or  large  drum.      A  high  derrick  is  required  to  facilitate 

the  attachment  and  the  removal  of  an 
entire  string  of  tools. 

A  second  rope  pulley,  at  one  side  of 
the  derrick,  near  the  top,  guides  the  rope 
attached  lo  the  sand-pump,  which  rope  is 
connected  with  ils  reel.  The  sc^'cral  bents 
of  the  derrick  are  fastened  together  by 
wedges,  if  of  wood,  with  the  exception  of 
the  derrick  floor-planks,  which  are  bored 
or  spiked.  Its  construction  permits  of  easy 
dissection  when  a  hole  is  to  be  abandoned. 

The  Jars. — The  concussion  produced 
by  the  sudden  arrest  of  a  fall  of  a  mass  of 
iron  such  as  wa.s  in  the  drill-rods  when 
transmitted  to  the  latter  caused  such  difii- 


Fln.  375, — An  American  Drill  Rig. 

cullies  as  were  sough  to  be  removed  by  \arious  appliances. 
Oennhausen's  chisel  had  at  the  lop  a  four-armed  projection 
which  played  freely  in  corresponding  slots  of  a  cylinder  attached 
at  one  end  of  the  rope.  As  the  rope  was  lowered  with  its  driU 
it  was    turned  slightly  and  the  ledges   of  the   cylinder   slipped 
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under  the  cross-arms  of  the  chisel.  This  was  then  caught  on  the 
upstroke  of  the  rope  and  its  cylinder.  When  it  was  raised  to  the 
proper  height  a  slight  jar  or  jerk  released  the  tool,  whose  cross- 
arms  slid  in  the  slots  and  permitted  it  to  drop  a  distance  equal 
to  the  length  of  the  slots.  The  invention  of  M.  Kind  and 
Chandron  consisted  of  a  pair  of  bent  levers  acting  hke  pincers 
which  grasped  the  tool  and  raised  it  to  the  proper  height,  after 
which  it  was  allowed  a  free  fall  to  do  its  work  without  recoil 
upon  the  apparatus. 

The  jar  universally  used  is  illustrated  in  Fig.  276.  It  is  a 
pair  of  open  hnks  allowing  of  i  to  3  feet  of  play.  One  link  is 
attached  to  the  upper  rod  length  and  its  rope,  the  lower  to  the 
drill-bit.  These  aggregate  1200  pounds  in  weight  for  an  8"  hole 
and  a  total  drilling  string  of  60  feet. 

The  Drill-tools. — ^In  Fig.  276  is  illustrated  a  full  string  of 
tools.  Beginning  at  the  left  they  are:  the  sinker-bar,  wrench- 
bar,  wrench,  jars,  temper-screw,  drill-bit,  spudding-bit  and  rope- 
socket,  and  auger-stem.    Above  is  the  floor-circle. 

The  temper-screw  is  suspended  from  the  walking-beam  and 
regulates  the  feed  of  the  drill  and  the  rope.  The  swivel  below 
is  turned  a  half-revolution  after  each  blow,  paying  out  the  rope 
and  rotating  the  drill-bit  a  small  amount.  When  the  full  speed 
of  4  feet  has  been  paid  out  the  screw  is  undamped,  while  the 
drill-rope  is  otherwise  supported,  and  its  feed  raised  for  the 
next  stage  or  drilling. 

The  stem,  drill- rods,  jars,  and  bit  are  about  ij"  in  diam- 
eter, weighing,  for  a  60-foot  )sring,  1200  pounds.  Each  mem- 
ber has  a  screw-pin  at  its  upper  end,  fitting  accurately  into 
the  box  at  the  lower  end,  leaving  the  outside  of  the  flush.  A 
pair  of  wrenches  is  employed  for  tightening,  one  below  and 
the  other  above  the  joint.  The  upper  one  is  further  aided  by 
the  wrench-bar  inserted  into  a  hole  in  the  floor-circle  bolted  to 
the  frame. 

Drilling  the  Hole. — ^The  hole  is  started  by  the  spudding-bit 
and  stem,  which  are  attached  to  the  rope  passing  over  the  sheave 
and  once  or  twice  around  the  bull- wheel.    The  engine  in  opera- 
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tion  revolves  the  bull-wheel  continuously.  The  free  end  of  the 
rope  being  held  by  a  man,  the  bit  and  rope  are  raised  a  slight 
distance,  after  which  the  rope  is  released,  slipping  on  the  drum, 
and  allows  the  tool  to  fall.  This  is  repeated  till  the  surface-soil 
has  been  penetrated.  The  verticality  of  the  hole  is  maintained 
meanwhile  by  an  upright  plank  box  leader.  Formerly  the 
tool  was  manipulated  by  a  spring-pole  with  a  foot-stirrup  for  a 
moderate  depth  and  was  known  as  "kicking  down  a  hole." 

When  bed  rock  has  been  reached  the  spudding-bit  is  replaced 
by  the  drill-bit,  stem  and  jars,  and  their  rope  clamped  to  the 
temper-screv/  which  communicates  the  reciprocating  motion  from 
the  walking-beam.  The  tool  is  raised  from  2  to  6  feet  and  allowed 
to  fall  at  a  rate  varj'ing  with  circumstances,  the  average  being 
six  times  a  minute.  After  each  blow  the  swivel  is  turned,  for  a 
uniform  rotation  of  the  drill  is  essential  and  a  constant  watch- 
fulness necessar>',  otherwise  the  drill  may  work  out  of  line.  This 
is  particularly  essential  if  the  strata  are  inclined  or  the  material 
not  homogeneous. 

Frequently,  to  maintain  verticality  and  sometimes  to  straighten 
a  cur\'ed  hole,  a  winged  tool  is  brought  into  play.  The  drill-rod 
is  provided  with  projections  extending  on  the  four  sides  of  the 
chisel  for  the  same  distance  along  it  and  nearly  fitting  the  hole, 
and  sometimes  a  hollow  cylindrical  reamer  is  resorted  to  for  the 
purpose. 

In  the  Mather  and  Piatt  system  the  partial  revolution  of  the 
tool  and  its  flat  rope  was  obtained  after  each  blow  by  a  movable 
collar  rotating  with  the  tool.  It  was  cut  with  inclined  teeth  at 
both  ends  and  was  capable  of  a  motion  of  2"  or  3"  vertically  inside 
of  an  iron  bow.  Above  and  below  the  collar  were  sets  of  inclined 
teeth  into  which  the  collar  ends  geared.  With  each  drop  the 
collar  engaged  the  teeth  of  the  lower  set,  turning  it  with  its  chisel 
one  half  a  tooth.  At  the  end  of  the  upper  stroke  the  collar  strikes 
the  upper  set  and  is  again  turned  one-half  of  a  tooth. 

\\Tien  the  temper-screw  has  reached  its  limit  it  is  returned  to 
the  starting-point,  fresh  tools  meanwhile  being  attached;  or  the 
dft)ris  is  pumped  out  preparatory  to  the  next  run.    If  no  under- 
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ground  stream  has  been  encountered  to  supply  water  for  cooling 
the  bits  and  facilitating  the  removal  of  the  dft)ris,  it  must  be  fur- 
nished at  the  surface. 

The  Sand-pump. — ^This  consists  of  a  slender  cylinder  with  a 
valve  at  its  foot  which  is  attached  to  a  rope  having  its  own  pulley 
at  the  derrick  head,  and  its  own  wheel  at  the  engine.  It  is  lowered 
into  the  hole  after  each  run  and  pumped  up  and  down.  The 
sludge  produced  by  the  drill  and  the  water  is  drawn  into  the 
pump  and  raised  to  the  surface. 

Recovering  Lost  Tools. — If  the  sand-pump  or  reamer  breaks 
loose,  it  can  be  fished  out  by  some  form  of  grapnel,  or  it  is  chopped 
up.  If  pebbles  fall  into  the  hole  above  the  tool  and  wedge  it 
fast,  it  may  be  jarred  loose  or  freed  by  a  spear.  Occasionally 
the  hole  is  reamed  out  to  a  larger  size. 

The  Progress. — ^The  rate  of  progress  varies  from  lo  feet  a 
day  in  magnesian  limestone  to  70  feet  in  soft  ground.  Much 
depends  on  the  skill  of  the  driller,  who  may  determine  by  the 
"feel"  of  the  concussion  transmitted  through  the  rope  whether 
the  blow  has  been  effected  or  is  cushioned.  The  feed  is  regu- 
lated accordingly.  Two  men  arc  sufficient  to  operate  a  drill 
rig,  and  200  pounds  fuel  are  consumed  per  day. 

The  cost  of  drilling  wells  is  50  and  60  cents  per  foot,  though 
some  very  deep  holes  average  Si.  14.  Reaming  is  done  at  a  cost 
of  about  40  cents;  and  the  royalty  for  the  rent  of  a  machine  is 
nearly  10  cents. 

Hand-boring  of  Deep  Holes.— A  unique  mode  of  drilling 
artesian  wells  is  in  vogue  in  San  Luis  Valley,  Col.,  where  300  feet 
of  5"  hole  can  be  made  in  Iwcnty-four  hours.  The  soil  of  that 
valley  is  very  porous,  and  for  900  feet  down  will  hardly  hold 
water  except  in  the  clay  seams.  Ditches  have  failed  of  their 
irrigating  purj)oses,  and  each  ranch  is  provided  with  one  or  more 
of  these  spouting  wells.  From  a  tripod  a  5"  tube  is  held  ver- 
tically and  by  a  pair  of  blacksmith's  tongs  is  turned  by  hand. 
At  the  foot  of  the  pipe  a  bit  projects  outward  ^  inch  or  so.  By 
pressure  and  rotation  a  hole  is  cut  sj^irally  into  the  gravel,  lengths 
being  added  with  the  progress.     A  barrel  or  two  of  water  is 
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poured  down  the  pipe  to  wash  the  detritus  out  through  the 
annular  space  until  a  ground-current  is  encountered  which  will 
supply  the  necessary  water.  Beyond  300  feet  horse-  or  engine- 
power  will  be  required  to  turn  the  borer. 

Casing  a  Bore-hole. — ^When  a  loose  or  fragile  stratum  is 
encountered  its  caving  interferes  with  the  progress  of  the  drill. 
A  pipe-tubing  is  forced  down  to  support  the  sides  of  the  bore. 
It  may  be  driven  while  the  drilling  is  in  progress  below  or  the 
operations  of  drilling  and  casing  may  alternate.  Though  wood 
is  the  best  tubing  material,  the  objections  to  it  are  so  apparent 
that  wrought-iron  pipe  is  used.  The  pipes  may  be  screwed 
together,  joined  by  wrought-iron  couplings  or  telescoped.  The 
first  length,  having  been  sharpened,  is  driven  by  percussion  until 
its  full  length  is  in  the  guide  tube  and  the  successive  lengths 
are  screwed  on  and  hanmiered.  When  the  depth  has  so  far 
increased  that  the  pipe  can  no  longer  be  rammed,  the  bore-hole 
is  enlarged  for  the  same  size  of  pipe  to  be  lowered,  or  the  same 
diameter  of  bore  is  maintained  for  a  smaller  pipe.  The  pipe  is 
driven  by  repeated  blows  from  a  drop-weight  or  by  the  steady 
pressure  from  jack-screws,  a  block  of  wood  at  the  top  of  the  pipe- 
line receiving  the  impact. 

A  deep  bore-hole  usually  encounters  water-currents  at  differ- 
ent depths  before  the  object  for  which  the  bore  has  been  drilled 
is  attained.  These  are  isolated  by  casing.  A  salt-water  current 
mav  be  met  before  the  artesian  flow  is  reached  or  either  of  these 
may  be  intercepted  before  the  oil-sands  are  struck.  A  pipe  of 
large  diameter  may  be  carried  to  the  first  flow  and  sealed  at  its 
foot.  A  second  smaller  pipe,  lowered  to  the  next  flow  and  sealed, 
would  afford  an  escape  for  the  upper  current  in  the  annular 
space  and  a  discharge  for  the  lower  one  inside  the  smaller  pipe. 
Three  separate  artesian  flows  are  thus  obtained  by  casing  each 
current  and  discharging  them  at  different  surface  elevations.  An 
undesirable  current  may  be  danmied  back  in  like  manner.  This 
may  be  necessary  when  drilling  for  oil,  as  the  accumulation  of 
the  flowing  water  reduces  the  efficacy  of  the  blow  and  also  exerts 
such  pressure,  at  the  rate  of  14.7  lbs.  per  square  inch  for  every 
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34  feet  in  depth,  that  when  the  oil  stratum  is  reached  neither 
oil  nor  gas  can  escape. 

The  casing  is  sealed  by  hydraulic  cement  or  by  the  use  of  a 
seed-bag.  A  stout  leather  tube  several  feet  long  is  attached 
outside  of  the  piping  at  the  lower  end.  The  annular  space  is 
filled  with  flaxseed  bran  or  other  absorbent  material  and  the 
top  lashed.  When  lowered  into  place  the  seeds  swell  and  fur- 
nish a  tight  joint  somewhat  like  that  of  the  moss-box  (Fig.  203). 


Fig.  277. — The  Cyclone  Prospect! ng-machine. 

Shooting  the  Weil. — It  frequently  occurs  that  the  oil  does 
not  flow  freeh',  or  e\-cn  at  all,  when  the  sands  arc  encountered.  A 
practice  prevails  of  opening  communication  with  an  underground 
oil-chamber  by  txjjlodiiig  a  torpiiio  at  the  bottom  of  the  well. 
This  is  a  charge  of  nitroglycLTinc  carefully  lowered  into  position, 
after  which  a  heavy  weight  is  drojiped  upon  if.  This  heroic 
treatment  is  not  resorted  to  in  shaly  ground,  unless  provision 
is  made  for  immediately  casing  the  shattered  portion  of  the 
hole,  as  it  often  results  <lisastroiis]y.  The  charge  varies  from 
10  lbs.  In  100  lbs,  in  desperate  cases. 

Removing  the  Casing. — When  the  object  for  which  the  hole 
was  drilled  or  lined  ha.s  lieen  attained  the  tubing  may  be  recovered 
by  the  use  of  an  o-void  scn-w-pUig  of  oak,  which  is  attached 
to  the  tool  r<xl  and  lowered  to  the  bottom.  A  little  sand  is 
poured  in  and  wedges  the  plug,  which  can  be  hoisted  with- 
out trouble.  To  loosen  its  hold  on  the  tube  it  is  only  neces- 
sary- to  drop    it  slightly  and   let    the   sand    run  out.     A  three- 
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Fio.  378.  Fic.  37g.  Fig,  780. 

Fio,  178.— The  Keystone  Sand-[mnip. 
Fig.  379.— Casing  a  Well  in  Ihe  Keystone  Proceaa, 
Fig,  180.— Keystone  Pipc-iiuller. 
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pronged  expansible  hook  lowered  down  under  the  tubing  is  also 
called  into  service. 

The  Keystone  Prospecting-machine,  shown  in  Fig.  279,  is 
a  type  of  percussion  drill,  giving  service  in  loose  placer-ground 
and  the  zinc-lead  fields  of  Missouri.  The  string  of  tools  is  iden- 
tical in  character  with  those  of  the  oil-well  rig.  The  hole  is 
started  with  a  fluted  spudding-bit,  stem,  and  rope-socket  and 
alternated  with   the  sand-pump  (Fig.  278).     When  50  feet  has 

been  drilled  the  jars  are  inserted  in  the  line  and 
the  hole  continued. 

The  drive-pipe  casing  is  of  merchant  pipe, 
with  straight  threads  and  squared  ends,  ia 
lengths  of  6  feet,  coupled  together.  At  the  foot 
is  a  hea\y  drive-shoe  with  a  cutting-edge  and  at 
the  top  a  cap  on  which  the  driving  blows  are 
delivered.  The  casing  follows  the  drilling  closely 
as  shown  in  Fig.  279. 

^'"''p'^'-'^nen^''"''       The   drive-pipe   is  withdrawn  by  the  pipe- 

pullers  (Figs.  280  and  281). 

The  Cyclone  Drilling-machine  resembles  the  other  portable 
drill-rigs,  though  the  detail  of  operation  is  somewhat  different. 
The  drill-bit  is  not  solid  but  is  hollow-stemmed.  Holes  in  the 
side  of  the  bit  afford  communication  from  inside  to  outside. 
Hollow  rods  support  the  drill-bit  instead  of  a  rope  and  at  their 
junction  is  a  ball  valve.  When  the  line  of  tools  falls,  the  valve 
o])cns  and  permits  the  drillings  to  enter  the  drill-stem  and  rise 
in  the  hollow  rods.  On  the  up  stroke  it  closes.  With  each  dowTi 
itrokc  additional  material  enters,  to  be  finally  discharged  at  the 
surface  into  a  proper  receptacle.  Extra-heavy  rod  lengths  are 
employed  near  the  bottom  and  lighter  rods  above.  For  holes 
exceeding  4  inches  in  diameter  the  rods  are  of  2-inch  and  ij- 
inch  pipe  (Fig.  277). 

Rotary  Drills. — IM.  Leschot  has  the  credit  for  the  first  appli- 
cation of  rotary  diamond-drills  to  the  miner's  art,  since  which 
time  it  has  gained  in  favor  and  increased  in  range  of  utility. 
The  lower  end  of  a  long  line  of  tubing  is  supplied  with  a  cutting- 
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surface  and  is  caused  to  rotate  by  appropriate  machiner)-  at  the  ] 
surface,  A  continuous  pressure  is  produced  at  the  cutling-edge  J 
by  the  weight  of  tool  above.  The  cutting-medium  may  be  chilled- 
steel  fragments,  diamonds  inserted  into  the  rim  of  the  boring- 
tool  or  a  steel  tube  may  be  dressed  to  a  hard  cutling-cdge  for 
the  purpose,  each  having  its  special  adaptability  to  rock  of  a 
definite  character. 

The  Diamond-bit. — A  cutting-tool  is  constructed  of  diamonds 
which  are  forced  by  hydraulic  pressure  into  sockets  on  the  end  of 
a  steel  tube.  Recesses  are  accurately  prepared  into  which  ihey 
arc  secured  by  metal  hammered  up  around  them.  In  some 
cases  a  firm  setting  is  obtained  by  forcing  the  stones  forward 
through  small  holes  in  the  metal  by  means  of  a  screw  or  by  hydraulic 
pressure.  A  later  method  consists  in  forcing  the  stones  nearly 
through  the  melal  and  subsequently  grinding  the  slecl  down 
until  the  stones  are  exjxjsed. 

The  tube  may  be  closed  by  a  concave  surface  (Fig.  284)  or 
by  a  convex  face  {Fig.  283)  and  the  entire  area  studded  in  such 
manner  that  no  concentric  circle  can  be  drawn  failing  to  touch 
one  or  more   of   the   diamonds.     Some  also  project  beyond  the 
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tube.  The  annular  end  of  a  lube  may  be  charged  with  diamonds, 
as  in  Fig.  284.  For  drilling  a  small  hole  the  first-named  types  of 
bit  are  used,  the  concave  being  preferred  to  the  convex,  but 
for  targe  holes  or  where  a  central  core  is  sought  and  withdrawn 
for  inspection  the  annular  bit  is  used. 

The  diamonds  are  of  two  varieties,  the  black  "carboradors" 
and  the  deep-red  "borts."    The  former  lack  the  crystallizadoQ 
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making  them  durable,  while  the  borts  are  rather  brittle.  Theo- 
retically too  many  carbons  camiot  be  put  in;  "there  should 
be  never  less  than  12,  and  as  many  as  30  may  be  mounted 
on  a  bit." 

The  Diamond-drill. — ^The  bit  is  coupled  to  a  line  of  tubing 
and  guided  by  a  short  or  long  length  of  tube 
(Figs.  285  and  286).  The  tubes  are  in  8-foot 
lengths  and  of  an  outer  diameter  of  rarely  over 
8  inches.  Holes  of  great  depths  are  thus  drilled 
of  a  uniform  diameter  to  the  bottom  or  in  sections 
of  diminishing  diameters. 

The  engine  power  varies  with  the  length  and 

size  of  drill-tube  to  be  manipulated.     For  1000 

"culdc-b^iL  "    ^^^  ^^  ^^'^  ^^  8-horse-power  engine  will  suffice. 

This  with  its  running  gear  is  framed  and  suitably 

braced  to  cany  the  full  line  of  rods.    A  derrick  is  often  erected 
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to  facililatc  the  addition  or  disjointing  of  tubes. 

Regulating  the  Feed  of  the  Drill. — The  changes  in  the  struc- 
lurc  and  toughness  of  ihc  rock  during  drilh'ng  arc  so  rapid  and 
pronounced  that  the  drill  cannot  be  fed  uniformly.  A  variable 
feed  is  necessary  commcnsiiralc  Mith  Ihe  progress  of  the  drill 
and  two  methods  of  avoiding  a  positive  feed  are  in  vogue.  One 
is  a  spur-wheel  feed,  the  other  an  hydraulic.  The  former  is 
so  afljusied  by  differential  gear  that  its  friction  shall  enual  a 
desired  i-osislance,  and  M-hcn  (his  is  exceeded  Ix'cause  of  undue 
striiin  below,  a  regulaflnn  is  obtained.  This  is  inferior  to  the 
hydraulic  feed.  Tn  Fig.  288  is  shown  a  simple  motor  which  by 
means  of  hydraulic  pressure  on  the  piston  produces  a  pressure 
which  is  maintained  constant.  Poth  ends  of  the  cylinder  are 
connected  with  the  pump  and  the  suitable  cocks  admit  of  a  per- 
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feet  control  by  the  operator,  who  gives  any  variation  or  reversal  J 
of  speed  within  the  limit  of  the  pump  and  the  piston  area.  1 
When   the   pump  pressure   increases,  the  pislon  B    and  its  rods  \ 


ine  Dia: 


are   raised.     A  decrease  of  pressure  results    in    its  lowering. 

The  rate  of  feed  is  fixed  by  the  hardness  of  the  rock.  In  Fig, 
287  the  feed  cylinder  is  sho^Ti  in  position  above  the  drill-tubes. 
The  pressure  exerted  by  the  feed  is  just  sufficient  to  produce 
abrasion,  but  not  to  cut  the  rock. 


Fio.  j8S. — The  Hydraulic  Feed, 
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A  chuck  intervenes  between  the 
tube  and  the  feed,  which  may  be 
loosened  at  the  end  of  the  feed-travel 
and  run  up  to  the  top  for  a  fresh 
start.  The  tube  line  b  partially  sus- 
pended by  friction-rollers  at  the  sur- 
face, so  that  it  is  subjected  to  very 
little  tension.  But  a  high  degree  of 
torsion  is  developed  by  the  rotary 
effort  against  the  abrasive  resistance, 
and  the  torsional  strength  of  the  tubes 
places  a  limit  on  the  possible  depth  of 
drilling.  The  regulating  power  of  the 
feed  limits  the  capacity  of  the  ma- 
chine. 

Removing  the  Cuttings  and  the 
Core. — ^The  tube  is  revolved  at  a  rate 
of  from  400  to  8co  turns  p>er  minute 
and  continues  without  interruption 
from  five  to  eight  hours,  cutting  mean- 
while from  13"  to  2'  each  hour.  A 
stream  of  water  is  fed  inside  of  the 
pipes  and  washes  the  rock  face  and 
the  annular  bit.  It  carries  the  cuttings 
up  through  the  annular  space  outside. 
The  fjnK>ves  on  spiral  the  outside  of 
the  pipe  (Fig.  286)  facilitate  the  escape 
of  the  water  with  the  mlid  bits.  The 
water  is  fed  outside  the  pipes  and 
escapes  with  the  di5bris  through  holes 
into  the  interior.  A  guide-bit  (Figs. 
285  and  286)  and  core-barrel  main- 
tain the  bit  in  the  direction  in 
which  it  is  started.  The  water-supply 
is  forced  by  means  of  a  pump. 

The  progress  of  the  drill  is  carefully 
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watched  and  the  character  of  the  cuttings  supplied  by  the  over- 
flowing water-current  is  examined.  Samples  are  taken  and  pre- 
served for  reference.  With  a  solid  bit  is  produced  only  a  fine 
sludge  for  inspection,  but  the  annular  bit  furnishes  in  addition 
a  core. 

With  every  lo  to   15   feet  of  advance  the  tubes  are   raised 
for  examination  and  for  the   purpose    of   extract- 
ing the  core.    In  the    inside  of   the  drill-tube  is 
a   lifter   (Fig.  289).    This  is  a  spring  ring  which 
grasps  the  core  only  when  it  is  raised     It  wrenches  fig.  28q.— The 
the    latter  from    its    place,  and    will   retain   hold     Core-hfter. 
on   it    until    released.      This   can    be    done   by   lowering    the 
tube. 

The  Core. — ^The  core  furnishes  a  guide  also  as  to  the  direction 
of  inclination  of  the  strata  if  care  be  taken  that  the  tubes  are  not 
turned  while  being  lifted.  Flat  ropes  are  therefore  used  for 
hoisting  as  less  likely  to  untwist  and  turn  the  drills.  False  informa- 
tion may  be  given  by  the  core  if  a  soft  layer  has  been  penetrated 
between  two  hard  strata,  for  the  former  may  wear  away  or  even 
grind  off  loose  in  the  core.  Hence  the  core  may  not  be  an  absolute 
guide.  Many  causes  combine  to  make  this  examination  unre- 
liable. A  careful  measurement,  an  allowance  for  wear,  and 
frequent  inspections  are  the  only  means  of  checking  results. 
The  progress  in  homogeneous  rocks  is  uniform,  but  a  composite 
rock  with  constituents  of  unequal  hardness  is  difficult  to  pene- 
trate in  perfect  alignment.  In  clay  a  thick  pulp  is  formed  which 
chokes  the  tubes  and  requires  the  full  pressure  of  the  pump  to 
remove  it. 

Deflection  of  the  Drill-hole. — Changes  in  the  inclination  of 
the  strata  or  variation  in  hardness  of  the  material  tend  to  deflect 
the  drill-tubes  and  to  buckle  the  rods  under  torsion.  The  correct- 
ness of  the  alignment  must  be  maintained,  and  this  may  be  tested 
by  a  phial  of  gelatine  lowered  to  a  certain  depth  and  allowed  to 
harden.  When  raised  to  the  surface,  it  is  inclined  in  the  same 
plane  it  occupied  till  the  gelatine  level  is  horizontal,  whence  the 
dip  of  the  hole  is  made  known.    The  line  etched  by  hydro- 
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fluoric  acid  on  glass  is  another  method  of  test.    Neither  of  these 
are  entirely  satisfactoiy. 

Accidents  are  Rare. — Occasionally  a  diamond  may  fall  out, 
and  if  it  cannot  be  recovered,  is  chopped  up  at  once,  or  the  direc- 


tion of  the  water  iced  is  reversed  and  its  pressure  increased  to 
wash  the  stone  up  the  lube.  Hard  nodules  of  rocli  that  retard 
a  fair  ])ro^css  are  choppe<i  up  by  a  s|)ecial  bit.  A  diamond  has 
also  been  rcco\-en.'d  by  inserting  a  lump  of  wax  at  the  bottom  of 
a  tube,  which  is  lowered  into  the  hole. 
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The  limiting  depth  of  vertical  holes  is  determined  by  the 
torsonial  strength  of  the  tubes  and  the  power  of  the  machine. 
That  of  inclined  holes  depends  upon  the  amount  of  friction 
between  the  tube  and  the  rock. 

For  underground  work  a  three  horse-power  electric  motor 
like  the  "Little  Beauty"  (Fig.  290)  is  mounted  on  a  truck,  with 
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drum-drill  and  a  pump,  and  permits  core-drilling  to  advantage 
in  small  spaces.  In  many  mines  i-inch  cores  in  sections  of  5  to 
20  inches  are  cut  for  80  feet  depth,  and  a  great  deal  of  prospecting 
has  been  done  with  this  compact  machine,  which  often  makes 
2  feet  per  hour  at  a  cost  of  68  cents  to  $1.06  per  foot.  In  Fig. 
291  are  exhibited  the  explorations  conducted  at  the  Silver  Islet 
Mine  by  the  use  of  the  underground  drill.  Doubtless  many 
properties  owe  their  existence  to  the  result  of  diamond-drill 
discoveries,  and  its  use  has  frequently  saved  expense  in  various 
ways.    By  graphically  representing  on  cross-section  paper  to 
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scale  the  results  of  underground  borings  a  more  intelligent  inter- 
pretation can  be  made.  On  the  charts  are  indicated  in  colors 
the  various  rocks  penetrated  by  the  several  bore-holes.  A  com- 
parison of  position  and  thickness  enables  the  engineer  to  judge 
of  the  prospects.  Still,  the  diamond  drill  is  not  considered 
infallible  in  its  indications  as  to  the  presence  or  absence  of  the 
ore  body  sought. 

The  Chapman  hydraulic  pipe-rotating  drill  and  the  Davis 
calyx  drill  are  types  of  rotary  borers  servdccable  for  loose  ground 
such  as  that  of  the  Beaumont  oil-field  of  Texas.  Both  systems 
have  a  turntable  for  directing  the  drills,  and  a  pump  for  the  water- 
supply.  The  Chapman  drill  depends  upon  "adamantine"  for 
its  abrasive  material,  and  the  Davis  drill  uses  chilled  shot  in  hard 
uniform  rock,  but  the  normal  bit  in  soft  ground.  The  drillings 
pass  up  the  tubes  and  are  caught  in  a  calyx  above  the  Davis 
core-barrel,  or  at  the  surface  in  the  Chapman  system.  A  rate  of 
speed  has  frequently  been  attained  equal  to  900  feet  in  twenty- 
five  hours.  In  California  an  experimental  hole  was  drilled  1500 
feet  in  seven  full  working  days.  Holes  of  15  inches  diameter  have 
been  bored  by  these  systems  and  to  a  depth  of  3000  feet. 


CHAPTER  VI. 

MINERS'  TOOLS. 

The  Texture  of  Rocks.  — Rocks  to  be  excavated  or  broken 
include  those  which  are  hard  or  soft,  tough  or  brittle,  and  creviced^ 
stratified  or  massive;  and  the  difficulties  of  their  removal  present 
such  varied  and  delicate  questions  that  it  is  difficult  to  give  a 
systematic  account  of  the  principles  of  breaking  ground  or  the 
appliances  employed.  Materials  are  gauged  by  their  resistance  to 
abrasion  being  called  "  hard ''  or  "  soft "  as  they  affect  drilling  opera- 
tions; and  tough  or  brittle  according  to  their  resistance  to  concus- 
sion in  blasting.  These  qualities  determine  the  cost  of  breaking 
ground.  For  example,  quartz  is  hard  wherever  encountered, 
but  not  all  of  it  is  tough.  Hard  minerals  wear  the  cutting  took 
rapidly,  but  a  brittle  mineral  is  easily  shattered  by  the  blow  of 
a  hammer  or  the  concussion  of  a  drill.  A  tough  rock  possesses 
the  tenacity  which  resists  the  rupturing  agency  of  an  explosive. 
It  will  require  powerful  blasting  agents  for  its  removal.  Porphyry 
is  of  an  average  degree  of  consistency  and  may  be  easily  drilled 
and  readily  broken.  Metamorphic  rocks  are  frequently  hard, 
but  always  tough.  They  drill  easily,  but  do  not  break  freely. 
Trap-rock,  syenite,  and  granite  are  hard  on  the  drills,  but  require 
little  explosive,  the  grains  having  slight  cohesion.  Fire-clay  is 
tough,  though  very  soft.  It  has  an  elasticity  which  prevents 
much  impression  being  made  on  it  by  an  explosive. 

The  massive  rocks  are  usually  homogeneous  and  present  the 
same  resistance  throughout  their  mass.  Some  stratified  rocks 
and  gravels  are  not,  being  composed  of  hard  grains  or  pebbles 
cemented  by  a  softer  material.  These  are  easily  ruptured  by 
powder,  but  are  difficult  to  drill  into.    Creviced  rocks  are  not 

615 


6i6  MANUAL  OF  MINING. 

economically  broken  by  explosives,  but  are  split  by  wedges  and 
slow  rupturing  agents,  utilizing  the  weak  lines  of  cleavage.  Bitu- 
minous coal  affords  examples  of  a  rock  split  up  by  numerous 
planes  into  prismatic  fragments  which  would  j)ermit  the  gases 
from  powder  explosions  to  escape.  Anthracite  being  brittle, 
of  short  texture  and  hard,  compared  with  bituminous  coal,  there- 
fore requires  powder,  while  bituminous  coal  is  mined  by  picks. 

The  engineer  must  therefore  be  familiar  with  the  texture 
and  behavior  of  the  rock  before  any  estimate  of  the  cost  of  its 
extraction  can  be  made.  In  Drinker's  "Tunnelling"  and  Fos- 
.ter's  Gallon's  "Lectures  on  Mining"  are  given  elaborate  formulae 
for  estimating  the  cost  of  extraction,  and  they  may  serve  as  approxi- 
mate guides.  In  each  camp  a  close  observation  of  the  results 
of  experiments  will  supply  the  practical  coefficients  which  can 
be  used  in  the  above-mentioned  formulae  for  determining  the 
cost  of  working. 

Fire-setting  System. — ^This  is  a  method  applied  by  the  miners 
of  the  middle  ages  to  conquer  hard  rock  by  the  instrumentality 
of  fire.  The  face  of  the  rock  was  exposed  to  the  heat  of  fire  and 
then  suddenly  cooled  by  water.  The  unequal  contraction,  upon 
cooling,  softened  the  rock,  which  then  was  amenable  to  the  ordi- 
nar}^  tools.  A  grate  was  buill  inclined  toward  the  face  of  the 
rock,  and  in  it  were  piled  billets  of  wood.  When  ignited,  the 
flame  was  directed  against  the  breast  by  a  shield  overhead.  In 
some  cases  a  basket  was  suspended  from  the  roof  with  the  same 
result.  Usually  in  the  mines  of  the  early  times  the  wood  was 
fired  on  Saturday  and  allowed  to  burn  out.  The  men  could 
attack  the  calcined  surface  upon  their  return  to  work.  This 
method  may  profitably  be  apj)Iied  upon  hard  rock  where  fuel 
is  cheap  and  the  ventilation  is  good. 

Miners'  Tools. — The  operations  to  be  performed  by  the  miner 
consist  in  breaking  down  the  mineral  or  rock,  removing  the 
broken  material,  and  illuminating  the  place  of  work.  These 
require  groups  of  tools  the  nature  of  which  varies  with  the  char- 
acter of  the  mine  in  which  the  work  is  performed.  The  mineral 
may  be  broken  down  by  picks,  drills,  striking-hammers,  sledges. 
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augers,  gads,  moils,  wedges,  and  feathers.  Auxiliary  took  are 
also  employed,  such  as  the  swab,  spoon,  gun,  etc.,  when  the  mate- 
rial is  tough  enough  to  require  blasting.  In  the  latter  case,  in 
addition  to  the  striking-hammers  and  drills,  will  also  be  required 
the  tools  for  making  powder  cartridges,  cans  for  carrying  the 
same,  and  needles,  squibs,  fuses,  etc.,  to  ignite  the  powder.  The 
mineral  is  removed  by  the  aid  of  shovels,  picks,  and  spades; 
occasionally  sledges  and  crowbars  are  required  for  loosening  or 
breaking  fragments  too  large  for  convenient  handling.  The 
illumination  of  the  place  of  work  will  require  a  candle  and  its 
stick,  or  oil-lamp  and  an  oil  supply. 

All  toob  loaned  or  handed  to  the  miners  are  entered  on  an 
account  against  them,  as  otherwise  many  would  be  lost  in  the  waste, 
or  otherwise  disappear.  A  check  is  made  of  the  condition  of  all 
tools  returned  by  the  men.  Steel  should  be  measured  or  weighed 
out  on  delivery  at  the  beginning  of  the  day,  month,  or  contract. 

Rotary  Drills. — ^The  second  class  of  drills  cut  away  the  rock 
by  the  rotary  motion,  and  according  to  the  character  of  the  cut- 
ting bit  they  are  breast-augers,  roof-augers,  and  machine-power 
augers,  worked  by  compressed  air  or  electricity. 

Hand  Boring-machines  consist  of  a  drill-piece  of  twisted  steel, 
welded  to  an  iron  stem  and  fixed  to  the  end  of  a  long  screw  pass- 
ing through  a  nut  which  is  supported  on  an  upright  bar  by  a  ball- 
and-socket  or  imiversal  joint,  permitting  any  direction  of  bore. 
The  rotary  motion  is  communicated  to  the  drill-screw  by  two 
bevel-gear  wheels,  or  directly  by  a  revolving  handle  at  the  rear 
of  the  screw.  The  bit  may  be  a  wedge-shaped  bit  with  a  V  edge, 
or  it  may  be  twisted  into  the  common  auger  form. 

The  form  illustrated  in  Fig.  292  is  a  special  bit  used  by  bitu- 
minous miners.  The  shank  to  which  the  twisted  steel  bit  is 
welded  is  bent  to  form  a  handle  and  terminates  in  a  breastplate 
(Fig.  293).  The  boring  of  the  holes  is  accomplished  by  hand, 
the  pressure  being  applied  by  the  weight  of  the  body  against  the 
plate.  The  bits  of  these  augers  are  from  i  J  to  2  J  inches  in  diam- 
eter. Sectional  augers  are  more  convenient  for  delivery  to  the 
blacksmith,  therefore  they  are  made  removable  from  the  shank. 
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Of  the  hand-  and  roof-power  augers  there  are  several  styles, 
the  two  general  classes  being  the  grip-drill  and  the  post-drill. 
The  grip-drill  (Fig.  294)  has  a  metal  rest  a  for  the  feed-screw 
nut  i,  in  which  the  feed-screw  c  turns  while  the  hole  is  being 
bored.  A  small  recess  in  the  coal  is  provided  into  which  the 
grip-bar  d  is  driven  and  wedged  and  thus  gives  stability  to  the 
machine.    The  boring  can  be  done  from  the  side  or  end. 


Fig.  292. — ^A  Bituminous-coal  Bit. 
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Fig.  293. — A  Breast  Drill. 


Fig.  294. — A  Orip-drill. 

The  post-drill  consisls  of  a  suitable  borer  attached  to  the 
post,  which  is  usually  placed  upright,  having  a  jack-screw  at  one 
end  and  firmly  wedged  between  the  floor  and  the  roof.  The  post 
is  split  or  may  be  obtained  solid.  The  drill  is  attached  to  the 
feed-screw  which  advances  through  the  feed  end  by  a  handle 
and  crank  operating  the  gearing  shown.  The  universal  joint  sup- 
porting the  drill-gear  permits  holes  to  be  drilled  in  any  direction. 


MIXERS'  TOOLS. 


Portable  Power  Borers. — The  Jeffrey  rotary  electric  coal- 
drill   (Fig.  Z95)  has  a  small  enclosed  motor  on  the  end  of  whose 


FlO,  895-— The  Jeffrey  Rotary  Electric  Coal-driB. 

armature-shaft  is  a  small  pinion-gearing  with  a  larger  wheel. 
Two  drills  are  used  for  each  hole,  one  being  3  feet  and  the  other 
6  feet.  The  time  required  to  drill  a  6-foot  hole  in  ordinaiy 
bituminous  coal,  with  either  type,  is  from  twelve  to  fourteen 
minutes.  In  addition  to  gearing  for  hand-power  drills  there 
are  ratchet  attachments  for  driving  them  in 
such  places  where  the  holes  must  be  drilled  too 
close  to  reach  the  roof  or  the  floor  for  the  crank- 
motor  to  be  used-  It  requires  from  J  to  i  horse- 
power to  drive  them.  The  power  is  communi- 
cated through  gears  and  a  small  pinion  by  which 
rotation  is  produced,  A  feather  on  the  larger 
gear-wheel  slides  along  a  longitudinal  slot  in  the 
feed-screw  and  permits  of  an  advance  of  the  bit 
with  the  progress  of  the  boring.  These  force  the 
drill  forward  at  any  determined  rate  without  un- 
duly crowding  the  bit, 

A  similar  pattern  of  drill  {Fig.  296)  is 
operated  by  a  small  air-engine  or  by  hand.  In 
a  hand-borer  this  drill  is  serviceable  where  electric  or  air  coat  ' 
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cutters  are  also  employed.  Unless,  however,  the  power-plants  are 
to  be  installed  for  other  purposes,  it  is  hardly  necessary  to  install 
one  safely  for  the  use  of  these  drills,  so  long  as  equally  serviceable 
hand-power  drills  can  be  obtained. 

In  loose  material  and  shattered  rock,  shovels  and  spades  are 
the  only  tools  needed;  clays  and  soft  rocks  require  picks,  crow- 
bars, and  shovels;  ground  that  is  scaly,  brittle,  and  seamy  is 
spUt  by  wedges  in  different  ways.  Massive  rock  cannot  be 
broken  without  the  hammer  and  drill.  Powder  and  explosives 
are  used  in  the  latter  case,  and  occasionally  in  the  others,  as 
auxiliary  aid.  For  economy  and  speed,  there  are  machines  which 
are  driven  by  steam,  electric,  or  pneumatic  power,  imitating  the 
operations  of  the  above  hand  tools. 

Underholing  Bituminous  Coal. — ^The  operation  called  under- 
cutting, underholing,  bearing  in,  or  kirving,  consists  in  cutting  a 
groove  underneath  a  mass  of  coal  in  the  soft  floor,  or  in  the  coal 
itself,  to  a  depth  about  equal  to  the  thickness  of  the  bed.  The 
groove  is  9  inches  high  at  the  face  and  about  2  inches  at  the  back. 
The  coal  is  propped  by  sprags  while  the  miner  is  engaged  in 
digging  a  deep  groove.  The  coal  then  freed  below  may  be 
broken  off  by  the  pressure  of  the  roof  overnight,  or  its  fall  may  be 
furthered  by  a  few  drill-holes  loaded  with  ix)wder.  The  block 
may  also  be  sheared  by  grooves  along  the  sides  of  the  rooms  or 
stalls,  cut  vertically  from  roof  to  floor.  Sometimes  all  three 
methods  are  practised  to  break  the  coal  down.  Shearing  is 
more  expensive  than  undercutting,  hence  is  used  only  for  shallow, 
firm  coal  or  under  a  very  strong  roof.  The  cleats  in  the  coal 
materially  assist  in  its  breaking.  Anthracite  is  too  firm  to  be 
treated  in  this  way;  it  must  be  blasted  olT  the  solid. 

Shooting  Off  the  Solid. — I'his  term  is  employed  to  designate  the 
character  of  blasting,  which  is  in  practice  in  the  anthracite-coal 
mines  wherever  there  is  but  one  face  exposed  toward  which  a 
blasting  agent  may  operate.  In  anthracite  mines  this  practice 
is  universal,  the  miner  exploding  the  holes  so  that  each  succeeding 
one  will  have  a  free  face  for  blasting.  In  flat  beds  he  makes 
centre  cuts  (Chapter  VII)  on  the  face  by  blasting  wedged-shaped 
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masses  of  coal.  In  pitching-beds  he  blasts  in  the  coal  near  the 
floor  and  undermines  the  bed.  By  systematic  work  a  keg  of 
25  lbs.  of  powder  can  thus  blow  down  from  30  to  50  cars  of  coal. 
This  practice  is  warranted  in  bitiuninous  mines  when  the  coal 
is  to  be  delivered  to  the  coke-ovens,  but  not  when  it  is  to  be 
marketed  for  domestic  use. 

Shovels. — ^The  ordinary  shovels  are  made  of  iron  plate  rolled 
under  a  welding  heat  with  an  edge  of  steel,  and  ears  drawn  out 
for  the  handle.  A  concavity  to  the  blade  imparts  stiffness  and 
carrying  capacity  to  the  tool.  Such  a  scoop-shaped  shovel  is 
preferred  by  the  anthracite  miner.  The  end  of  the  shovel  is 
square  or  pointed,  according  to  its  uses.  The  pointed  blade 
with  the  long  handle  is  the  most  used.  That  of  the  "diamond 
label"  is  the  most  popular;  the  width  of  blade  in  inches  desig- 
nates the  commercial  number  or  size  of  the  shovel. 

Picks. — ^The  pick  is  variously  known  as  a  pike,  mandril,, 
slitter,  hack,  and  mattock,  according  to  its  shape  and  length. 
It  is  of  iron  with  steel  tips  or  all  steel.  It  has  an  opening  or  an 
eye  in  the  centre,  the  ends  being  pointed  to  a  pyramidal  shape 
or  a  chiselled  edge.  The  points  or  tips  are  hardened  to  suit  the 
nature  of  the  work  to  be  done.  They  are  the  wearing  parts  and 
should  be  replacable.  On  this  account  the  all-steel  pick  is  not 
serviceable.  Each  sharpening  after  use  consumes  an  amount  of 
metal,  which,  in  time,  reduces  it  to  an  inconvenient  length.  An 
iron  pick  14  inches  long  with  two  steel  tips  wedged  into  the  ends 
gives  longer  service,  for  the  points  when  worn  out  may  be  replaced. 
Removable  points  are  sometimes  supplied  with  picks.  "Pick 
steel"  is  a  special  steel  in  bars  ii"Xt"  or  ii"Xj"  which  are 
cut  into  suitable  lengths. 

The  picks  are  generally  made  at  the  mine  by  welding  into  the 
iron  lengths  of  steel  wedged  and  pointed.  When  finished  they 
are  about  22  inches  long,  though  some  are  29  inches  long,  and 
in  the  hands  of  the  "box"  cutters  arc  doing  remarkable  "  jadding" 
(cutting  the  top).  The  weight  of  picks  varies  between  2  and 
9  lbs.,  with  3i  or  4  lbs.  as  an  ayerage,  the  heavier  weights  being 
used  for  downward  cutting. 
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The  eye  of  the  pick  is  oval.  It  is  formed  by  gashing  the  red- 
hot  bar  in  the  middle,  upsetting  it,  cutting  it  open  by  a  drift,  and 
hammering  out  stout  cheeks  with  abundant  metal  at  the  sides 
and  a  bearing  surface  for  the  handle  as  long  as  possible.  All 
of  the  strain  of  prying  by  the  points  and  handle  falls  upon  the  eye, 
which  therefore  must  be  stout. 

The  shape  and  weight  of  the  pick  depends  on  the  service  it 
is  to  give.  There  is  the  straight  or  the  curved  pick,  the  anchor- 
or  the  poll-pick,  each  having  favor  for  certain  work.  Indeed, 
in  the  same  mine  several  forms  are  to  be  seen,  perhaps  as  a  matter 
of  individual  prejudice.  The  straight  pick  assists  the  reach,  the 
curved  pick  enables  a  more  effective  blow  to  be  struck.  So, 
for  overhand  work,  for  underhoUng,  and  for  getting  into  comers, 
a  straight-head  pick  is  used,  but  does  not  strike  as  well  in  down- 
ward work  as  the  curved.  The  curve  of  the  latter  should  be  an 
arc  of  a  radius  equal  to  the  combined  lengths  of  the  arm  and 
handle. 

Usually  the  bituminous-coal  miner  has  a  light  pick  of  2  or 
3  lbs.  weight  for  the  clay  and  a  heavier  one  for  cutting  bony 
coal,  slate,  etc.  The  light-weight  picks  have  one  square  chiselled 
edge  and  a  pointed  one.  The  anthracite  picks  arc  heavier.  The 
poll-pick  used  for  prying  loose  coal  from  the  face  or  rock  from 
the  roof  is  as  heavy  as  can  be  conveniently  handled. 

The  pick  is  single-  or  double-pointed.  In  the  first  variety  the 
other  end  is  forged  into  a  hammer-head,  known  as  a  "poll,"  and  is 
used  for  breaking  fragments  or  driving  a  wedge.  The  tapered  or 
chiselled  end  of  the  pike  is  used  to  pr>'  into  and  slit  the  rock  with 
the  leverage  obtained  from  the  length  of  handle.  For  soft  ground 
the  pointed  end  is  long  and  slender. 

The  handle  or  helve  of  hickor\^  or  ash  is  a  straight-grained, 
firm,  well-trimmed  stick.  It  is  trimmed  to  the  shape  of  the  eye 
and  wedged  tight  by  a  pair  of  iron  feathers.  The  handle  should 
be  at  right  angles  to  the  pick.  When  so  fastened,  the  arcs  drawn 
bv  the  tii)s,  using  the  handle-ends  as  centres,  will  have  equal  radii. 
The  length  of  American  handles  is  about  28  inches;  those  of  the 
English  are  30  to  35  inches. 
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Breaking  Dimension  Stone. — Quarrying  at  the  surface  involves 
the  procural  of  blocks  of  stone  of  definite  shape  and  size  suitable 
for  dressing  by  the  stone-mason  to  desired  dimensions.  The 
process  must  be  such  as  to  ensure  with  some  degree  of  accuracy 
the  shape  desired  without  injury,  and  the  rupturing  agents  must 
be  less,  violent  than  powder.  Wedges  were  therefore  used,  though 
they  are  rapidly  becoming  obsolete.  The  primitive  wedges  were 
of  dry  or  wet  wood.  Now  they  are  of  steel  or  iron.  They  were 
forced  or  hammered  into  the  planes  of  cleavage  of  the  rock,  spUtting 
the  latter  along  the  given  directions. 

In  Fig.  306  is  illustrated  a  block  being  split  by  a  number  of 
plugs.  The  wedges  are  driven  by  a  sledge  in  succession,  begin- 
ning at  either  end  and  working  toward  the  centre,  each  one  receiv- 
ing a  few  taps  in  turn.  The  holes  are  put  alternately  long  and 
short,  and  of  a  depth  12  to  20  inches,  according  to  the  thickness 
of  the  stone. 

The  rock  may  also  be  broken,  by  forming  a  rift  along  the 
face,  by  a  sledge.  The  stone  is  then  pounded  along  a  given  line 
rapidly,  until  the  continual  concussion  overcomes  the  tenacity  of 
the  stone,  and  starts  a  crevice  along  the  line  into  which  a  wedge 
may  be  inserted  and  driven. 

The  Pltig  and  Feather  are  more  efficient  than  the  simple 
wedge.  The  plug  is  a  flattened  wedge  and  the  feathers  have  two 
wedges  each,  with  one  face  flat  and  the  other  curved.  They  are 
introduced  into  a  drilled  hole  with  their  points  up.  The  plug 
is  hammered  between  them  and  the  design  is  such  that  the  feathers 
are  forced  apart  at  the  bottom  of  the  hole  with  greater  power 
than  at  the  top. 

Hydraulic  Wedges. — HydrauUc  wedges  have  been  used  with 
good  success  at  the  collieries  near  Saarbruecken,  the  position  of 
the  driving- wedge  being  reversed  from  that  of  the  plug,  the  thicker 
end  being  placed  in  the  bottom  of  the  hole  and  the  edge  near  the 
top.  Fitting  between  the  two  half-round  wedged  cheeks  which 
point  down,  it  is  driven  from  below  upward  by  the  hydraulic 
pressure,  or  the  force  from  the  explosion  of  powder.  This  snaps 
the  rock  in  the   plane  of  the    thin  edge.     Dimension   stone  is 
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obtained  in  some  quarries  by  this  process,  but  the  risk  of  huffing 
off  the  rock  at  the  top  of  the  hole  is  great. 

Gads  or  Hoils  are  very  useful  accompaniments  to  every 
miner's  equipment,  differing  from  the  early  wedges  only  in  that 
they  have  pointed  tips,  not  chiselled  edges.  A  piece  of  steel  that 
has  done  service  for  drilling,  has  been  dressed  and  smithed  until 
it  is  less  than  lo  inches  long,  and  can  no  longer  be  used  for 
starting  a  hole,  is  converted  into  moil  by  tapering  off  the  bit- 
point.  It  is  used  for  chipping  or  trimming  the  roCk,  for  a  smooth. 
bearing  to  timbers,  etc.  It  is  used  in  the  Lake  Superior  copper- 
mines  for  "blockholing"  or  splitting  the  large  masses  of  copper. 
It  is  almost  indispensable  in  hard  rock,  and  a  number  of  them^ 
sharpened  and  hardened,  should  always  be  on  hand  for  the  use  of 
timbermcn  and  shaftsmen, 

A  crowbar  is  a  tool  of  occasional  service  underground.  It  is. 
a  long,  unhardencd,  steel  bar  with  a  point  at  one  end,  and  serves, 
as  a  pry. 

Jumpers  and  Drill-rods. — Percussion  on  the  rock  is  accom- 
plished by  a  jumper  for  vertical  holes  only  or  by  a  drill  for  holes- 
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rtf  any  angle.  These  arc  heavy  steel  bars  provided  with  cutting- 
cdKcs,  which  may  he  straight,  concave,  or  convex,  and  acute 
(aiim)  or  "hluff"  (Fif;.  2<)-j),  the  shape  being  somewhat  a  mailer 
of    individu;\l    prefcR'nce    and    skill.      The    bit    is   shaped    by 
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the  blacksmith,  who  hammers  the  red-hot  end  of  a  steel  drill- 
rod  to  a  wedge-shape,  flaring  it  out  to  a  width  somewhat 
greater  than  that-  of  the  rod.  The  edge  is  worked  to  a  straight 
or  curved  form,  and  then  hardened  by  reheating  the  end  to 
the  proper  degree  and  plunging  it  into  a  cooling  fluid.  The 
convex  bit  is  stronger  than  the  straight  bit,  and  transmits  the 
blow  better  with  less  risk  of  fracture  at  the  corners.  The 
cutting  edge  of  f-inch  drills  is  ij  inches  wide,  and  other  sizes 
are  correspondingly  flared.  The  other  end  of  the  drill-rod  is 
not  dressed  after  being  cut  ofif.  It  receives  the  blow  of  the 
striking  hammer.  When  both  ends  of  the  di  ill- rod  are  worked 
with  cutting  edges  the  tool  is  known  as  a  jumper. 

The  Jjmpor  is  a  heavy  5-  or  6-foot  round  iron  bar,  heavier 
near  the  middle  and  hammered  to  an  edge  at  each  end.  A  hole 
is  churned  down  into  the  rock  by  lifting  the  jumper  and  allowing 
it  to  fall,  after  which  it  is  turned,  slightly  raised,  and  dropped  a 
foot  or  so.  When  one  bit  is  dulled  the  jumper  is  reversed  and 
the  other  end  continues  the  operation.  In  this  way  a  hole  is 
**  jumped  down."  The  ddbris  is  cleaned  out  at  intervals  by  a 
scraper  or  a  spoon.  Coal  and  limestone  are  churned  in  this  way 
at  a  rate  of  40  or  50  feet  of  hole  in  a  shift;  granite,  at  15  feet. 
The  jumper,  with  one  cutter  and  a  head  for  hammering,  has  lost 
the  significance  of  its  name  and  is  properly  a  drill. 

The  Drill. — ^The  steel  rods  for  hand-  or  power-drills  are  pro- 
cured in  lengths  of  14  feet  and  of  any  diameter.  Though  there 
arc  many  grades,  the  English  Jessop  and  the  American  brand 
** Black  Diamond"  have  oronounced  adherents.  The  steel  is 
round  or  octagonal,  the  diameters  usually  being  between  J  and 
2  inches.  The  length  of  the  bar  depends  upon  the  depth 
of  the  hole  to  be  drilled.  The  rods  of  less  than  i  inch  are  used 
only  for  short  holes  and  light  hammering,  as  when  a  miner 
both  holds  the  drill  and  strikes  it  with  a  hammer.  In  "double- 
hand  work,"  where  a  companion  strikes,  the  diameter  of  the 
drill  is  between  i  and  ij  inches.  For  "three-hand"  or  "double- 
hammer"  work  the  steel  may  be  as  large  as  2  inches,  though 
it    is    doubtful    if  a  hand-drilled   hole  greater  than   i^^   inches 
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diameter  is  justifiable.  Generally  speaking  it  is  preferable  to 
have  the  drill  as  large  as  possible  to  transmit  the  blow,  and  also 
to  produce  a  hole  as  broad  as  convenient.  The  drill  of  small 
diameter  is  rather  light  and  yields  under  the  blow  without  trans- 
mitting the  effect. 

Drilling  Operations. — ^The  hole  is  drilled  by  the  repeated 
percussive  blows  upon  the  drill  by  the  hammer.  The  rock  is 
chipped  by  the  concussion  of  the  bit;  after  each  stroke  the  drill 
is  turned  slightly  and  the  blow  repeated.  Though  the  hole 
may  be  drilled  without  the  addition  of  any  water,  it  is  never- 
theless the  practice  to  occasionally  introduce  some  water  into 
the  hole  to  preserve  the  temper  of  the  tool  and  to  facilitate  the 
removal  of  the  debris. 

The  lengths  of  drills  employed  increase  with  the  depth  of 
the  hole  and  its  progress,  the  starting  drill  being  a  short,  stout 
drill  of  comparatively  large  diameter,  and  the  finishing  drill,  30 
to  36  inches  in  diameter,  being  of  smaller  diameter.  The  several 
lengths  of  drills  constitute  a  set,  the  bits  of  a  set  being  flared  less 
with  each  increasing  length  of  drill. 

The  depth  of  holes  varies  with  the  character  of  the  work.  It 
rarely  exceeds  36  inches  with  double-hand  work  and  averages 
25  inches  in  single-hand  work.  In  hard,  brillle  rock  the  holes 
are  made  deep  and  narrow,  while  in  the  tough  and  fissured  mate- 
rial they  are  short  and  broad.  Deep  holes  are  more  economical, 
but  the  miner  usually  refrains  from  drilling  to  the  limit,  except 
upon  rare  occasions,  because  of  the  difl'iculty  arising  from  leaving 
the  ground  in  poor  shape  for  subsecjuent  blasting,  as  will  be 
seen  in  the  Chapter  on  Blasting.  The  miner  places  the  direc- 
tion of  the  holes  and  carries  them  to  such  a  depth  as  will  enable 
him  not  only  to  produce  a  maximum  effect,  but  also  to  leave  a 
suitable  free  face  for  attack  by  the  subsequent  shots.  As  to 
diameter,  it  is  cheaper  to  drill  a  small  hole  and  to  increase 
the  strength  of  powder  than  to  have  a  hole  of  large  diameter 
with  a  large  quantity  of  weak  powder.  The  work  of  drilling 
a  ij-inch  hole  is  nearly  three  times  that  of  putting  down 
a    J -inch    hole   of  the    same    length;     the    relative    volumes  of 
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the  rock  pulverized  are  as  the  square  of  the  diameters;  or, 
in  other  words,  all  else  being  equal,  25  lineal  feet  of  small 
holes  can  be  put  down  while  9  feet  of  the  ij-inch  hole  are 
being  drilled. 

Twelve  feet,  in  the  aggregate,  constitute  a  stent  with  double- 
hammer  work,  and  9  feet  of  holes  with  the  single  hanuner  and 
one  striker.  In  the  case  of  single-hand  work  the  bits  are  smaller 
in  diameter  than  in  the  double-hand  work  for  a  gang  of  two 
strikers.  About  30  inches  of  holes  can  be  drilled  per  shift  by 
single-hand  work  in  rock  of  a  medium  character.  In  rare  excep- 
tions the  progress  may  be  as  great  as  5  feet  per  man. 

The  consumption  of  steel  varies  with  the  tool,  but  an  average 
may  be  given  as  about  i  lb.  for  15  tons  of  rock  blasted. 

Removing  the  Drillings. — During  the  progress  of  drilling 
the  debris  is  removed  by  a  squib,  stick,  spoon,  or  gun,  accord- 
ing to  the  circumstances.  The  spoon  is  a  round  |-inch  iron 
bar,  40  inches  long,  having  a  handle  at  one  end  and  a  spoon  at 
the  other,  which  latter  is  made  by  curving  slightly  the  lower  5  or 
6  inches  of  its  length  and  bending  up  a  spoon  at  the  end.  The 
gun  is  a  syringe,  made  of  a  length  of  gas-pipe  and  fitted  with  a 
suction- piston  having  ahandle  on  its  rod.  By  these  appliances 
the  load  may  be  removed  from  the  hole  more  effectually  than 
can  be  done  by  the  spoon.  The  latter  is  employed  for  scraping 
the  sand  from  a  dry  hole.  The  swab-stick  is  sometimes  used 
to  remove  the  last  remnant  of  moisture  in  the  hole  prior  to 
charging  it  with  powder. 

Hammers  are  employed  for  breaking  large  fragments  of 
rock  and  for  striking  drills.  In  weight  and  finish  of  their  faces 
they  differ.  The  face  is  usually  flat  and  very  hard.  The  convex 
striking-face  is  rarely  used.  Striking-hammers  are  not  used  for 
rock-breaking,  which  duty  is  left  to  the  sledges. 

For  single-hand  work  the  hammer-head  weighs  3^  to  5  lbs. ; 
for  double-hand  work,  5  to  7  lbs.,  except  for  wedge-driving;  it  is 
short  with  a  broad  face,  with  a  handle  correspondingly  short  or  long. 

Single-hand  and  Double-hand  Work. — By  single-hand  work 
is  understood  the  method  of  drilling  holes  by  a  single  individual, 
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who  holds  the  drill  in  one  hand  and  strikes  it  with  a  hammer  in 
the  other.  In  double-hand  work  the  operations  of  holding  and 
turning  the  drill  and  of  striking  the  tool  are  performed  by  tw^o 
men.  In  double-hammer  work  the  gang  is  composed  of  three 
men — two  striking-  and  one  holding.  Except  in  very  hard  rock, 
in  which  satisfactory  progress  is  made  by  double-hammer  work, 
single-hand  work  is  the  usual  practice  in  narrow .  places  and 
double-hand  work  where  the  room  is  sufficient  to  allow  of  swing- 
ing the  sledge  for  a  blow.  For  many  reasons  the  double-hand 
work  is  almost  universal.  Though  many  objections  obtain  to 
its  practice,  it  has  an  advantage  in  enabling  the  men  to  alter- 
nate the  work  of  striking  and  holding  and  thus  relieve  one  another. 
But  the  benefits  derived  from  the  single-hand  work  are  so  great 
that  where  it  is  possible  of  introduction  it  is  employed. 

Drinker  says  that  in  the  point  of  economy  of  time  and  money 
^* one-hand  drilling**  is  from  30  per  cent  in  soft  schist  to  20  per 
cent  in  soft  sandstone  cheaper  than  "two-hand  drilling."  In 
hard  rock  "one-hand  drilling"  gives  the  more  rapid  advance. 
Dr.  A.  Serlow,  in  his  "Leitfaden  zur  Bergbaulunde,"  believes 
that  except  in  shaftwork  all  other  forms  of  drilling  may  be  exe- 
cuted more  accurately  by  the  "  single**  than  by  the  "  double-hand,  *' 
and  perhaps  more  cheaply. 

Itemizing  the  Drilling  Expenses. — There  are  various  methods 
of  apportioning  the  cost  of  broken  ground.  One  simple  method 
consists  in  keeping  the  supplies,  such  as  drill  steel,  tools,  etc., 
under  one  heading;  the  power,  fuse,  caps,  oil,  and  candles  as 
sundries;  the  labor  by  itself;  while  the  fixed  charges,  such  as  office 
and  shipment  expenditures,  are  given  separate  accounts.  Occa- 
sionally the  labor  item  is  subdivided  and  distributed  as  a  guide 
for  future  economies.  It  may  be  possible  thereby  also  to  ascer- 
tain the  number  of  tons  or  cars  broken  per  miner,  from  which 
may  be  fixed  a  standard  of  settlement.  Again,  the  cost-sheet  may 
be  divided  into  accounts  as  follows:  Under  labor  are  miners, 
drilling,  blasting,  trammers,  blacksmiths,  engineers,  timbermen. 
trackmen,  engineering,  and  superintendence.  The  minerals- 
account  contains  items  for  powder,  caps,  and  fuse,  oils,  waste. 
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candle,  coal,  stable  repairs,  track  tools,  and  timber;  and  the  mis- 
cellaneous account  includes  office  expenses,  taxes,  insurance, 
sinking-fund,  interest,  and  shipments.  These  different  items  are 
reduced  to  cost  per  ton  of  product  as  well  as  the  aggregate  cost 
per  week  or  month.   . 

The  Blacksmith  Shop. — The  duties  and  work  of  the  blacksmith 
may  not  seem  relevant  to  the  engineer,  but  no  manager  can  afford 
to  be  ignorant  of  any  element  connected  with  the  economy  of  his 
work.  As  a  matter  of  fact,  it  is  highly  essential  that  the  latter 
be  capable  of  judging  the  performance  of  the  blacksmith,  who 
is  the  butt  between  the  complaints  of  a  miner's  inefficiency  and 
that  man's  retorts  in  pleading  bad  tools.  A  smith  who  can 
sharpen  tools  suitably  for  hard  ground  is  held  in  high  esteem  by 
miners.  The  equipment  of  the  shop  comprises  a  full  kit  of 
tools,  costing  perhaps  $30.00,  a  good  bellows  and  tuyeres,  Peter's 
anvil,  vise-taps  and  dies,  twist-drills  and  hoop  iron,  an  assort 
ment  of  carriage-  and  machine-bolts,  screws,  spikes,  nails,  a  few 
horseshoeing  tools,  benches,  etc.  The  building  is  about  I4'xi2' 
with  hinged  door-openings,  near  or  over  the  fire  and  in  the  two 
walls,  for  working  long  bars.  If  machine-drills  are  used  in  the 
mine,  a  set  of  special  swages  are  necessary  for  finishing  the  bits 
to  the  X,  Z,  or  -f  form,  as  required. 

The  miners,  who  usually  must  pay  for  the  wasted  steel  or  for 
the  sharpening  of  bits,  are  entitled  to  the  services  of  a  competent 
blacksmith  and  suitable  drill  steel.  The  charge  is  usually  $1 
per  month  in  coal-mines  and  3  cents  per  bit  in  metalliferous 
mines.  The  sharpening  is  often  done,  even  for  contractors, 
at  the  expense  of  the  mine. 

For  a  small  mine  employing  20  men  in  all,  i  blacksmith 
will  suffice,  though,  of  course,  it  depends  upon  what  he  must 
do.  A  good  sharpener  can  dress  tools  for  20  men  on  medium 
rock,  or  swage  the  I  or  X  bits  for  7  machine-drills.  Excepting 
the  pointing  of  picks,  the  cutting  of  steel,  and  the  handling  of 
Inr^^e  pieces,  he  will  need  no  striker.  With  this  help  he  can 
make  12  heavy  picks,  20  light  ones,  or  weld  40  pick-stems  in  a 
shift;    or  he  can  finish  2  sets  of  colliers'  tools  of  5  coal-picks 
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2  wedges,  a  hammer,  and  2  bottom-picks.  Alone,  he  can  dress 
40  bits  an  hour;  with  help,  he  can  forge  25  double  hand-bits, 
or  draw  out  and  temper  50  pick-points  per  hour. 

Forge  Fuel. — One  important  element  of  success  in  forging 
iron  is  a  clean,  pure  fuel.  This  may  be  a  slightly  caking  coal 
that  gives  flame  and  a  high  heat,  or  coke  which  is  hotter  but 
more  difficult  to  keep  alight.  The  coal  should  be  clear  of  shale 
and  slate,  for  they  fuse  and  make  a  pasty  cinder  that  adheres  to 
the  iron.  It  must  be  free  of  sulphur,  which  makes  the  iron  "hot 
short"  and  also  tends  to  produce  scales  while  forging#  For  the 
latter  reason  white-ash  coal  is  preferred  to  red-ash  coal. 

Welding. — A  very  useful  property  of  wrought  iron  is  its 
capability  of  welding,  by  which  two  short  lengths  may  be  united 
to  form  a  bar  of  a  serviceable  length.  The  process  consists  of 
wedge-tapering  an  end  of  each  bar,  heating  them  to  red,  and  sub- 
sequently hammering  the  softened  parts  together.  A  more 
difficult  joint,  known  as  the  split,  is  described  further  on  in  the 
steeling  of  picks.  If  the  welding  has  been  well  done,  the  point 
of  union  is  as  strong  as  any  other  part  of  the  bar.  Precaution 
must  be  taken  to  keep  the  surfaces  clean  and  free  from  scales, 
which  would  interfere  with  perfect  welding  contact  and  are  so 
apt  to  form  in  a  thin  fire  of  the  forge.  Scales  are  due  to  the 
oxidation  of  the  iron,  which  while  red-hot  is  not  sufficientlv  sur- 
rounded  by  ignited  carbon  to  consume  the  free  oxygen  of  the  air. 
When  the  layer  of  fuel  is  thin,  or  where  too  much  blast  is  given, 
the  nascent  iron  absorbs  the  oxygen.  Once  formed,  the  scales 
cannot  be  melted  or  fused  off,  but  their  formation  may  be  pre- 
vented by  a  liberal  covering  of  fuel  over  the  iron  or  by  sprinkling 
borax  over  the  surfaces  during  the  heat.  Sometimes  sand  may 
do  instead  of  borax,  though  it  requires  a  higher  temperature  for 
its  fusion.  With  proper  regulation  of  fire,  steel  may  also  be 
welded  to  iron  with  advantage;  as,  for  example,  the  steel  ends 
of  a  pick,  which  receive  the  wear  of  the  rock,  are  welded  into  the 
iron  head  of  the  pick- eye. 

Steel   is  a  compound  of  carbon  with  iron  in  varying  propor- 
tions.    H.  M.  Howe,  in  his  "Metallurg}^  of  Steel,''  says  that  steel, 
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in  Its  specific  sense,  is  "a  compound  of  iron  possessing  or  capable 
of  possessing  decided  hardness  simultaneously  with  a  valuable 
degree  of  toughness  when  hot  or  when  cold,  or  both.  It  includes, 
primarily,  compounds  of  iron  combined  with  from,  say,  0.3.  to 
2  per  cent  carbon,  which  can  be  rendered  decidedly  soft  and  tough 
or  intensely  hard  by  slow  and  rapid  cooling,  respectively;  and, 
secondarily,  compounds  of  iron  with  chromium,  tungsten,  man- 
ganese, titanium,  and  other  elementary  compounds,  which,  like 
carbon  sleel,  possess  intense  hardness  with  decided  toughness." 
*'The  terms  *iron'  and  *  steel'  are  employed  so  ambiguously 
and  inconsiderately  that  it  is  to-day  impossible  to  arrange  all 
varieties  under  a  simple  classification."  The  various  adjectives 
qualifying  the  term  "spring,"  "shear,"  etc.,  apply  to  the  uses 
to  which  the  steel  is  put,  and  imply  a  certain  percentage  of  car- 
bon constituency. 

Hardening  Steel. — ^The  homogeneity  of  steel  and  the  presence 
of  carbon  imparts  to  it  a  capability  of  hardening  and  tempering 
to  a  degree  depending  on  the  temperatures  of  the  heating  and 
the  subsequent  cooling.  As  the  amount  of  carbon  increases, 
Ihe  melting-point  of  the  iron  decreases;  and  this  greater  fusi- 
bility reduces  its  welding  quality. 

A  steel  is  said  to  be  "hardened"  if,  when  red-hot,  it  is  suddenly 
cooled.  The  reason  for  this  change  is  not  readily  understood, 
though  it  is  in  some  degree  owing  to  the  presence  of  the  carbon; 
for  pure  malleable  iron  is  not  in  the  least  affected  by  the  opera- 
tion, while  both  steel  and  cast  iron  are  hardened  to  a  marked 
degree.  That  attained  by  cast  iron  by  plunging  it  into  a  cooling 
fluid  is  not  so  great  as  with  steel.  The  greater  the  difference 
in  temperature  between  the  steel  and  the  cooling  fluid  and  the 
shorter  the  time  of  hardening,  the  harder  it  becomes. 

The  fluids  used  for  the  cooling  bath  are  water,  oil,  mercury, 
and  lead,  according  to  the  care  to  be  exercised  in  the  process. 
Water,  having  the  highest  specific  heat,  performs  the  operation 
of  cooling  most  quickly.  The  steel,  however,  scales  somewhat 
and  becomes  excessively  brittle.  The  oil  is  of  slower  action 
anu  is  believed  also  to  supply  from  its  decomposition  some  carbon. 
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which  carburizes  with  the  steel.    Lead  and  mercury  are   used 
in  large  establishments. 

Tempering. — ^This  process  follows  hardening.  The  use  to 
which  the  tool  is  to  be  put  determines  the  degree  of  hardness 
desired,  but  the  latter  cannot  be  secured  accurately  without  skill 
in  one  operation  when  water  is  used.  It  may  be  attained  by  a 
bath  of  molten  lead  for  certain  uses,  but  usually  the  steel  is  sub- 
jected to  a  second  operation  of  annealing. 

The  hardened  steel  is  again  heated  to  a  red  heat  and  thus  is 
softened  slightly.     Its  point  is  then  plunged  for  an  instant  into 
a  cooling  fluid  to  harden  the  lower  end.     Withdrawing  the  article 
and  rubbing  off  the  scales,  the  heat  from  above  the  end  will  be 
conducted  to  the  edge.     A  series  of  colors  plays  over  the  surface 
in  succession  as  the  temperature  increases.     Beginning  with  a 
light  straw,  passing  through  the  shades  of  yellow,  brown,  purple, 
and  blue,  the  effects  of  the  chill  are  partially  removed,  till,  if  the 
end  should  become  red,  all  its  hardness  will  have  been  removed. 
When  the  steel  point  assumes  the  color  desired,  leaving  a  given 
degree  of  hardness,  the  tool  is  finally  cooled  by  immersion.     A 
tool  plunged  at  a  straw  is  verj^  hard,  while  one  allowed  to  anneal 
by  reheating  to  a  blue  is  quite  soft. 

Caution  is  urged  that  the  plunged  tool  while  tempering  be 
not  held  too  long  a  time  at  a  certain  color-line,  for  it  has  a  strong 
tendencv  to  break  there  when  in  use.  The  tool  should  be  slightlv 
waved  in  the  water.  Pieces  which  are  to  be  tempered  throughout 
m.ust  be  allowed  to  ''soak'';  i.e.,  become  uniformly  hot  before 
plunging. 

The  Correct  Temper  for  Tools. — The  proper  color  for  a 
given  ground  is  only  ascertained  by  experience.  Generally 
speaking,  the  picks  and  drills  arc  stopped  at  a  straw  if  intended 
for  hard  rock  and  carried  nearly  to  a  blue  for  mild  ground.  It 
is  always  desirable  to  preserve  the  toughness  of  the  steel  as  far 
as  possible;  therefore  the  lowest  color  is  selected  which  is  com- 
patible with  the  ser\'ice  to  be  performed.  A  high-carbon  steel 
is  given  a  lighter  color  than  steel  of  low  carbon. 

Metal- working   tools   are   given   a  pale  straw-yellow;   wood- 
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working  toob,  a  brownish  tint;  hatchets,  saws,  etc.,  a  light  purple; 
picks,  to  a  rose;  cold-chisels,  to  an  orange-rose;  keydrifts,  orange; 
rock-drills,  yellow-orange;  screw-cutting  dies,  light  yellow,  and 
hammer  faces,  a  pale  straw.  Few,  if  any,  miners'  tools  are  carried 
to  a  blue  temper.  They  would  be  too  soft.  Crowbars  should 
never  be  hardened,  as  they  would  be  too  brittle  under  severe 
strain. 

Bits  which   have   been   properly  tempered  will   wear   down   | 
uniformly  till  too  blunt  for  further  service.    Those  which  are  too  < 
brittle  will  be  found  to  have  broken  or  cracked  off.     The  former 
might  be  again  tempered  at  a  lighter  color  and  the  latter  should 
have  been  softened  further  during  the  sharpening. 
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CHAPTER  Vn. 

CHANNELERS.  DRILLS.  AND  COAL-CUTTERS. 

Machine   Rock-cutters. — ^The  successful  substitution  of  ma- 
chinery for  hand  labor  has  proven  a  most  important  advance  in 
mining  engineering.     Hard   rock  is  no  longer  an  obstacle    to 
extraction  of  fuel,  ore,  or  rock,  and  very  long  and  large  tunneb 
are  now  rendered  possible  in  a  comparatively  short  time.     The 
opening  of  mines  is  accomplished  in  such  short  time  and  with 
more  prompt  returns  for  the  investment  that  machine  drills  are 
employed  to  the  exclusion  of  hand  labor  for  driving  shafts  and 
tunnels.     Every  form  of  hand-labor  tool  has  been  successfully 
imitated  and  extensively  introduced.    The  quarry  methods  of 
Icwising  the  jumper,  saw,  chisel,  pick,  and  auger  find  their  counter- 
parts in  the  channeler,  percussive  drill,  coal-cutter,  and  diamond- 
drill. 

Quarrying. — ^The  quarr>'ing  of  dimension  stone  was  formerly 
accomplished  by  the  trenching  along  lines  decided  upon.  Carried 
often  to  a  lo-foot  depth  and  wide  enough  for  a  man  to  operate 
his  pick,  these  trenches  wasted  much  good  material.  These 
trenches  are  now  replaced  by  channclcrs  and  gadders,  which 
dig  as  deep  as  desired,  but  only  2  or  7,  inches  wide.  These 
machines  are  mounted  in  difTerent  styles  and  cut  perfectly  true 
lines  at  any  angle  with  or  across  the  strata. 

Channelers. — For  extensive  quarries  these  machines  are 
mounted  on  a  portable  slining  carriage,  with  boiler,  rails,  etc., 
and  a  feed  which  automatically  moves  it  with  the  progress  of 
its  channel.     A  set  (gang)  of  live  cutters  receives  a  reciprocating 

634 


636 


MANUAL   OF  MINING. 


motion  from  a  steam-pislon,  through  a  connecting-rod,  or  throu^ 
some  yielding  contrivance  from  the  cross-head  of  the  eng;ne.| 
The  latter  gives  an  elastic  blow  to, the  cutters.  Automatic  con- 
trivances keep  the  cullers  to  their  work.  Machines  arc  also 
supplied  for  cutting  two  channels  at  a  desired  distance 
apart;    these  are  known  as  "double-gang  machines"  and  cost 
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from  $1200  to  S2000  complete.  With  three  men  and  400  lbs.  of 
coal,  at  150  strokes  per  minute,  they  cut  from  75  to  400  sq.  ft. 
of  stone — the  former  in  marble,  the  latter  in  soft  lime — and  replace 
fifty  men  (Fig.  21,8). 

The   Broach-bit.— Many   quarries  emjjloy   a  small    machine  J 
similar  to  the  channelcr  mounted  on  a  transversing  and  long'.l 
stout  bar  which  maintains  the  alignment  of  the  work.     Its  frame  | 
fFig.  299)  is  comparatively  light  and  is  adjustable  to  a  high  or 
low  position.     Its   bit  may  be  a  broad  channcler  bit  and  drivi 
rectangular  holes  in  any  direction  and  to  any  desired  depth,  or,  by 
permitting  the  rotation  of  the  bit  with  each  blow,  the  ordinary 
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round  hole  may  be  drilled  by  the  same  machine.  The  broach- 
bit  proper  is  a  channeler-bit  which  breaks  down  the  partitions 
between  the  holes  drilled  by  a  previous  bit,  as  in  Fig.  299.  By 
this  machine  the  channelcr  is  cut  to  any  length  and  depth  desired, 
the  line  between  the  holes  being  directed  by  the  stout  bar  of  the 
machine.  This  machine  is  also  employed  for  drilling  holes  for 
the  plugger  and  feather  work.  By  it  300  linear  feet  of  2-foot 
holes  are  put  in  ten  hours,  or  70  square  feet  of  channeling  in 
sandstone  and  28  square  feet  in  granite. 

Lewising  is  accomplished  by  machine  by  fitting  a  tripod  with 
a  slot  movement  for  the  'drill  body  such  that  three  parallel  holes 
can  be  drilled  with  a  single  setting. 

Power  Drills. — Reciprocating  drills  employing  steam  or  air 
as  a  motor  fluid  are  of  common  use  for  piercing  the  rock.  The 
construction  of  the  drill  is  the  same  for  either  fluid,  though  the 
name  given  to  the  drill  varies  with  the  fluid  used.  A  cylinder 
of  cast  iron  is  capable  of  sliding  in  a  guide  bed-plate  (Fig.  300) 
which  is  mounted  on  a  tripod  or  a  column.  The  cutting-tool 
is  clamped  to  an  extension  of  the  piston-rod  and  the  balance  of 
the  mechanism  is  such  as  is  necessary  to  obtain  a  return  of  the 
drill  with  its  progress  and  reversal  of  the  motion  of  the  piston. 
The  essentials  for  a  successful  drill  are  simplicity  in  construction; 
as  few  mo\'ing  parts  as  possible;  a  strength  commensurate  with 
light  weight  and  easy  transportation;  variable  stroke  to  the  piston, 
whose  blow  shall  be  cushioned;  and  an  automatic  return  and 
revolution  of  the  drill.  The  weight  of  the  machine  must  be 
sufficient  to  receive  securely  a  shock  of  the  blow.  Thus  a 
piston  having  a  diameter  of  2\  inches  operating  under  an 
air  pressure  of  60  lbs.  per  square  inch  would  receive  a  con- 
stant accelerating  force  of  294  lbs.  with  every  stroke.  To 
counteract  this  recoil  its  mass  must  exceed  this  in  amount.  As 
the  steam-  or  air-drill  has  its  largest  sphere  of  usefulness  in 
remote  mining  districts  it  should  be  durable  and  require  a 
minimum  of  repairs. 

The  motor  fluid  underground  is  usually  compressed  air  and 
on  the  surface  steam,  with  an  ordinary  pressure  of  50  to  80  lbs. 
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per  square  inch.  The  horse-power  of  the  drill  is  estimated  as  a 
simple  steam-engine,  with  the  important  difference  that  the  ratio 
of  the  area  of  piston-rod  to  piston  is  larger.     Again,  the  steam- 


^^ 


Fig.  300.— a  Steam. 


ei^ine  does  its  work  throughout  the  entire  stroke,  but  the  drill- 
engine  only  at  the  end  of  its  stroke.  Hence  it  can  never  work 
expansively.    The  air  enters  the  cylinder  and  propcb  the  pislcm 
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to  the  end  of  its  stroke,  when  the  attached  drill  strikes  the  rock. 
At  that  moment  the  piston  automatically  reverses  its  own  valve, 
which  admits  air  at  the  lower  end  of  the  cylinder,  while  a  ratchet 
and  spiral  device  slightly  turn  the  tool,  which  is  being  drawn  back 
for  the  next  blow.  As  the  work  to  be  done  on  the  return-stroke 
is  merely  to  lift  the  tool,  the  annular  area  of  the  piston  is  much 
less  than  that  on  the  other  side,  and  little  power  is  consumed. 
At  the  proper  point  in  the  up-stroke  the  valves  are  again  reversed 
and  the  operation  repeated. 

The  Automatic  Steam-valve. — ^The  main  diflference  between 
the  drills  upon  the  market  is  in  construction  of  the  valve  and  the 
means  by  which  it  gives  a  reversal  of  motion  to  the  piston.  It  is 
desirable  for  rapid  penetration  that  the  number  of  blows  per 
minute  should  be  a  maximum,  but  structural  difficulties  place  a 
limit  to  the  length  of  time  between  each  blow.  It  is  essential  that 
the  full  air  pressure  be  exerted  at  the  instant  of  the  impact  and 
that  the  valve  should  not  reverse  until  the  blow  has  been  struck. 
Then  it  should  reverse  instantly,  permitting  only  sufficient  steam 
to  remain  in  the  clearance  space  under  the  piston  to  safely  cushion 
the  blow  against  the  front  head  of  the  cylinder.  The  average 
speed  is  about  200  blows  per  minute.  The  frequency  of  the 
blow  varies  with  the  ability  of  the  machine  and  is  altered  to 
suit  the  hardness  of  the  rock.  A  short  stroke,  light  blow,  and 
rapid  rate  give  the  best  progress  in  hard  rock,  and  a  hard  blow 
is  best  in  soft  rock,  provided  the  drill  does  not  "stick"  in  the 
hole. 

There  are  two  systems  of  moving  the  valves.  The  first 
requires  reversing  rod  and  tappets,  while  the  second  is  a  duplex 
system  requiring  a  fluid  to  reverse  the  motion. 

The  Tappet-valve. — ^In  the  earlier  forms  of  drills  the  valve 
was  operated  by  means  of  an  external  rod  with  an  exposed  three- 
armed  tappet  moved  by  a  projection  on  the  piston-rod,  as  in  the 
steam-pump.  The  rate  of  speed  of  a  drill,  however,  was  too 
high  for  the  mechanism  to  withstand  the  numerous  and  violent 
shocks  ensuing  at  the  time  of  the  reversal  of  the  valve. 


MANUAL  OF  MINING. 


i 


IJ^ 


The  later  forms  of  the  tappet  are 
concealed.  The  arc  of  its  motion 
is  reduced  and  a  more  compact 
machine  is  the  result  (Fig.  301). 

The    valve    motion  was    positive, 
and   though    there   are    many    disad- 
vantages inseparately  connected  with 
it,  it  is  safer  in  the  hands  of  unskilled 
labor.     This   accounts   for  its   reten- 
tion in  our  present  successful  forms. 
The  little  Rand  giant    drill  (Fig. 
■g   3C0)    is   a    tappet-moved   valve     and 
"t    requires    less    dead   space    and    con- 
"^   sumes  less  steam   than  the  Burleigh 
f.    pattern,    which    it    resembles,    whose 
t    piston   operates  two  rockers  to  oscil- 
&■  late  its  valve.     Centrally  in  the  cylinder 
-^   a    three- toed    rocker   is    located,    the 
I    upper  toe  being  fitted  into  a  recess 
in  the  valve  which  it  moves  and  the 
<   two  lower  Iocs  being  alternately  rocked 
bj'  the  piston,  to  produce  the  reversal 
of   motion.     By   thus   separating    the 
spindles    from    the    valves    and    the 
tappets  which  they  connect,  a  greater 
durability  was  obtained  than   in   the 
earlier   types   of   drills.     In   the   Ser- 
geant tap]K't-drill  the  valve   and    the 
rocker  are  ji^o  in  a  .'^ingle  three-toed 
jiiece,    driven    alicmatcly    by    either 
end  of  the  pi>U)n. 

In  the  Sergeant  iFig-  5031  the 
piston-\ahe  i?  nio\ed  by  e.vhaust 
sti-am  from  the  oppuMie  ends.  .\n 
auxiliary  slide-valve  moves  over  the 
arc  of  a  circle  by  shoulders  on   the 
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piston,  opens  and  closes  the  ports,  and  is  a  trigger  regulating 
the  movement  of  the  main  valve.  There  are  no  openings  in 
the  side  of  the  cylinder  and  no  ports  for  the  piston  to  close;  the 
exhaust  remains  open  at  one  end  till  the  blow  is  struck,  when  the 
valve  reverses  immediately. 

The  Fluid-driven  Valve. — ^This  is  a  piston- valve  which  reverses 
the  motion  of  the  piston  by  opening  the  appropriate  ports  for 
admission  and  exhaust  of  steam  or  compressed  air,  being  itself 
cause  to  oscillate  in  its  valve-chest  by  the  motor  fluid  which  is 
automatically  admitted  to  one  head  or  the  other  of  its  piston. 
It  is  adopted  in  the  Rand  "Slugger"  (Fig.  302),  the  IngersoU 
"Eclipse"  (Fig.  303),  the  Schram  drill,  and  others.  The  first 
two  named  are  of  similar  construction  and  action,  and  are  shown 
in  section.  Two  port-holes  connect  the  annular  groove  in  the 
piston  with  each  opposite  end  of  the  valve-chest  and  are  opened 
or  closed  by  the  piston  passing  over  them;  the  supply  for  one 
end  and  the  exhaust  to  the  other  end  of  the  valve-chest  are 
simultaneously  opened.  The  annular  groove,  therefore,  is  a  gen- 
eral exhaust  outlet  for  the  valve  steam,  while  the  motor  steam 
is  exhausted  by  the  valve  connecting  the  inlet  passage  with  the 
exhaust-pipe. 

There  are  no  means  on  the  piston  in  Fig.  302  for  maintain- 
ing a  steam-tight  or  air-tight  separation  of  the  two  ends.  When 
wear  occurs  the  steam  pressure  is  lost  and  leakage  ensues;  the 
exhaust  becomes  imperfect  and  the  valves  may  fail  to  act  properly. 
When  in  practice  the  machine  is  found  not  to  reciprocate  properly 
the  fault  is  usually  fovmd  to  be  due  to  wear. 

The  Schram  Drill. — ^An  account  of  the  Schram  and  the  Darling- 
ton drills  is  to  be  found  in  Andre's  "Mining  Machinery,"  from 
which  the  following  is  taken :  "  Schram's  consists  of  a  slide-valve 
and  a  sUde-rod  that  admit  steam  to  the  cylinder  for  raising  the 
piston  and  drill.  When  the  piston  passes  a  certain  front  port- 
hole, steam  enters  through  it  into  the  back  of  the  valve-chest 
at  the  same  time  that  the  front  valve-chest,  through  the  other 
port  and  the  hollow  circular  groove  of  the  piston,  communicates 
with  the  exhaust-pipe.    Steam  then  works  full  pressure  on  the 
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:slide  cylindrical  rod,  which,  with  the  slide-valve,  is  forced  towards 
the  front  valve-chest,  so  that  the  back  steam  passage  is  open 
to  the  cylinder,  and  the  front  steam  passage  connects  with  the 
exhaust-pipe.  The  piston  moves  forward,  and,  when  it  passes 
the  back  port,  allows  the  steam  to  enter  the  front  valve-chest 
at  the  same  time  that  the  back  valve-chest,  through  its  back  port 
and  the  circular  groove  of  the  piston,  communicates  with  the 
exhaust.  The  slide-rod  is  forced  back,  the  front  steam  passage 
opens,  and  the  back  passage  communicates  with  the  exhaust. 
The  slide  is  in  the  form  of  two  spindle-valves,  so  that  it  remains 
in  position  without  recoil,  and  the  annular  groove  of  the  piston 
is  always  in  communication  with  the  exhaust. 

"  The  Darlington  Drill  has  only  two  working  parts, — an  extreme 
•of  simplicity:  a  cylinder  and  its  cover,  and  a  piston  and  its  rod. 
The  piston  is  made  to  operate  as  a  valve.  The  inlet-pipe,  having 
•open  connection  with  the  cylinder,  always  furnishes  the  pressure 
to  lift  the  drill,  which  rises  whenever  there  is  no  pressure  on 
the  back.  On  its  way  up,  the  piston  first  covers  the  exhaust 
(above  the  inlet),  and  then  tmcovers  an  equilibrium  passage, 
by  means  of  which  conmivmication  is  established  between  the 
front  and  back  ends  of  the  cylinder.  Then  air  or  steam  enters 
and  operates  over  the  greater  area,  at  the  back,  and  first  checks 
the  upw^ard  movement,  soon  overcomes  it,  and  finally  produces 
a  forward  motion.  The  propelling  force,  now,  is  dependent 
upon  the  difference  of  area  between  the  back  and  front  of  the 
piston.  On  its  way  down  it  soon  cuts  off  the  equilibrium  passage 
-and  the  air  can  only  enter  at  the  inlet;  the  steam  operates  by 
expansion  for  a  short  space,  till  the  piston  has  passed  and  uncovered 
the  exhaust-port,  when  a  discharge  takes  place  as  the  blow  is 
being  struck.  One  fact  is  noticeable,  that  the  amount  of  steam 
used  is  only  that  necessary  for  the  down  stroke;  for  that  used 
to  raise  the  drill  escapes  by  the  equilibrium  passage  to  the  top." 

The  Drill-rods.  —  The  steel  drill  tool  is  of  a  diameter  depend- 
ing on  the  size  of  piston,  and  from  i  to  i^  inches,  according 
to  the  intensity  of  the  blow  to  be  struck.  The  smallest  size 
is  attached  to  a  2-inch  piston  and  the  largest  size  mentioned 
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to  a  5-inch  piston,  corresponding  to  blows  of  200  lbs.  and  i2cx> 
lbs.  respectively.  The  a\'erage  size  of  the  mining  drill  is  a  3-inch 
piston  with  i-  or  ij-inch  steel.  The  drill-rod  is  clamped  by  a 
hea\y  split  chuck  locking  into  the  enlarged  end  of  the  piston-rod, 
and  reciprocates  with  it.  The  end  of  the  drill  or  shank  varies 
in  dimensions  according  to  the  piston  size.  For  a  2-inch-dianicter 
piston  the  shank  is  f'X?",  for  a  2-inch  piston  ii"X7",  for  a 
piston  of  4j-inch  diameter  and  proportionate  sizes  for  the  inter- 
mediate diameters.  It  reciprocates  through  a  split  or  solid  spool 
front  head,  which  is  provided  with  a  stuffing-box  and  a  gland 
to  prevent  the  escape  of  steam.  The  latter  head  is  adapted  to 
air-power,  while  the  split  fronts  are  preferred  for  steam-drills. 

The  bit  is  usually  forged  with  a  bluff  cutter  edge  for  the 
strength  and  is  provided  with  the  usual  flare.  For  rocks  which 
do  not  crush,  but  chip  in  large  fragments,  a  sharper  edge  will  do 
better  execution.  The  cutter  is  dressed  by  special  tools  to  the 
X,  I,  Z,  or  S  form,  each  having  its  specific  value,  the  S  form 
being  more  likely  to  maintain  a  round  hole. 

A  set  of  tools  accompanying  each  drill  is  graded  according 
to  the  amount  of  feed  which  the  drill  is  capable  of.  The  shortest 
and  the  stoutest  drill  of  the  set  is  about  15  inches  in  length  and 
the  other  lengths  are  successively  longer  by  the  amount  of  feed 
of  the  machine.  The  longest  drill  in  the  set  corresponds  to 
the  maximum  depth  of  the  hole.  A  machine  feeding  15  inches 
•and  drilling  a  hole  10  feet  deep  will  have  8  drills  in  a  set,  the 
difference  between  their  lengths  l)eing  15  inches.  For  a  5-foot 
hole,  3  or  4  drills  constitute  the  set.  Tlic  bits  should  be  hardened 
in  such  a  manner  as  to  have  durability  corresponding  to  the 
length  of  the  feed.  A  bit  usually  will  require  sharpening  after 
4  inches  of  progress. 

During  drilling  the  tool  must  be  turned  uniformly,  as  other- 
wise the  hole  may  become  rifled.  By  rifling  is  understood  the 
tendency  of  a  drill  to  cut  a  triangular  hole  instead  of  circular 
hole,  wliich  it  strikes  successively  at  one  point  or  along  a  given 
Hne.  With  the  straight-edge  cutter  the  tendency  to  rifling  is 
stronger  than  with  any  other  form.    In  rock  of  an  unhomogeneous 
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character  rifling  is  common.  With  deep  holes  this  may  also 
result  in  a  deflection  of  the  hole  from  a  straight  Une. 

To  prevcat  rifling  and  to  produce  rotation  of  the  drill  through 
a  small  arc  during  each  slrokc,  the  fluted  bar-nut  constituting 
the  long  thread  ratchet  is  a 
usual  appliance.  In  the 
Burleigh  and  the  Darlington 
drills  the  device  is  a  spiral 
feather  on  the  piston-rod,  re- 
cessed into  a  grooved  piece 
in  the  cylinder- head-  It  is 
toothed  and  held  by  a  detent.  ^"'^'  i°*--'^^''  Rin^-b^ir. 

which  permits  it  to  turn  on 

the  forward  stroke,  but  prevents  turning  during  the  up  stroke 
of  the  engine.  In  the  IngersoU. drill  a  grooved  bar  fitting  into 
the  back  of  the  piston  turns  it  on  the  back  stroke  and  is  itself 
allowed  to  rotate  on  the  down  stroke  (Fig.  304). 

In  the  Durhngton  drill  ihc  ratchet  turns  the  piston  and  drill 
on  the  up  slrokc,  and  itself  turns  during  the  down  slrokc. 

In  the  Schram  pattern  an  auxiliary  piston  turns  the  drill,  the 
former  being  driven  by  the  fluid  in  a  manner  similar  to  that  of  the^ 
vahx'. 

The  Feed. — Whatever  may  be  the  pattern  of  the  drill,  the 
method  of  feeding  the  cylinder  and  its  piston  to  the  work  is  the 
same.  It  is  always  under  control  of  the  drill-runner  and  is  capable 
of  adjustment  to  the  progress  in  ihc  rock.  The  cylinder  and 
its  tool  is  allowed  to  move  in  a  guideway  which  is  rigidly 
mounted  in  the  frame  by  the  means  of  a  square  thread  feed-screw 
which  is  turned  by  a  crank  at  the  rear  end  of  the  machine.  The 
drill-runner  usually  stands  at  work  with  one  hand  on  the  feed- 
handle  crank  and  the  other  on  the  steam-throttle  valve. 

Cushioning  the  Blow. — The  maximum  percussive  effect  is 
obtained  when  the  blow  is  struck  under  the  full  head  of  steam 
or  air.  Such  a  dead  blow  is  highly  desirable;  but  on  account 
of  the  shock  to  the  machine,  for  the  subsequent  repairs  this  is 
unadvisable.     A  clearance  space  is  provided  in  which  is  enclosed 
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a  small  amouiil  of  air  lo  act  as  ihe  cushion  or  elastic  I 

inserted  lo  lerminale  Ibe  stroke.     The  former  is  less  expensive 

than  the  lalttT. 

The  Drill  Supports. — A  rigid  support  is  a  rigid  adjunct  lo 
llic  drill,  and  several  types  of  mountings  are  provided,  each 
having  a  special  end  in  view,  though  a  machine  can  be  shifted 
from  one  style  lo  another.  In  tunnels  and  shafts  where  the 
ranges  of  holes  have  approximately  parallel  directions,  it  is 
clamped  directly  upon  a  stout,  hollow,  lylindrical  column  (Fig. 
,^05),  or  upon  an  arm  projecting  from  it. 


This  admits  of  drilling  several  holes  from  one  position  i 
support.  Jack-screws  at  one  end  clamp  the  column,  while 
claws  at  the  other  end  bear  against  blocks  resting  upon  the  rock. 
The  column  can  be  had  in  various  lengths.  It  weighs  about 
30  lbs.  per  fool.  When  placed  horizontally,  as  in  shafts  (Fig. 
305),  it  is  known  as  a  shafl-bar.  iWhen  used  in  the  vertical 
position  il  Is  spoken  of  as  a  column. 

The  tripod  is  the  more  common  drill  support,  having  a  wider 
range  of  position  than  the  column  because  of  the  universal  joint 
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at  its  head  (Fig.  306).  Its  stability  depends  upon  its  weight, 
and  additional  dead  weights  are,  therefore,  clamped  on  each 
leg  as  in  Fig.  ;,oo. 


Ktu.  J06. — Blocyng  oui  I)i 


The  drill  has  no  intricate  mechanism  and  can  be  intrustctl 
even  to  unskilled  lalwr.  Care  should  be  taken  in  beginning 
operations  that  (he  drill  strikes  squarely  upon  the  face  of  the  rock^ 
and  with  short,  light  blows.  It  can  do  more  work  with  the  con- 
sumption of  less  powder,  steel  and  blacksmith  work  than  can  hand- 
drills.  It  can  be  set  up  in  any  place  capable  of  accommodating; 
a  double-hand  gang  of  men,  and  gives  little  trouble  in  placing 
into  position.  It  cannot  be  adopted  in  small  veins  or  where  the 
mineral  is  friable  or  occurs  in  thin  streaks. 

The  comparative  merits  of  the  several  types  of  machines  can- 
not be  stated,  for  in  one  mining-camp  the  Rand  drill,  and  in 
another  the  Ingcrsoll  drill,  are  exclusively  used.  The  Waring 
drill,  the  National,  and  the  Burleigh,  are  employed  for  the  same 
operations  in  the  different  mines  of  the  same  camp  with  appar- 
ently equal  success.     One  range  prefers  the  little  Giant,  but  ia  J 
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another  mine  it  is  discarded  for  Slugger  pattern  of  the  same 
company.  In  like  manner  a  preference  may  be  displayed  for 
the  Eclipse-  or  Sergeant-drill  made  by  the  same  company.  They 
are  all  highly  conmiended,  and  their  improvement  in  the  inland 
community  may  be  a  matter  of  accident  or  of  natural  selection 
after  periods  of  test. 

The  fluid-moved  valve-drill  style  seems  the  favorite  pattern 
for  hard  rock;  but  whether  under  all  circumstances  it  is  the 
best,  one  would  not  dare  to  aver.  The  nature  of  the  rock,  the 
proper  air  pressure,  the  rate  of  speed,  and  the  proportion  of 
rotary  motion  necessary  for  a  maximum  effect  vary  so  largely  that 
a  comparison  of  the  numerous  published  results  cannot  be  made. 

Progress  and  Cost  by  Machine-drills. — ^An  average  of  nine 
neighboring  mines  in  conglomerated  rock  shows  machine-driving 
and  stoping  to  be,  respectively,  22  and  36  per  cent  cheaper  than 
hand,  and  sinking  4  per  cent  dearer,  with  the  progress  resi>ectively 
•60,  54,  and  38  per  cent  more  rapid.  The  gain  in  time  during 
sinking  more  than  compensates  for  the  cost.  In  iron-mines  the 
product  of  the  machine  labor  costs  about  one  fourth  as  much 
as  that  of  hand  labor.  The  consumption  of  fuel  or  air  per  diill 
may  be  calculated  in  the  same  manner  as  for  the  ordinary  steam- 
■engine.  The  cost  of  the  average  mining  drill  is  about  $325, 
and  a  complete  plane  with  its  drills  and  suitable  compressor,  etc., 
is  $7000. 

Systems  of  Machine-drilling.  —  With  the  advance  made  in 
the  use  of  the  power-drill,  the  systems  of  drilling  and  blasting 
rock  have  undergone  corresponding  changes.  In  hand-work  the 
object  sought  when  placing  a  hole  for  drilling  and  blasting  is 
as  much  to  secure  a  good  bench  for  the  succeeding  shot  as  to 
break  a  maximum  of  ground.  With  machine-drilling,  simul- 
taneous shooting  is  practised  and  numerous  holes  are  drilled 
over  the  entire  area  of  shaft  or  drift,  and  fired  in  volleys  with- 
out regard  to  the  probable  condition  of  the  face  after  the  blast. 
The  removal  and  the  resetting  of  the  machine  after  each  blast 
occupy  so  much  time  that  a  maximum  number  of  holes  is  drilled 
with  each  set-up,  and  the  time  thus  saved  more  than  compensates 
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for  the  ^alue  of  the  powder  wasted  by  not  conforming  to  the 
fundamental  pnnaples  of  blastmg,  as  in  single  shooting 


fwTfh^ 


'^ 


Systci.ia  ui  Unlluig  Holes. —  lin-ri'  are  tv\u  irfneral  systems  in 
practice  for  the  drilling  of  holes,  the  first  being  known  as  the 
centre-cut  system,  employed  for  tunnels  and  shafts  of  an  area 


I 


650  MANUAL  OF  UINtNG, 

larger  than  fX.^.  The  second  system  is  known  u  the  Brain 
radial  system,  which  is  employed  in  headings  ont^  large  enou^ 
to  accommodate  one  machine.  In  either  system  as  many  machines 
as  possible  are  set  up  against  the  face.  Three  am  enq>Ioyed  in  a 
single-track  tunnel;  two  in  a  ii-foot  heading;  and  as  numy  as 
six  are  arranged  in  a  double-track  tunnd  37  feet  wide.  It  is  not 
unusual  to  mount  two  drills  on  a  single  column.  The  holes 
are  drilled  as  determined  upon,  and  ait^  loading  are  blasted 
for  an  advance  of  6  to  10  feet  with  each  set-up. 

The  Centre-cut  Syotem  is  of  almost  universal  acceptance  in 
America.  Vertical  tiers  of  holes  are  drilled  over  the  face,  as  in 
Fig.  307. 

The  method  of  placing  the  holes  is  shown  in  Fig.  30S,  the 

arrows  indicating  approximately   the  direction  in   which    they 

^  are  drilled.    The  top  or  back  holes 

I  J"  {      od   are    pointed   a    little    upward    in 

T<*  order  to  obtain  the  top  height  and  to 

^\    V^     I    ^^,^     tb  break  down  the  rock   k'ft  after   the 

w      ^  ^ 0     ^     other   holes    have    bewi    fired.     The 

side    holes   bb  are  pointed    a    little 

^      *      '      "*       ■  upward  and  outward  to  obtain    the 

h\      r-"^       "*     -,"     ib   full  width  of  tunnel  after  the  centre 

Fig.  3o8.-Dir«:tion  of  Holes  ^oles  are  fired.     The  centre  tiera  of 

for  the  Centre-cui  Sysiero  for  holes  cc  are    pointed  centreward,  the 

Wide  Gangways.  r    i        ■      .    .  . 

bottom  ones  of  the  tier  being  given  an 

upward  slant,  the  top  ones  a  downward  slant.  Sometimes  a 
plunger-hole  d  is  drilled  and  fired  with  the  centre  holes.  The  holes 
are  fired  in  rounds.  Those  at  the  centre,  having  the  hardest 
work,  are  charged  with  a  higher  grade  of  powder  and  throw  out 
a  wedged-shaped  mass;  the  side  tiers  b,  being  charged  w-ith  a 
lower  grade  of  dynamite,  are  fired  later  together,  after  which  the 
back  and  trimming-holes  are  exploded  tt^ether  to  complete 
the  cut. 

In  the  use  of  the  centre-cut  system  for  wide  tunnels,  in  con- 
nection with  the  American  methods  of  tunnelling,  as  illustrated 
in  Figs.  309  and  264,  the  centre  holes  11  (Fig.  310),  fired  first. 
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facilitate  the  work  of  the  next  two  rows  2  2,  after  which  the  holes 
3  3  are  fired  in  volleys,  succeeded  by  the  trimming-holes  4  4. 

ThL'  profile  should  be  finished  with  the  advance  of  the  face, 
regularly  checked  up  by  the  sun-eyors,  for  it  seems  clithcuit  to 
maintain  the  proper  floor  level,  ihe  tendency  invariably  being 
to  gradually  raise  the  floor  wiih  the  progress  of  Ihu  work  in  an 
unconscious  cfi'ort  to  insure  drainage. 


Fig.  309. — Drilling  Benc■^  ' 

In  driving  such  a  tunnel  ilie  wi>rk  h  cnndurlcd  in  ihnc-  shifts 
of  eight  hours  each.  During  the  first  shift  the  drill-runners  and 
their  helpers  arc  engaged  in  operating  the  machines  and  drilling 
the  holes  to  their  proper  depths.  The  powder-men  follow;  they 
remove  the  machines  from  the  face  to  a  safe  distance,  and  charge 
the  holes  with  explosive  and  ignite  them.  In  the  third  shift  the 
broken  material  is  removed  by  loaders,  who  tram  the  car  sfrom 
the  face  to  the  point  of  discharge  and  also  deliver  the  drill  and 
appliances  to  the  face  for  the  drillers. 
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Drilling  in  Benches.— The  bench  of  the  tunnels  may  be 
a.tacked  in  two  sections,  as  in  Fig.  309,  A  and  B,  or  in  one  only, 
as  in  Fig.  310.  In  the  former,  two  waU-holes,  one  or  two  trans- 
verse rows  of  four  top  holes  downward,  and  half  a  dozen  bottom 
holes,  lift  each  bench  with  every  other  shift.  Fifty-four  feet  of 
progress  a  week  is  the  record  on  a  very  hard  sandstone  bench 
I4'X27'.     This  bench- work  is   accomplished,   not    only  more 
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rapidly,  but  also  with  a  powder  consumption  per  cubic  yard  of 
rock  of  about  one  half  that  in  the  heading  above  it. 

The  Centre-cut  System  in  Shafts. — Tlie  method  of  placing 
holes  in  shafts  does  not  materially  differ  from  that  in  the  head- 
ings. Tn  Fig.  311  is  the  elevation  of  a  6-foot  cut  in  a  shaft  whose 
area  is  io'X2o'.  The  centre  holes  are  placed  10  feet  apart 
approaching,  l)ut  not  intersecting.  Six  pairs  of  holes,  spaced 
2  feet  apart,  extend  across  under  the  shaft.  The  holes  bh  are 
in  two  pairs  of  rows  of  five  each,  the  first  being  given  a  greater 
inclination  than  the  second  row.  They  are  fired  in  separate  tiers 
of  ten  holes  each.     Occasionallv  all  of  the  I  went  v  holes  are  fired 
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together,  followed  by  the  squaring-up  holes  cc.  For  a  deeper 
cut  the  centre  holes  (Fig.  312)  are  in  two  tiers,  those  in  tier  a  nearly 
meeting  at  6  feet  from  the  shaft  floor  and  the  other  hb  aX  11  feet. 
The  other  holes  are  driven  as  before.  In  this  case  the  6-foot 
centre  is  opened  flrst,  followed  in  sections  to  the  sides  by  the 
others. 


Fio.  31 


Fig.  313 


Brain's  Radial  Ssrstem. — ^This  is  designed  for  small  faces 
which  can  accommodate  but  one  machine  at  a  time.  Like  the 
centre-cut  system,  it  is  equally  applicable  to  shafts.  All  the 
holes  to  be  drilled  are  put  from  one  position  of  the  machine,  which 
is  removed  only  when  firing  is  to  be  done.  This  minimizes  the 
time  lost  in  shifting.  In  a  certain  case  the  machine,  from  a  position 
4  feet  8  inches  from  the  bottom,  2  feet  from  the  top,  and  2  feet 
6  inches  back  from  the  face,  put  twenty-nine  holes  with  a  total 
length  70  feet,  advancing  3  feet  with  an  average  of  2.4  cubic  feet 
broken  rock  per  lineal  foot  of  hole. 

The  holes  are  comparatively  shallow,  though  they  vary  greatly 
in  length,  those  making  the  smallest  angle  with  the  "face  being 
the  longest.  Four  ranges  of  holes  are  drilled.  Sometimes  a  few 
extra  squaring-up  and  lifting  holes  are   necessary  to  trim   the 
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periphery  of  the  drift,  but  ordinarily  the  firing  of  the  most  angling 
holes  first  breaks  out  the  rock  to  daylight  and  opens  a  face  for 
the  other  successive  rounds.  The  advance  cannot  be  large, 
for  neither  deep  nor  angling  holes  are  possible  in  a  narrow  drift. 
In  a  drift  8  feet  wide,  two  settings  of  the  machine  are  sometimes 
made  drilling  from  near  each  wall  and  thus  forming  a  modified 
centre-cut  plan.  In  some  mines  a  practice  prevails  of  cutting 
a  horizontal  range  of  bottom  holes,  two  ranges  of  holes  looking 
downward,  and  a  top  row  to  break  out  horizontal  instead  of 
vertical  wedges;  this  plan  requires  a  bar-mounting  for  the  drill, 
in  a  drift  of  say  7^X8'. 

The  Continuous  Process  of  Diamond-drilling. — Gen.  Henry 
Pleasant's  method  of  shaft-sinking  is  a  novel  and  eminently  suc- 
cessful application  of  the  diamond-drill.  One  or  more  diamond 
drilling-machines  are  set  up  over  the  site  of  the  shaft,  and  bore 
vertical  holes  as  deep  as  the  shaft  is  to  be  carried.  The  machines 
are  moved  to  new  positions  and  additional  long  holes  bored. 
The  operation  is  continued  until  the  entire  area  of  the  shaft  is 
pierced  by  holes  at  suitable  distances  apart.  One  shaft  had 
thirty-five  holes  bored  over  its  area  of  25'  8"Xi3'  10"  to  a  depth 
of  300  feet  in  six  weeks  by  three  machines. 

When  the  "continuous  process"  is  completed,  the  machines 
are  removed  for  the  blasting.  The  holes  arc  filled  with  sand  or 
water  for  the  full  length,  except  in  the  upper  3  or  4  feet,  which 
are  treated  like  short  holes,  charged  with  dualin  and  fired, — the 
central  ones  first.  When  the  ddbris  has  been  cleared  away,  the 
shaft  will  have  advanced  3  or  4  feet.  A  few  feet  of  each  hole 
are  again  cleaned  out,  loaded,  and  fired.  Thus  each  section 
advances  with  an  uninterrupted  alternation  of  shooting  and 
hoisting.  Though  it  is  not  always  cheaper  per  cubic  foot,  it 
efTects  a  great  saving  in  lime,  and  quick  access  under  ground 
may  prove  the  element  essential  to  the  success  of  the  undertaking. 

Boring  Headings. — The  diamond-drill  cannot  be  used  advan- 
tageously for  tunnel  work  or  driving  headings.  Percussion-drills 
are  there  used  almost  exclusively,  though  rotary  machines  have 
been  employed  for  boring  out  a  heading  almost  to  full  size.     The 
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Stanley  header  represents  this  class  of  machine.  At  one  opera- 
tion a  series  of  cutlers  on  a  rotating  boring-head  grinds  away  ! 
the  whole  face  for  the  core  of  a  heading  some  7  feet  in  diameter. 
One  was  used  in  the  Mersey  subaqueous  tunnel.  It  travelled  at 
the  rate  of  39  inches  per  hour  and  executed  its  work  satisfac- 
torily in  the  argillaceous  chalk. 

The  approximate  cost  of  sinking  and  tunnelling  work  varies 
with  the  character  of  the  rock,  the  depth,  and  excavation,  of  dis- 
tance from  the  surface;  the  efficiency  of  the  workmen  also  deter- 
mines largely  the  economy.  In  llic  New  house  tunnel,  with  an 
area  of  144  sq.  ft.,  the  cost  of  driving  was  $28.80  per  foot,  in  the 
Woostcr  tunnel  it  was  about  $40  per  foot,  and  in  the  Aspen  tunnel 
$19  per  foot.  The  cost  of  driving  is  usually  greater  through 
soft  ground  than  through  hard  ground,  on  account  of  the  increased 
quantity  of  timbers  required  and  the  difficulties  of  draining  the 
water.  The  cost  of  driving  a  rock  tunnel  5'  X  7'  on  contract 
without  limbering  is  $8  per  foot.  An  upraise  can  be  driven  at  a 
cost  of  between  $5  and  $10  per  fool,  varying  with  the  size  and 
the  character  of  the  limbering  needed.  A  two-compartment 
shaft  with  the  Umbers  can  be  sunk  6'  X  la'  in  the  dear  at  an 
expense  of  $25  per  foot. 

Electric  Rock-driUs. — The  various  attempts  to  introduce  an 
electric  percussion-dritl  to  replaced  compressed  air-drills  have 
resulted  in  only  a  partial  success.  The  advantages  which  elec- 
tricity present  in  transmission  over  compressed  air  are  sufficient 
to  suggest  an  installation  of  drills.  The  difficulty,  however,  lies 
in  the  inability  to  produce  a  reciprocating  motion  without  the 
use  of  solenoid. 

The  Solenoid  Drills. — Two  coils  of  wire  are  wound  in  the 
form  of  a  spiral  through  which  a  current  is  alternately  passed  in 
the  one  direction  and  the  reverse.  If  a  steel  core  is  passed  through 
the  adjacent  coils  and  a  current  of  electricity  be  passed  through 
one  of  them  the  coil  will  be  repelled  through  the  other  coil.  The 
latter  being  next  charged,  will  give  a  reverse  action  to  the  coil 
and  repel  it  toward  the  first.  This  sets  up  an  oscillalorj-  move- 
ment which,  if  the  machine  be  perfect  enough  and  the  coib  carry 
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sufficient  current,  will  accomplish  work  similar  to  the  percussive 
machine  (Fig.  313). 


Ftu.  J13.— A  Solenoid  Drill.  Fig.  314-— A  Gardner  Drill. 

The  Semens,  Halske,  and  Gardner  Electric  Drills  are  based 
upon  the  attempt  to  produce  indirectly  a  reciprocating  motion. 
The  current  does  not  enter  the  drills,  but  drives  gearing  housed 
in  the  drill  cylinder  by  means  of  a  motor  and  a  flexible  shaft. 
The  drill  is  mounted  on  an  adjustable  column  arm  or  on  a  tri- 
pod (Fig.  314).  This  machine  produces  a  rapid  succession  of 
light  blows  rather  ihan  a  small  number  of  heavy  blows.  It 
requires  z  to  3  horse-power  to  operate  it.     It  is  also  quite  heavy. 

The  Box  Electric  Drill  dispenses  with  the  flexible  shaft.  In 
the  rear  of  the  drill  is  a  motor,  geared  by  a  pinion  to  a  wheel 
on  the  crank-shaft.  At  the  other  end  of  the  crank  is  a  pinion 
which  operates  a  train  of  gearing,  turning  the  drill  after  each 
blow.  Between  the  crank-shaft  and  the  small  cylinder  is  a 
connecting-rod, 

Reciprocaiing  motion  is  imparted  to  the  cylinder  by  the 
crank.  The  heavy  piston  with  a  thick  piston-rod  constitutes 
the  hammer  whose  weight  determines  the  blow. 

Each  end  of  the  moving  cylinder  is  filled  with  air  at  atmos- 
pheric pressure,  which  being  alternately  compressed  and  rarified 
cushions  the  blow.     Two  ports  located  somewhat  centrally  at  the 
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side  of  the  moving  cylinder  are  provided  for  admitting  air  when- 
ever the  piston  uncovers  them.     The  weight  of  the  drill  with  its  , 
motor  is  about  350  lbs.,  the  latter  alone  being  100  lbs. 

The  Adams  All-steel  Drill  is  simple  in  mechanism,  has  few 
parts  easily  gotten  at,  and  all  wear  taken  up,  since  every 
bearing  is  adjustable.  The  drill  is  actuated  by  a  loose  rod  run- 
ning through  the  gear-case  and  motor,  and  this  imparts  motion 
through  a  pair  of  bevel  gears  and  crank-shaft  to  the  draw-bar 
and  piston,  the  latter  being  cushioned  with  gangs  of  helical 
springs  which  serve  to  absorb  the  shock  of  the  blow  to  protect 
the  parts  from  injury  and  also  to  store  up  energy  on  the  back 
stroke,  which  it  can  expend  in  forcing  the  steel  into  the  rock,  j 
These  springs  prove  extremely  useful  when  reaming  or  for 
pulling  the  drill  out  of  a  fissured  hole.  The  drill,  striking  from 
575  to  600  blows  per  minute,  will  consume  less  power  for  its 
work  than  an  air-drill.  It  consumes  three  horse-power  at  the 
generator  to  operate  it. 

It  is  claimed  that  in  point  of  first  cost  the  electric  drill  has 
the  advantage  over  an  air-drill,  for  a  one-drill  plant  complete, 
operated  electrically,  costs  one  half  of  an  air  compressor  and 
drill.  The  simple  and  smooth-running  dynamo  is  less  noisy 
than  the  complicated  air-compressor  as  a  source  of  power.  The 
objection  to  the  electric  drill,  that  it  provides  no  means  for  v 
tilating  the  workings  as  does  an  air-drill,  is  met  by  the  equally 
valuable  ad\'antage  that  light  can  be  obtained  from  the  s. 
wire  that  supplies  the  power.  The  comparative  efficiencies  of 
the  rotary  electric  drills,  reciprocating  electric  drill  with  flexible 
shaft,  the  solenoid  reciprocating  drill,  and  the  air  rcciprocatii^ 
drill  are  respectively  as  i  :  1.66  :  4.5  :  10. 

Coal-cutting  Machmes.^Coal  is  mined  by  machine  in  the 
same  manner  as  by  hand  labor.  Holes  may  be  bored  by 
machinery  and  the  powder  charges  in  them  exploded,  or  the 
coal  may  be  undercut  or  sheared  by  machine  and  broken  down 
with  or  without  the  aid  of  powder.  For  boring  holes  in  the  coal 
various  types  of  portable  augers  are  employed,  such  as  shown 
in  the  following  chapter.     For  the  undermining  of  coal  there 
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are  two  types  of  machines,  one  depending  on  percussion  and 
the  other  on  abrasion,  as  produced  by  the  chisel-edged  teeth. 
Shearing-machines  are  of  a  similar  type  of  construction  to  the 
undermining  machines.  The  percussive  machines  are  identical 
in  appearance  and  construction  to  the  air-  or  steam-drills  em- 
ployed in  rock  with  the  exception  of  the  character  of  the  bit. 
Of  abrasive  machines  there  are  three  classes  using  sharpened 
teeth  attached  around  a  bar  which  advances  broadside  on  the 
coal  face,  on  a  link  chain  advancing  normally  against  the  face, 
and  on  the  edge  of  a  rotary  wheel  at  the  side  of  the  machine 
advancing  parallel  to  its  face.  The  first  two  classes  are  breast 
machines  and  the  one  last  named  is  a  longwall  machine.  The 
motor  power  for  any  of  these  types  may  be  electricity  or  air. 

The  same  character  of  labor  that  the  miner  performs  ia 
removing  and  cutting  a  groove  is  imitated  by  the  undermining 
machines  in  the  floor  under  the  coal  or  on  the  bottom  layer  of 
the  coal  itself.  This  groove  is  carried  as  far  back  from  the  face 
as  possible  and  over  the  entire  width  of  the  room.  The  shearing- 
machine  cuts  a  vertical  groove  along  cither  side  of  the  rib  into 
the  coal  face  and  to  the  depth  the  machine  can  reach,  beginning 
at  the  roof  and  extending  to  the  floor.  The  use  of  either  of  these 
machines  removes  from  the  miner's  toil  the  most  laborious  pcr« 
tion  of  his  work  as  well  as  the  jnost  hazardous  phase  of  his  occu- 
pation.  The  normal  cff"ort  of  the  digger  exerted  under  the 
unfavorable  conditions  existing  in  the  room  is  most  wasteful^ 
applied  and  produces  in  addition  an  excessive  amount  of  fine 
coal,  which  is  lost.  The  machine  produces  more  coal  with  lcs5 
waste  in  a  much  shorter  time.  It  reduces  the  labor  of  the  minoi 
and  results  in  subdividing  the  work  formerly  imposed  upon 
one  man  and  increases  the  cfiTiciency  of  each  man  by  specializing 
each  branch  of  the  work.  From  four  to  ci^ht  loaders  follow  each 
machine  and  a  total  of  twelve  men,  on  the  average,  are  employed 
in  a  mine  for  each  machine  in  service.  Its  introduction  results 
in  an  increase  in  the  earning  capacity  of  each  miner  besides 
improving  the  conditions  under  which  his  labor  is  applied. 

The  introduction  of  machines  decreases  the  number  of  delays 
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of  standing  shots.  It  gives  a  steadier  output  and  concentrates 
the  operations  of  the  mine  because  less  territory  must  be  kept 
open  for  the  desired  capacity.  It  requires,  however,  a  more 
systematic  development  of  the  mine. 

In  Illinois  the  Legg  machine  is  used  in  driving- rooms,  and 
elsewhere  the  Harrison,  Jeffrey,  Lechncr,  and  Sullivan  machines. 
In  Europe  the  machines  in  vogue  are  known  as  the  Marshall 
and  Frith. 

The  Requirements  of  the  Machine.^-It  should  be  light  and 
capable  of  being  handled  by  two  men  and  occupy  small  floor 
space  or  height,  lo  admit  of  being  moved  around  and  between 
the  roof-props.  It  should  be  capable  of  starling  in  a  comer  of  a 
pillar  or  a  loose  end,  and  of  cutting  a  groove,  from  wall  to  wall 
of  the  room,  to  any  height,  right  handed  or  left  handed, 

The  Percussive  Machines. — The  reciprocating  drill  is  largely 
employed  for  undcrholing  the  coa!  in  the  ^!iEsissippi  Valley 
States.  It  is  often  known  as  the  punch-drill,  and  has  as  its  chief 
representative  the  Harrison  machine  (Fig.  315),  which  requires 
little  explanation.  It  is  a  modification  of  the  compressed-air 
drill,  having  for  a  valve-motor  a  single  rotarj'  device.  It  is 
mounted  on  low  wheels  on  a  platform  inclined  inward  the  face 
to  enable  it  to  move  freely  while  making  a  cut ;  it  is  guided  to  its 
work  by  handles  on  either  side  and  is  prevented  from  recoiling 
by  wooden  blocks  back  of  the  wheels.  In  addition  to  the  driil- 
runner,  one  helper  is  necessary  to  remove  the  chippings  from 
the  face  of  the  work.  An  air  pressure  of  about  60  lbs.  to  the 
square  inch  is  used  expansively,  the  point  of  cut-off  being  fixed 
by  the  runner  according  lo  ihe  hardness  of  the  coal.  About  soo 
strokes  are  delivered  per  minute.  Usually  three  bits  are  supphcd 
with  each  machine  in  lengths  of  2,  4,  and  6  feel.  A  considerable- 
slack  coal  is  produced  while  digging  a  deep  undercut  of  5  or 
6  feet,  its  height  being  16  or  18  inches  at  the  face  and  3  inches 
at  the  rear.  The  lateral  dimensions  and  shape  of  the  groove 
are  determined  by  the  reach  of  the  machine,  but  the  entire  face 
of  a  room  is  onlirely  undercut  by  a  succession  of  such  grooves,  for 
which  purpose  the  platform  and  machine  arc  shifted  sidewise. 
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The  average  work  of  ihe  machine  is  So  lineal  feet  of  face  in  ten  1 
hours,  which  is  equivalent  to  froni  50  to  100  tons  of  coal  per  hour,   I 
according  to  the  height  of  the  seam-     The  machine  is  compact 
and  can  be  employed  where  the  roof  is  weak  and  the  timbers  are 
dose  lo  the  face  of  attack.     Its  weight  is  from  500  to  700  lbs. 
and  its  height  rarely  exceeds  17  inches.  1 

The  Sergeant  Drill  Company  has  an  acceptable  adaptation  I 
of  its  drill  for  coal-work  which  is  largely  used  in  the  Southern  I 
States.  I 

A  variety  of  pick-machine  is  in  use  by  which  a  73-lb.  pick   I 
is  swung   by  a  bell-crank    lever  at  a  weight   of  70  blows    per   I 
minute,  cutting  a  hundred  square  feet  of  ground  2  inches  high 
and  42  inches  deep. 

The    Breast-machine. — In  this  type  the  coal-cutter  with  its    \ 
motor  is  mounted  on  a  frame  which  is  caused  lo  slide,  inside  of  a   J 
subslanlial  base  frame,  toward  the  face  or  breast  of  the  coal,  and   j 
under  it  lo  the  limit  of  the  slide.     The  culler  consists  of  a  num-    ] 
ber  of  hardened  steel  bits  on  an  edge  of  a  wheel  or  over  a  rotating- 
bar  in  front  of  the  machine;  or  il  may  be  a  scries  of  bits  inserted    ' 
into  an  endless  link-belt.     The  wheel  or  bar  is  forced  forward, 
cutting  a  width  of  grooves  24  to  44  inches  lo  a  depth  of  about 
6  feet.     The  groo\'e  is  from  aj  to  5  inches  high.     The  chain  is 
draviTi  horizontally  and   uniformly  around   four  wheels   at   the 
comers  of  the  sliding- frame,  and  as  its  cutters  pass  in  front  of 
the  machine  the  coal  is  cut  to  about  the  same  width  and  depth    1 
as  above  mentioned.     After  each  cut  the  motor  and  its  cutttx 
are  withdrawn,  the  standard  frame  is  moved  along  the  face  a  dis- 
tance equal  to  the  width  of  its  groove,  and  from  the  new  position 
the  next  advance  is  made.     The  power  employed  may  be  cither 
air  or  electricity,   the  former  being  preferred,  unless  the  mine 
conlains  considerable  gas. 

In   Fig.  316  is   shown  the  Jeffrey  bar-cutter.     This  is  a  bar    ' 
fitted   with   numerous    cutling-chiscls,   rotated   by   a   link-chain 
shown  at  the  side  of  the  machine.     The  bar-cullers  are  kept  to 
their  work  by  a  feed  at  the  rear;   their  frame  is  shown  advanced 
slightly  from  its  starting  position.     A  pair  of  jacks,  one  at  the 
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front  and  another  at  the  rear,  braced  by  a  screw  against  ' 
and  coal,  gives  stability  to  the  machine.     Moreover,   the  jack. J 
at  the  front  in  a  measure  assists  in  holding  up  the  coal  from  bear- 1 
ing  excessively  upon  the  cutter-rod.     This  machine  is  still  ser-^ 
viceable  in  some  coals,  though  its  cutters  have  a  tendency   tohl 
climb  up  into  the  coal.     This  is  a  great  annoyance  to  the  operator. 
It  also  acts  in  its  abrasion  across  the  bedding-plane  of  the  coal 
instead  of  parallel  to  it,  as  does  the  chain-machine,  and  in  this 
respect  is  not  so  efficient. 

The  more  modern  lype  of  breast-machine  manufactured  by] 
ihe  Jeffrey  Machine   Company  is  illustrated  in  Fig.  317.     This  j 


Fro.  3fj.—A  Jeffrey 


chain-cutter  is  the  logical  outcome  of  the  bar-cutter  of  the  pas 
An  endless  chain  carries  a  number  of  bits  made  of  J-inch  sted..^ 
having  a  chisel  cutting  edge  I  inch  wide.     The  chain,  revolved 
by  the  motor  and  suitable  gearing,  is  advanced  automatically. 
The  bits  project  from  the  chain  sufficiently  to  make  a  cut  4J 
inches  on  either  side  of  it  (Fig.  ,■^18).     The  machine  weighs  about 
2000  lbs.,  but  is  easily  removed  to  a  new  position  by  releasing.^ 
the  jacks  and  skidding  the  frame,  after  which  the  jacks  are  reset,.! 
The  voltage  of  the  electric  current  is  500,  and  35  amperes  are] 
consumed.     Excellent  results  are  obtained  in  gaseous  coal,  splint  | 
coal,  or  block  coal. 


CHANNELERS,  DRILLS,  /l.VD  COAL-CUTTERS. 


653 


Longwall  Machines. — By  inserting  the  chisel-bits  into  the 
circumference  of  a  rotary  disc  which  is  operated  at  high  speed  by 
the  electric  motor,  projecting  it  from  the  side  of  the  machine, 


a  longwall  cutter  is  produced  by  which  the  machine  may  be  caused 
to  move  parallel  to  the  face  of  the  coal,  while  the  wheel  or  toothed 
disc  undercuts  the  coal  for  a  depth  equal  to  a  little  over  half  its 
diameter. 
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The  Winstanley  machine  consists  of  a  rotary  toothed  disc, 
capable  of  being  lucked  away  under  the  carriage  or  turned  out 
against  ihc  face  and  revolved  by  two  oscillating  cylinders.  With 
an  air  pressure  of  30  lbs.  per  sq.  in,  and  a  machine  weighing 
1500  lbs,,  mounted  on  a  carriage  moving  along  the  track,  the 
progress  of  the  cutter  is  70  sq.  ft.  of  underhoiing  in  an  hour. 

The  longwaJl  machine  placed  on  the  market  by  the  Jeffrey 
Machine  Company  is  represented  by  Fig.  319.  This  is  a 
onc-rai!  machine,  balanced  in  such  a  manner  that  the  cutter- 
wheel  may  pass  over  all  irregularities  in  the  floor.     A  series  of 


gears  are  arranged,  winding  a  rope  on  a  drum  to  move  the  machia 
along  the  rail  at  a  rale  fixed  by  the  operator  between  8  and  25 
inches  per  minule.  The  cutter-wheels  are  from  3  to  6  feet  in 
diameter,  according  to  the  thickness  of  the  coal-bed.  The  bits 
inserted  on  the  circumference  of  the  wheels  make  a  cut  of  about 
4  inches  wide.  On  the  top  of  the  cutter-wheel  are  gear-teeth 
engaging  with  the  pinion  and  the  engine-shaft,  by  which  the 
rale  of  rotation  of  the  wheel  can  be  regulated  to  that  which  is 
most  suitable  for  the  coal.  This  machine  is  said  to  undercut  an  _ 
average  of  600  lineal  feet  of  coal-face  per  day. 

Shearing  Coal-cutters. ^ — The  shearing  of  coal  by  machine  majj 
be   accomplishud   by   a   percussive   machine,   mounted   on  hig 
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wheels  or  by  a  chain-cutter  turned  in  position  to  a  vertical  plane. 
The  reciprocating- machine,  when  shearing  coal,  is  mounted  on 
wheels  of  a  diameter  of  3  feet,  or  even  more,  enabling  it  to  assume 
a  wide  range  of  position  in  making  the  vertical  cut  from  a  high 
angle  pointing  upward  to  a  steep  angle  pointing  downward. 

One  variety  of  the  shearing- chain  cutter  is  shown  in  Fig.  320. 
It  is  mounted  on  four  posts,  each  supplied  with  a  jack-screw,  to 
secure  it  to  the  roof  and  floor  with  suitable  clamps  that  permit 
of  a  rotary  movement  about  the  column  and  an  adjustment  to 
any  height.  The  armature-shaft  of  the  motor  is  parallel  to 
the  centre  rail.  The  cut  is  commenced  at  the  top  of  the  coal 
and  a  groove  as  wide  as  the  machine  will  allow  and  as  deep  as 
it  will  reach  is  finished,  after  which  it  is  lowered  for  successive 


A  Coal-ahearing  Machine. 


and  adjoining  cuts.  The  cutlers  travel  downward  along  the 
coal,  thus  always  drawing  the  chippings  down  and  out. 

Many  of  these  coal-cutters  arc  made  adjustable  in  position 
for  undercutting  or  shearing.  The  latter  is  not  an  economical 
method  of  procedure  as  compared  with  undercutting,  but  is 
serviceable  in  firm  coals  and  gaseous  mines  where  it  is  ad^-isable 
to  use  powder. 

Another  shearing-machine,  made  by  the  "Sullivan  Machine 
Company,"  is  of  the  pick  tj^je,  mounted  on  a  truck  and  pivoted 
to  swing  up  and  down  to  the  point.  It-  usefulness,  however, 
is  confined  to  the  centre  of  headings  and  it  cannot  be  employed 
for  shearing  ribs.  The  machine  makes  a  cut  6  inches  wide 
and  from  7  to  8  feet  deep,  averaging  30  lineal  feet  in  a  ten- 
hour  shift. 
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The   Comparative  Advantages  of  Coal-cutting  Machines. — 

Coal-cutting  machines  can  be  employed  to  advantage  underground 
when  the  coal  is  firm  and  in  seams  which  arc  of  standard  dimensions, 
free  from  eccentricities,  and  under  a  strong  roof  with  a  good  floor. 
They  are  employed  when  it  is  necessary  to  develop  the  coHiery 
rapidly  and  where  it  is  essential  to  obtain  a  maximum  proportion 
of  large  coal.  Th:y  have  an  advantage  over  handwork  in  concen- 
trating the  field  of  operations.  They  require  less  men  and  are 
especially  advantageous  where  shooting  off  the  solid  rock  is 
practised  and  where  there  is  no  soft  underlying  layer  in  which 
the  miner  can  underhole  the  coal.  They  cannot  be  employed 
to  advantage  in  wet  mines,  where  the  work  is  intermittent,  where 
the  pressure  of  the  roof  bears  too  heavy  on  the  coal  face,  or  where 
the  layer  under  the  coal  is  pyritiferous,  or  in  the  anthracite  coal, 
which  is  full  of  slip-joints. 

The  statistics  furnish  ample  evidence  that  the  powder  con- 
sumption in  machine  mines  is  less  per  ton  of  coal  than  in  hand 
mines.  Likewise  the  number  of  fatal  and  serious  accidents 
occurring  in  machine  mines  is  much  less.  It  usually  requires 
from  three  to  five  additional  machines  to  maintain  an  uninter- 
rupted work  for  seven  machines. 

A  machine  can  cut  a  groove  of  6  feet  depth  and  44  inches 
width  in  from  3  i  to  5  minutes,  and  with  the  time  occupied  in  making 
six  changes  the  undercutting  of  a  room  20  feet  wide  can  be  effected 
in  two  hours'  time.  Assuming  thirty  minutes  as  nccessar\'  to 
shift  the  machine  to  the  next  room  and  to  reset  it,  it  will  be 
possible  to  underhole  four  rooms  in  a  day  with  the  employment 
of  two  men.  This  in  a  standard  scam  of  4  feet  thickness  corre- 
sponds to  144  tons.  By  handwork  with  two  men  at  a  face,  eleven 
rooms  would  have  to  be  kept  open  to  equal  the  supply  of  this 
one  machine,  which  operates  in  four  rooms.  A  mine  producing 
1000  tons  of  screened  coal,  1300  tons  of  run-of-mine  coal,  can 
obtain  it  by  nine  machines  in  thirty-six  rooms  or  by  200 
miners  in  too  rooms.  The  operations  therefore  are  more 
concentrated,  as  less  territor)^  is  kept  open  than  in  the  hand- 
^^work,  and  this  is  an  important    feature   when  there   is   taken 


CHANNELERS,  DRILLS,  AND  COAL-CUTTERS.  667 

into  account  the  maintenance  of  roads,  ventilation,  and  supply 
of  timber. 

One  marked  objection  to  coal-cutting  machines  lies  in  the 
ruality  of  coal  which  is  produced.  This  arises  from  the  fact  that 
the  coal  is  broken  in  large  limips,  which  contain  an  undue  pro- 
portion of  impurities.  They  require  less  explosive,  and  indeed 
necessitate  the  use  of  light  chargeS;  since  heavy  shot-firing  weakens 
the  pillars  and  wastes  the  coal.  Cutting-machines  require  broad 
rooms  to  obtain  the  maximum  quantity  of  coal  at  the  cheapest 
rate,  and  this  results  in  the  reduction  in  the  size  of  the  pillars, 
with  the  consequent  sacrifice  of  much  coal  in  the  ribs  and  stumps. 
Moreover  its  accumulation  in  the  gob  tends  to  develop  spontane- 
ous combustion. 

Percussion  Machines  versus  Chain  Machines. — ^The  former 
class  of  undercutting  machine  is  especially  advantageous  over 
the  other  types  when  the  roof  is  so  weak  as  to  require  timbering 
close  to  the  face  and  where  the  bearing-in  layer  under  the  coal 
is  too  stony  or  too  full  of  pyrites  to  be  cut  with  continuous-motion 
cutters.  It  has  also  an  advantage  where  there  is  excessive  pres- 
sure from  the  roof  upon  the  face  of  coal.  It  reduces  the  cost  of 
mining  to  quite  a  considerable  degree  even  when  the  cost  of 
operation,  interest,  and  maintenance  are  included.  It  is,  however, 
slow  and  produces  a  great  deal  of  slack  coal,  besides  doing  less 
work  in  a  given  time  than  can  the  breast  machines.  The 
latter  can  undercut  in  fire-clay  or  in  soft  under  layer  quicker 
than  the  pvmching-machine.  In  fire-clay  the  chain  machine 
is  preferred,  while  for  soft  coal  or  slate  the  stronger  disc  or  wheel 
must  be  used. 

The  breast  and  longwall  machines,  employing  chains,  wheels, 
or  rotating  bars,  can  be  operated  by  electricity  or  by  air,  whereas 
the  reciprocating  machine  must  be  operated  by  compressed  air. 
The  cost  of  installing  their  power  plants  is  about  the  same  for 
an  equipment  of  equal  capacity  and  a  distance  of  one  mile 
from  the  power-house.  For  greater  distances  electricity  ad- 
mitted is  far  cheaper  than  compressed  air.  In  comparing  the 
cost  accounts  of  producing  coal  by  either  type  of  machine  not 
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only  are  wages,  materials,  interest,  and  depreciation  to  be  con- 
sidered, but  also  the  profit  on  the  amount  of  coal  lost  by  each 
method. 

Comparison  of  Hand-miiuiig  with  Machine-work.  —  The 
amount  of  slack  dirt  and  waste  which  must  be  allowed  for  in 
hand-mining  is  as  a  rule  50  per  cent  more  than  with  machine. 


Fio.  321 


—Showing  Posilion  o(  ''ullivan  Coal-culter  m  a  Room, 


When  the  net  profit  it  represents  is  included  the  saving  of  machine 
coal  over  hand-mined  coal  is  still  greater.  The  machine-cut 
groove  6  feet  deep  saves  three  cubic  feet  of  coal  per  yard  of  face 
in  the  reduced  slack.  A  machine  cannot  be  employed  to  advan-  ^ 
tagc  in  seams  as  thin  as  those  which  can  be  mined  by  hand. 
Neither  can  the  breast  or  longwall  machine  be  employed  in  as 
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narrow  and  confined  quarters  as  can  a  percussive-machine  cut- 
ter. As  to  output  per  year  13,000  tons  may  be  cited  as  an  aver- 
age production  for  either  class  of  machine.  Hand  labor  as  com- 
pared with  machine  is  expensive,  and  the  tendency  therefore  is 
to  confine  the  former  to  narrow  work  and  the  extraction  of  coal 
from  the  ribs  and  pillars.  At  the  present  time  more  than  one 
quarter  of  the  soft-coal  product  of  the  United  States  is  being 
machined,  with  a  rapid  increase  in  its  adoption  with  time.  When 
hand  labor  can  no  longer  be  employed  profitably  the  ribs  and 
pillars  must  be  recovered  in  the  second  or  room  working  by  some 
other  type  of  machine  than  those  employed  at  the  present  time. 
However  rapid  the  present  machine  may  undercut  or  shear  the 
coal  it  is  not  sufficiently  rapid  for  the  extraction  of  the  rib  coal 
in  its  entirety  without  considerable  loss  and  risk.  The  longwall 
type  of  machine  will  probably  be  called  into  requisition  even 
though  it  may  dififer  from  the  character  of  the  machine  employed 
in  the  rooms  and  workings  of  the  mine.  In  this  regard  the 
Sullivan  coal-cutter,  Fig.  318,  meets  the  requirement,  as  it  may 
be  moved  parallel  to  the  face  by  a  feed-chain,  as  shown  in 
Fig.  321. 
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CHAPTER  Vm. 

BLASTING. 

The  Principles  of  Blasting. — ^The  principle  employed  in 
rupturing  rock  consists  in  subjecting  the  surface  of  a  subfacial 
cavity  regular  or  irregular  to  a  sudden  increase  of  pressure,  acting 
radially  outward.  When  the  agent  is  sufficiently  powerful  to 
produce  a  high  degree  of  compression  upon  the  surrounding 
rock  it  either  fractures  the  material  by  the  formation  of  a  con- 
geries of  crevices  or  it  shatters  it.  The  extent  of  the  destruc- 
tion depends  upon  the  intensity  of  the  pressure  and  the  cohesion 
or  the  toughness  of  the  material. 

Blasting-agents. — ^There  are  two  classes  of  blasting-agents. 
The  first  includes  all  varied  means  of  causing  a  prolonged  pres- 
sure of  greater  or  less  intensity,  while  the  second  develops  the 
force  more  or  less  instantaneously.  In  the  first  class  are  mechan- 
ical de\nccs  such  as  the  steady  hydraulic  pressure  obtained  from 
a  ram;  that  of  pistons  actuated  by  compressed  air;  the  sweUing 
of  slaking  lime;  and  the  spreading  produced  by  wedges.  The 
second  class  comprises  various  chemical  combinations  such  as 
black  powder,  nitroglycerine,  ammonite,  etc. 

Blasting-agents  of  the  First  Class.  —  These  are  employed 
for  driving  preparatory  works  in  the  fiery  mines  and  are  safer 
and  less  expensive  than  powder.  Lime  is  a  safe  effective  blasting- 
agent  in  coal,  and  can  be  made  up  into  cartridges,  which  after 
insertion  into  a  deep  hole  are  packed  tight  and  moistened.  In  a 
short  time  the  lime  slakes  and  expands  to  break  the  coal  away. 
Compressed  air  forced  into  a  cylindrical  case  by  a  powerful  air- 
pump  is  capable  of  exercising  such  a  pressure  as  may  be  sufficient 
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to  break  the  coal.  This  is  employed  in  some  coal  regions  and 
is  a  simple,  safe,  cheap  method.  Wedges  driven  by  any  of  these 
agents  are  similarly  employed  by  being  inserted  in  the  line  of 
the  cleavage  of  the  rock. 

Explosives. — An  explosive,  according  to  Andr^,  is  a  mixture 
"capable  of  being  suddenly  transformed  into  gases  by  the  appli- 
cation of  heat."  In  this  sudden  evolution  of  gas,  in  a  space 
formerly  occupied  by  a  solid,  a  pressure  is  produced  upon  the 
confining  surface  to  the  volume  of  the  evolved  gas  to  that  of  the 
explosive.  The  expansive  force  of  the  gas  is  greater  as  the  tem- 
perature of  ignition  increases  and  with  the  rapidity  of  evolution  of 
the  gas.  If  the  latter  was  instantaneous,  the  maximum  pressure 
is  imparted  at  the  moment  of  explosion;  if  the  combustion  is  slow 
and  transmitted  from  grain  to  grain,  its  strength  is  dissipated 
over  a  longer  period  of  time,  and  the  pressure  is  less.  Thus 
the  strength  of  an  explosive  is  measured  by  its  specific  volume, 
the  amount  of  gas  it  produces,  the  temperature,  and  the  rapidity 
of  the  evolution. 

Below  is  a  table  of  the  relative  volumes  and  pressures  of  gas 
produced  by  the  perfect  combustion  of  i  lb.  of  explosive  occupy- 
ing about  0.016  cubic  foot  of  volume. 


Volume  of  Gas. 

Heat-units. 

Relative  Force 

By  Single 
Explosion. 

By 

Detonation. 

Hlastinc-i)<)W(ltT 

2.38  CU.  ft. 

509  " 
11.01  '* 
10.72       '* 

9.76       '* 

900,000 

570,000 

1,050,000 

1,240,000 

2,375.000 

1 .00 
1.08 
3.06 

4.55 

4-34 
3.61 
6.46 
6.00 

TO    00 

Chloride  of  nitrogen 

(iuncotton 

Picric  a(  id 

Nitroiilvc  erine 

0   ^ 

When  an  cxplo.sive  is  ignited  the  heat  developed  in  its  com- 
bustion is  rapidly  communicated  from  grain  to  grain  and  the 
particles  decomposed  with  the  liberation  of  gases.  According 
as  these  two  phenomena  follow  each  other  slowly  or  quickly 
we  have  rending  or  shattering  powders,  of  which  the  representa- 


673 


tive  types  are  black  powder  and  nitroglycerine.  In  the  fiist 
the  gas  is  evolved  so  slowly  as  to  give  time  for  a  concentration 
of  pressure  along  a  line  or  lines  of  least  resistance.  This  is  the 
quality  desired  for  the  artilleryman  or  for  a  sporting  powder — 
ability  to  jtroject.  The  slow  combustion  operates  upon  the 
small  mass  of  the  bullet,  which  can  instantly  take  up  a  very  high 
velocity  and  thereby  give  a  rapidly  increasing  space  for  the  evolved 
gases  to  escape.  If  the  bullet  or  plug  were  tight  and  moved 
slowly  it  would  burst   the  breech  or  muzzle. 

The  miner,  however,  desires  to  break,  and  this  property  is 
obtained  from  such  agents  as  rapidly  produce  gases  at  high 
initial  temperature  and  pressure.  Very  little  plugging  is  needed, 
for  the  concussion  produced  by  the  gases  of  the  quick  powder 
is  practically  instantaneous  and  the  wave  of  pressure  extends 
in  all  directions,  which,  being  resisted  by  the  rock,  spends  its 
force  there  and  shatters  it.  The  more  sudden  the  action  the 
more  local  is  the  effect. 

Igniting  and  Detonating  Explosives. — Without  attempting  to 
follow  the  history  of  blasting,  for  which  the  student  is  referred 
to  Rziha's  "Lehrbuch  dcr  Gesammten  Tunnclbaukunst,"  an 
enumeration  of  the  several  simple  and  compound  substances 
used  or  suggested  at  various  times  to  produce  concussion  may 
be  here  given  in  chronological  order:  Common  black  powder, 
picric  acid,  guncotton,  terchloride  of  nitrogen,  nitroglycerine, 
and  ammonite.  This  list  may  seem  brief,  but  a  longer  Ibt  would 
be  merely  an  enumeration  of  the  varieties  obtained  by  the  sub- 
stitution of  a  single  constituent.  We  have  the  artillery,  sport- 
ing, and  blasting-powders,  composed  of  charcoal,  sulphur,  and 
saltpetre  in  varying  proportions;  picric  acid  and  picrates  with 
saltpetre  or  chlorate  of  potash;  guncotton,  combined  with  other 
explosives;  nitroglycerine,  with  admixture  of  absorbents  and 
dilutants.  The  result  is  that  we  have  various  grades  of  explosive 
compounds,  from  those  which  may  be  ignited  by  heating  to  a 
temperature  of  about  300°  C.  to  the  nitroglycerine,  which  requires 
a  shock.  In  other  words,  we  have  igniting  or  detonating  com- 
pounds. 
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Black  Powder. — ^The  term  black  powder,  or  gunpowder, 
embraces  mechanical  mixtures  of  carbon,  sulphur,  saltpetre 
varying  from  12,  8,  and  80  per  cent  respectively  for  sporting 
purposes  to  20,  16,  and  64  per  cent  for  open-air  blasting  and 
II. 5,  17.5,  71  for  hard-rock  underground.  It  is  black  or  brown 
according  to  the  per  cent  of  carbon.  Its  constituents  are  pul- 
verized, compressed  into  a  cake,  granulated,  sifted,  glazed,  and 
dried.  The  size  of  the  grains  depends  upon  the  use  to  which  the 
powder  is  to  be  put.  The  smaller-grained  powders  are  pre- 
ferred for  mining  purposes.  The  color  of  the  powder  varies 
from  black  to  dark  brown,  the  former  having  a  larger  percentage 
of  carbon  than  the  latter. 

Methods  of  Charging  the  Hole  with  Powder. — When  the  hole 
has  been  drilled  to  the  required  depth,  the  powder  is  either  poured 
into  it  from  the  can  or  is  inserted  as  a  cartridge.  The  cartridge 
is  a  tube  of  oiled  paper  which  is  closed  at  the  bottom  and  also 
at  the  top  after  the  black  powder  and  fuse  have  been  inserted. 

Black  powder  is  loaded  by  the  barrel  method  or  the  needle 
method.  In  the  latter  method,  which  is  more  common,  the 
cartridge  is  inserted  into  position  with  a  needle  projecting  from 
it  out  to  the  daylight.  Above  the  powder,  around  the  needle, 
and  filling  the  hole  for  some  distance  is  driven  a  ver}'  soft-clay 
packing  material,  which  is  rammed  tight  into  position.  The 
needle  is  then  withdrawn  and  replaced  by  a  fuse  for  ignition. 
The  needle  is  a  slender-pointed  rod  of  copper  with  a  ring  at  the 
upper  end. 

In  the  barrel  method  the  powder  cartridge  is  pierced  by 
a  wire  which  leads  up  through  a  half-inch  copper  tubing,  or 
"barrel,"  that  extends  the  entire  Icn^^h  of  the  hole.  Around  the 
barrel  is  tamped  the  ])acking,  after  which  the  wire  is  pulled  out 
and  replaced  by  a  fuse.  A  comparison  of  the  methods  shows 
a  preference  in  favor  of  the  barrel  because  less  and  poorer  quaUty 
of  tamping  may  be  used;  it  is  twice  as  fast;  the  cartridge  has 
less  opportunity  to  soak  water;  and  the  cheap  barrek  are 
R\nncrod  after  shooting.  Some  anthracite  miners  use  a  f-inch 
wrought -iron  pij>e  for  the  blasting  bale. 
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A  Blast-hole  Loader  on  the  Barrel  System  is  in  use  for 
loading  and  tamping  large  charges  of  powder  without  waste  or 
danger  of  premature  explosion.  Tubes  in  s-foot  lengths  are 
screwed  together  with  a  funnel  at  the  top,  and  a  short  bronze 
discharge-tube  is  at  the  lower  end.  A  hickory  tamping-bar  com- 
pletes the  outfit.  A  system  so  complete  and  compact  saves  time 
and  powder  (Fig.  340). 

Tamping  and  Ignition  of  the  Powder. — ^To  confine  the  large 
volumes  of  gases  within  the  small  volume  occupied  by  the  powder 
a  tight  cover  of  melted  clay  is  rammed  on  top  of  the  charge  and 
packed  tight.    The  process  is  known  as  tamping. 

As  a  precaution  to  prevent  a  premature  explosion  the  mate- 
rial used  must  be  free  of  any  hard  substances  which  may  pro- 
duce sparks  by  accidental  contact  with  the  tools  used  in  the 
process.  The  rammer  should  not  be  of  metal.  A  stout  hickory 
bar  is  usually  the  tamping-rod.  Frequently  tamping-bags  of 
stout  paper  are  filled  with  the  tamping  material,  when  the  latter 
is  of  low  quality  and  contains  grit.  This  prevents  contact  of  the 
gritty  substance  with  the  rock  surrounding  the  hole.  Anthracite 
miners  use  a  half-inch  iron  bar  clubbed  at  the  end  to  ij  inches 
for  a  tamper.  This  has  a  groove  at  the  side  to  allow  for  the 
needle. 

For  the  same  reason  the  needle  mentioned  above  must  not  be 
of  iron  or  steel,  but  of  copper.  Sometimes  it  is  merely  a  copper- 
tipped  iron  rod.  In  either  case  it  is  sharply  pointed  and  when 
withdrawn  leaves  a  cavity  for  the  insertion  of  the  fuse.  Black 
powder  is  ignited  by  intense  heat  or  by  a  spark  or  by  detonation. 
The  last  named  is  produced  by  the  explosion  of  a  small  quantity  of 
fulminate  of  mercury  in  a  cap  by  conducting  to  it  sufficient  amount 
of  heat  through  a  fuse  ignited  at  the  surface.  The  detonator 
may  be  dispensed  with  and  the  heat  from  the  fuse  alone  may 
be  sufficient  to  ignite  the  powder.  The  result  is  not  so  bene- 
ficial as  when  obtained  by  detonation,  as  shown  by  the  table 
on  page  672.  An  electric  spark  or  detonator  may  also  be 
employed. 

When  the  hole  to  be  fired  is  in  creviced  rock,  which  is  liable 
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to  dissipate  the  force  of  the  gases,  a  "bulling-bar"  or  "clay  iron" 
is  used  before  charging  the  hole  to  stuff  soft  clay  into  the  crevices. 

The  Fuse. — ^The  fuse,  also  called  a  squib,  is  a  thread  of 
powder  wrapped  in  tarred  hemp  or  in  cotton  and  water-proofed 
outside.  When  properly  made  it  bums  uniformly  at  a  rate 
definitely  known  to  the  miner.  One  variety,  for  example,  bums 
at  about  20  inches  per  minute.  A  knowledge  of  the  rate  enables 
the  miner  to  determine  how  short  a  length  of  fuse  may  be  used 
and  still  provide  him  with  safe  escape.  The  fuse  is  supplied 
in  rolls  containing  24  to  40  feet  and  is  cut  off  in  lengths  as  desired. 
It  is  inserted  into  the  cartridge  and  lowered  into  the  hole  with  it 
or  it  may  be  used  in  connection  with  the  needle  as  previously 
described.  It  furnishes  a  means  of  conununicating  the  necessary 
spark  and  heat  for  the  ignition  of  the  powder  and  frequently  is 
fitted  with  a  fulminating  cap  at  its  end. 

The  Cap.  —  A  fulminating  cap  is  of  copper  |  inch  long 
and  \  inch  diameter,  having  a  small  quantity  of  fulminate  of 
mercury  deposited  in  it.  This  chemical  explodes  with  heat  with 
violent  fuse  and  ensures  by  its  detonation  the  prompt  ignition 
of  the  powder  in  the  cartridge  into  which  it  is  inserted.  The  cap 
is  slipped  over  the  end  of  the  fuse,  the  top  of  it  being  greased 
with  a  little  cartridge  soap.  Numerous  accidents  have  happened 
from  careless  handling  of  the  caps  which  contain  the  violent 
explosi^'e,  and  care  should  be  taken  that  they  do  not  fall  into 
the  hands  of  the  careless  miner  without  suitable  precaution 
being  exercised.  The  detonation  of  the  explosive  in  the  cap 
increases  the  effect  of  the  black  powder  fourfold  beyond  that 
obtained  by  a  mere  ignition  with  the  use  of  the  simple  fuse,  as 
may  be  noticed  by  the  table  given  above. 

Precautions  in  the  Handling  of  Black  Powder  may  be  sum- 
marized as  follows: 

1.  That  black  powder  and  high  explosives  of  any  kind  are 
not  safe  to  use  together  in  the  same  hole. 

2.  The  cap  is  the  only  exploder  that  is  safe  to  use  in  firing 
off  high  explosi\'es,  which  does  away  entirely  with  tamping. 

3.  The  only  tamping  necessary  on  high  explosives  is  a  small 
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piece  of  miners'  cky,  which  is  easily  put  down  on  the  charge 
with  a  wooden  bar. 

4.  The  practice  of  picking  and  boring  out  missed  holes  that 
have  been  charged  with  either  black  powder  or  high  explosives 
should  be  strictly  prohibited. 

5.  Any  miner  on  the  mine  known  to  use  black  powder  and  high 
explosives  together,  thereby  necessitating  tamping,  will  be  dis- 
charged. 

The  gases  produced  by  the  explosion  of  the  fulminating 
powder  have  the  following  percentages:  COj,  43;  N,  35;  CO,  12; 
H,  6;  carbohydrates,  4. 

Black  powder  is  employed  for  all  varieties  of  rocks  and  is 
very  serviceable  in  coal.  Its  service  in  the  Galena  veins  and  soft 
rock  is  better  than  obtained  from  the  more  violent  shattering 
explosives,  since  it  docs  not  pulverize  the  mineral  so  finely. 

Lewising. — Granite  is  often  quarried  by  a  method  known  as 
Icwising.  Several  holes  are  drilled  close  together  and  the  parti- 
tions between  them  broken  down  with  a  flat  steel  bar,  or  broach-bit 
(Fig.  299).  This  extensive  hole  fixes  the  direction  of  the  fracture, 
which  is  usually  selected  as  parallel  to  the  "rift"  or  cleavage. 
Three  drill-holes  make  a  "complex"  lewis-hole.  The  benefits 
of  this  Icwising  may  also  be  secured  by  the  Knox  system,  which 
is  meeting  favor  for  dimension  work.  The  hole  having  been 
drilled,  a  reamer  cuts  V-shaped  grooves  in  its  opposite  sides  to 
determine  the  line  of  break.  The  tamping  is  not  driven  down 
on  the  powder,  but  an  air  space  is  left  between  them.  This 
scheme  permits  expansion  of  the  gases  and  gives  time  to  effect 
rupture  along  the  plane  desired. 

Powder  Consumption. — ^The  amount  of  powder  consumed 
for  a  given  work  varies  too  greatly  for  any  general  statement. 
One  foot  of  a  i-inch  hole  is  capable  of  containing  5  ounces  of 
black  powder  or  38  inches  for  a  pound.  The  powder,  to  be 
economically  used,  should  not  fill  more  than  one  third  of  the  hole-. 
In  anthracite  mines  a  keg  of  powder  weighing  25  lbs.  is  con- 
sumed for  every  40  tons  of  coal.  The  bituminous  miner  breaks 
on  the  average  300  tons  with  a  keg.    The  amount  of  powder 
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consumed  per  ton  of  coal  worked  by  hand  and  that  by  machine 
is  about  the  same.  In  longwall  mining  the  consumption  of 
powder  is  very  small. 

Nitroglycerine.  —  Chemically  known  as  trinitroglycerine,  or 
glonoin  oil,  CnH^NjOig.  Made  by  treating  glycerine  to  nitric  and 
sulphuric  acids  at  a  low  temperature.  The  temperature  at  which 
it  will  fire  is  360°.  It  is  exceedingly  sensitive  to  shock  and  will 
explode  under  the  influence  of  a  neighboring  blast.  It  will  not 
take  fire  when  touched  by  a  red-hot  body,  or  if  it  does,  it  burns 
quietly  without  smoke.  If  a  thin  layer  of  it  be  struck  by  a  severe 
blow  it  will  instantly  explode.  If  heated  to  the  temperature  of 
combustion  or  detonated  or  even  jarred  by  a  wave  of  concussion 
its  liquid  mass  will  be  converted  at  once  into  gas  and  if  confined 
will  burst  its  casement.  The  process  of  decomposition  will  be 
complete  and  a  perfect  combustion  of  the  chemical  elements 
will  ensue.  A  small  amount  of  it  explodes  by  detonation,  even 
if  not  buried  in  the  rock,  but  when  lying  on  the  face  of  a  boulder 
in  the  open  air,  the  surrounding  air  will  not  be  able  to  move 
aside,  or  to  take  up  the  rate  of  vibration  of  the  shock  quickly 
enough  to  allow  it  to  expend  its  energy  on  the  air  and  the  rock 
underneath  will  be  badly  shattered. 

The  Manufacture  of  Nitroglycerine. — Several  jars  of  one- 
gallon  size  are  placed  in  a  cool  stream.  Into  them  are  poured 
nitric  acid  and  sulphuric  acid  in  due  proportions.  A  fine  stream 
of  pure  colorless  glycerine  is  then  poured  on  while  stirring  the 
mass.  When  boiling  begins  thick  red  vaix)rs  of  nitrous  gases 
are  emitted.  If  the  glycerine  is  poured  in  too  fast,  or  the  water  is 
not  sufficiently  cool,  the  mixture  will  take  fire  with  a  hissing  noise, 
and  if  it  be  not  stirred  enough  the  blaze  will  shoot  up  several 
feet.  Stirring  is  continued  until  the  action  becomes  less  intense. 
Each  jar  in  turn  receives  a  small  charge  of  glycerine,  after  which 
the  process  is  repeated.  When  no  more  fumes  are  given  off"  and 
the  addition  of  glycerine  produces  no  effect,  the  decomposition  is 
complete  and  a  heavy  milky,  oily  fluid  will  be  noticed  on  the 
bottom.  The  acids  are  decanted  and  washed  thoroughly  with 
water.      Into  an  old-fashioned  wooden  churn  the   nitroglycerine 
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IS  then  poured  with  an  abundant  supply  of  water  and  churned 
actively  untU  litmus  paper  shows  no  acid  reaction.  Upon  the 
freedom  from  all  acids  depends  the  saiety  and  the  permanence  of 
the  nitroglycerine.  The  product  being  poured  into  a  wooden 
bucket  with  some  clear  water  its  milkiness  ^tJI  soon  disappear  and 
a  colorless  compound  is  the  result.  If  after  a  few  days  it  dis- 
colors the  acid  must  be  removed.  A  yellow  tinge  requires  the 
additional  churning  with  cold  water;  an  orange  color  requires 
some  alkali;  but  if  it  becomes  cloudy  and  deeper  in  tinge  the 
material  is  valueless  and  should  be  either  discarded  or  replaced 


Dynamite. — This  explosive  was  discovered  in  1864  by 
M.  Nobel  and  has  received  universal  adoption  in  a  variety  of  forma 
for  almost  ah  purposes  of  blasting.  The  term  is  a  generic  one 
and  includes  any  mixture  of  nitroglycerine  with  some  inert  or 
mechanical  absorbent  material.  Earth,  sawdust,  wood  pulp, 
infusorial  earth,  and  magnesia  are  used  as  absorbents,  in  addi- 
tion to  which  are  added  in  some  cases  explosive  bases  which 
increase  the  strength.  Nitroglycerine  is  the  active  principle  of 
the  explosive  and  its  percentage  in  the  compound  determines 
the  power  of  the  explosive.  Infusorial  earth,  which  absorbs  three 
times  its  bulk  of  nitroglycerine,  excels  all  other  bases  and  fur- 
nishes a  very  strong  explosive.  It  is  usually  graded  as  No.  i. 
The  weaker  grades  of  d>Tiamite  are  designated  as  No.  2,  No.  3, 
etc.  The  strength  of  No.  1  is  alxiut  three  quarters  that  of  the 
pure  article  and  six  times  that  of  black  powder.  The  powders 
known  as  Atlas,  dualine,  forcite,  etc.,  differ  only  in  the  nature 
of  the  material  used  for  absorbent. 

The  compound  is  like  moist  brown  sugar  in  color.  It  freezes 
at  46°  F.,  hardening  into  a  white  mass.  It  is  almost  as  sensi- 
tive to  sudden  changes  of  temperature  or  pressure  as  nitrogly- 
cerine. It  is  perfectly  safe  to  handle  and  is  harmless  so  long  as 
it  does  not  exude  from  its  absorbent. 

The  constituents  of  some  of  the  high  explosives  are  indicated 
below : 
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Tonite  is  macerated  guncotton  52.5  and  baryta  nitrate  47.5. 

Gelatine  is  soluble  guncotton  2.5  and  nitro  97.5. 

Dualine  is  nitro  50,  sawdust  30,  and  nitre  20. 

Rendrock  is  nitro  40,  paraffine  7,  nitre  40,  and  wood  fibre  13, 

Atlas  A  is  nitro  75,  fibrelcss  wood  21,  n!tre  2,  and  magnesia  2. 

Hercules  No.  i  is  nitro  75,  chlorate  of  potash  i,  nitre  2,  sugar  2,  and  magnesia  aou 

Giant  No.  2  is  nitro  40,  rosin  6,  sulphur  6,  absorbent  8,  and  nitre  40. 

Rackarock  is  nitrobenzol  22.3  and  chlorate  potash  77.7. 

Vulcanite  is  mealed  gunpowder  and  nitro  in  different  proportions. 

Experiments  upon  the  relative  efficiency  of  the  various  ex- 
plosives have  been  made  under  water  and  are  recorded  in  General 
Abbot's  "Submarine  Mines,"  but  no  formulae  can  be  prepared 
from  the  results  because  of  the  varying  influences  of  the  foreign 
substances  added  to  the  main  explosive. 

The  Storage  of  Nitroglycerine.  —  Nitroglycerine  and  its 
various  compounds  may  be  exploded  by  sudden  increase  in 
the  temperature  and  some  by  a  neighboring  shock.  All  are 
liable  to  decompose  under  a  low  heat.  It  will  exude  from  its 
absorbent  when  hot  or  exposed  to  a  wet  atmosphere.  Precau- 
tion must  therefore  be  taken  in  the  storage  and  the  handling  of 
the  material  to  avoid  these  sources  of  danger.  They  should 
be  stored  in  large  cool  dry  caves  or  sheds  well  provided  with 
ventilating  flues  and  remote  from  scenes  of  blasting.  They 
should  not  be  allowed  to  freeze,  for,  while  in  that  state  they 
cannot  be  fired,  thawing  will  be  neccssar}^  before  they  can  be  of 
ser\ice.  The  thawing  of  dynamite  introduces  an  element  of 
danger,  unless  care  be  taken  to  avoid  a  sudden  increase  in  tem- 
perature or  an  excess  of  heat.  Dynamite  is  thawed  out  by  slow 
heating  in  a  bucket  immersed  in  another.  In  a  jacket  is  circu- 
lated lukewarm  water.  If  the  bucket  be  kept  away  from  the 
direct  fire  or  heat  an  excessive  heating  is  impossible.  Dynamite 
which  has  been  stored  a  long  time  should  be  tested  by  litmus 
paper  for  acid  reaction,  which  indicates  decomposition,  from 
which  spontaneous  combustion  may  ensue.  Less  accidents 
occur  from  the  storage  of  dynamite  or  nitroglycerine  than  from 
the  keeping  of  black  powder. 

Being  a  more  powerful  mixture  than  black  powder,  the  nitro- 
glycerine compounds  are  more  economical  by  reducing  the  labor 
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of  the  miner;  requiring  less  tamping;  breaking  the  mineral 
finer;  requiring  smaller  holes;  consuming  less  steel  and  supplies, 
and  materially  shortening  the  time  of  mining.  As  water  does 
not  injure  it,  it  is  without  rival  as  an  explosive  in  wet  ground^ 
and  this  becomes  more  manifest  as  the  rock  encountered  is  harder. 

Methods  of  Charging  with  Nitroglycerine. — ^The  holes  are 
loaded  with  nitroglycerine  by  pouring  from  a  tin  cup  upon  the 
fuse  with  its  cap  and  covering  the  mass  with  water.  Dynamite 
may  be  loaded  like  black  powder,  the  cartridges  into  which  it  is 
made  being  obtainable  of  any  desired  diameter  and  of  a  length 
of  about  8  inches  each.  As  many  such  cartridges  may  be  inserted 
as  necessary.  Safety-fuses  or  electric  wire  and  cap  are  buried 
in  the  uppermost  cartridge,  which,  after  placing  in  position,  is 
slightly  tamped  with  earth  and  ready  for  ignition. 

Black  powder  is  often  used  in  combination  with  giant  powder 
"to  start  the  hole."  The  proportion  is  usually  one  half  pound 
of  black  powder  to  three  sticks  of  giant.  This  practice  is  often 
questioned,  but  the  fact  that  the  entire  ground  is  broken  to  the 
very  bottom  of  the  hole  without  leaving  any  collar  at  the  surface 
is  sufficient  evidence  of  its  advantage. 

The  Secondary  Explosion  of  Powder. — ^The  great  disadvantage 
attending  the  use  of  any  form  of  explosive,  particularly  in  coal- 
mines, lies  in  the  production  of  smoke  or  gases  more  or  less 
noxious.  The  combustion  of  carbon  hydrogen  and  sulphur  in 
the  presence  of  the  oxygen  provided  by  the  various  nitrates  added 
to  the  explosive  results  in  the  production  of  carbonic  acid,  car- 
bonic oxide,  sulphurous  acid,  nitrous,  and  other  injurious  gases,^ 
and  water,  which  necessitate  plentiful  ventilation.  When  the 
combustion  is  perfect  and  complete  all  the  carbon  is  converted 
to  carbonic  acid  and  the  sulphur  to  sulphuric  acid.  But  in 
the  deficiency  of  oxygen  resulting  from  the  addition  of  adul- 
terants or  an  imperfect  mechanical  mixture  of  the  constituents, 
carbonic  oxide  is  developed  as  well  as  smoke,  which,  with  the 
other  injurious  and  combustible  gases,  are  injected  from  the  hole 
into  the  room  or  stope.  Sometimes  this  is  accompanied  with 
a  large  volume  of  sparks.    The  conditions  are  therefore  favorable 
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for  a  secondary  explosion  in  the  room,  which  might  be  further 
aggravated  by  the  presence  of  coal-dust  or  gas,  and  thus  form  a 
nucleus  for  a  bigger  explosion  after  being  brought  into  contact 
with  neighboring  volumes  of  gas.  For  this  reason  conmion 
black  powder,  blasting  gelatine,  and  carbonite  are  prohibited 
in  many  coal-mines  inclined  to  be  dusty  or  fiery.  Every  com- 
missioner who  has  examined  into  the  safety  and  efficiency  of 
blasting-powder  has  reported  that  black  powders  are  dangerous 
and  should  be  prohibited.  Some  of  them  are  so  highly  adulter- 
ated that  not  only  is  the  combustion  incomplete,  but  the  gases 
evolved  by  the  combustion  afterwards  dissociate  and  sometimes 
recombine,  forming  dangerous  gases  that  may  incite  secondary 
explosions.  Nitroglycerine  and  djTiamite,  which  are  chemical 
compounds  capable  of  complete  and  instantaneous  combustion,  are 
much  safer,  besides  being  more  economical,  since  no  carbonic  oxide 
is  produced.  These  latter  explosives  may  be  employed  to  great 
advantage  and  with  less  risk  even  in  the  dry,  dusty,  and  fiery 
mines. 

Flameless  Explosives. — ^A  variety  of  explosives  have  been 
made  which  produce  no  carbonic  "oxide  and  hence  no  flame, 
and  which  arc  known  as  safciy  explosives,  sometimes  also  called 
Sprengcl  explosives.  These  are  composed  of  a  mixture  either  of 
two  solids,  a  solid  and  a  liquid,  or  two  liquids,  one  of  which 
should  be  a  hydrocarbon  and  the  other  a  compound  rich  in 
oxygen,  neither  at  the  same  time  being  sensitive  to  friction.  Prin- 
cipal among  these  is  a  group  of  explosives — ammonite,  roburiie, 
carbodynamite,  and  bcUite — in  which  the  chemical  to  supply  the 
oxygen  is  a  nitrate,  as  in  black  powder.  Nitrate  of  ammonia  or 
of  barium  was  most  commonly  employed,  while  the  other  com- 
bustible is  nitmnaphthalene  or  dinitrobenzol.  Owing  to  the 
deliquescent  nature  of  ammonium  nitrate  the  two  elements  are 
not  mixed  until  ready  for  immediate  use.  WTien  so  mixed  the 
explosive  is  dip{XHl  in  molted  wax  to  keep  it  dn*. 

A  detonating  wave  such  as  is  pnxluced  by  the  fulmination 
of  moRur)'  is  alone  capable  of  tiring  it.  WTien  the  two  elements 
are  intimately  mixed  in  pn^per  pmportions,   the  shock  of  the 
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detonation  is  communicated  to  the  layers  of  molecules  in  the 
immediate  proximity  of  the  cap  and  the  powder,  whereby  the 
"molecule  edifice''  is  destroyed.  This  initial  force  is  augmented 
to  the  degree  corresponding  to  the  heat  evolved  in  the  decom- 
position until  the  total  is  consumed.  The  decomposition  of  the 
ammonia  nitrate  absorbs  such  an  amount  of  heat  from  that  of 
the  initial  force  as  to  reduce  the  final  temperature  of  the  gases 
developed  and  projected  into  the  air  below  the  temperature  of 
ignition  of  fire-damp.  Owing  to  the  impossibility  of  an  incom- 
plete combustion,  an  excess  of  available  oxygen  is  added  in  an 
excess  of  nitrate  of  ammonia,  which,  absorbing  more  heat,  effectu- 
ally prevents  the  formation  of  carbonic  oxide  and  nitrogen  oxides. 
Changes  of  temperature  do  not  aflfect  the  mixture,  freezing  for 
three  months  does  not  injure  it,  and  there  is  no  exudation  to 
endanger  it.  UnUke  gunpowder  or  any  nitroglycerine  com- 
pounds, it  will  not  explode  by  percussion,  fire,  or  electric  spark. 
If  struck  with  a  heavy  hammer  the  portion  of  the  explosive 
directly  hit  is  decomposed  by  the  heat  developed  by  the  blow, 
but  the  remainder  is  not  affected.  If  mixed  with  gunpowder  and 
fired  the  latter  explodes,  scattering  the  former  without  affecting  it. 
Detonators. — ^These  are  required  to  produce  a  violent  con- 
cussion and  an  explosion,  if  otherwise  weak  explosives,  and  are 
of  different  grades,  depending  upon  the  quantity  of  fulminate 
of  mercur)'  in  them.  The  strongest  contains  23  grains  of  ful- 
minate and  is  known  as  No.  i;  No.  2  contains  15  grains,  and 
No.  3,  8  grains.  The  strength  of  the  detonator  used  increases 
with  the  uncertainties  of  the  two  constituents  of  the  powder. 
Ammonite  containing  between  87  and  89  parts  of  ammonium 
nitrate  and  11  to  13  parts  of  dinitronaphthalene,  and  bellite 
which  contains  79  to  81  parts  of  nitrate  with  19  to  21  parts  of 
metadinitrobenzol,  require  a  No.  i  detonator.  Roburite  with 
nearly  the  same  amount  of  nitrate,  but  containing  the  more 
sensitive  chloronaphthalene  and  dinitrobenzol,  and  carbonites 
containing  30  to  36  parts  of  barium  nitrate,  25  to  27  parts  of 
nitroglycerine,  and  37  to  43  parts  of  wood  meal,  may  be  fired  by 
a  No.  2  detonator.       Ardeer  powder,  containing  a  little  more 
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nitroglycerine  than  carbonite,  with  ii  to  13  parts  of  kieselguhr, 
requires  for  its  explosion  a  No.  3  detonator. 

These  detonators  add  a  new  element  of  danger  to  mining, 
for  in  their  deflagration  a  spluttering  stream  of  sparks  frequently 
results,  which  is  liable  to  ignite  any  coal-dust  which  may  hap- 
pen to  be  present  in  the  room.  This  is  the  main  objection  to 
the  use  of  flameless  explosives,  though  the  latter  are  safer  than 
the  other  forms  of  powder  now  in  use.  Perhaps  the  use  of 
a  detonator  of  still  higher  power  might  reduce  the  danger  by 
producing  total  combustion,  but  it  is  probable  also  that  the  in- 
creased temperature  and  the  heat  e\x)lved  might  be  sufl5cient  to 
ignite  the  gaseous  mixture  in  the  room. 

Safety-explosives  cost  nearly  twice  that  of  black  powder, 
besides  producing  a  greater  proportion  of  coal-dust. 

Smokeless  Powders. — Powders  which  are  said  to  be  smokeless 
are  made  by  mixing  in  suitable  proportions  gimcotton  and 
nitroglycerine,  their  combinations  being  effected  by  the  use  of 
camphor  and  acetones.  Their  energy  is  moderated  by  the  addi- 
tion of  inert  materials  or  by  increasing  the  proportion  of  gun- 
cotton,  though  this  results  in  a  lower  rapiditj'  of  explosion.  Such 
powders  arc  handled  in  small  cubical  grains  and  are  safe.  They 
are  exploded  by  detonation,  not  by  percussion. 

**Schneiderite''  is  a  powder,  light  yellow  in  color,  quite  oily 
to  the  touch,  forming  lumps  readily  when  pressure  is  applied. 
Considered  alone  *'schneiderile''  is  a  whollv  inert  substance  of 
perfect  stability  and  containing  in  itself  no  explosive  substance 
whatever.  The  elements  of  which  it  is  composed  only  com- 
bine to  form  an  explosive  at  the  ver}*  moment  of  the  explosion 
under  the  intluence  of  a  detonating  primer. 

When  the  detonator  is  not  used  *'schneiderite''  mav  be  sub- 
mitted  to  the  most  violent  shocks  with  impunity.  It  is  not  influ- 
enced bv  tire.  Thrust  into  a  fire  it  bums  with  difiicultv.  It  is 
also  unintluenced  by  the  most  extreme  cold.  It  is  sensitive  to 
but  one  alteration  and  that  only  diminishes  its  explosive  qualities; 
this  is  the  alteration  which  may  result  from  its  hygroscopicity. 
To  avoid  the  absorption  of  moisture  it  is  necessan'  to  make  sure 
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of  the  imperviousness  of  the  cartridge  papers.  It  is  easy  to 
restore  all  its  properties  by  drying  it  in  a  stpve  or  simply  in  the 
sun. 

The  handling  or  the  transportation  of  "schneiderite"  is  not 
dangerous  under  any  circumstances  or  under  any  conditions  of 
preservation. 

The  Theory  of  Blasting. — ^When  an  explosive  is  fired,  the 
tension  of  its  gases  acts  uniformly  in  all  directions  upon  its  encase- 
ment. A  tendency  to  rupture  is  developed  along  the  line  offer- 
ing the  least  resistance  to  the  action  of  the  powder.  In  a  rifle 
the  bullet  finds  a  comparatively  easy  line  of  escape  along  the 
barrel.  This  is  the  line  of  least  resistance.  In  rock  the  line  of 
least  resistance  will  be  along  one  of  the  systems  of  cleavage  planes, 
in  the  direction  of  the  shortest  distance  from  the  centre  of  gravity 
to  the  surface  or  along  the  bore-hole  itself. 

It  is  the  purpose  of  the  miner  to  ascertain  the  direction  of 
the  line  of  least  resistance  and  to  drill  the  bore-hole  to  be  loaded 
with  powder  in  a  direction  approximately  at  right  angles  to  it. 
Except  in  massive  rock  presenting  a  plane  surface  for  attack 
this  line  of  fracture  cannot  be  arbitrarily  selected,  for  the  powder 
will  seek  its  easiest  vent  for  escape  from  the  explosive  chamber. 
For  this  reason  a  hole  cannot  be  drilled  along  the  line  of  least 
resistance.  It  becomes  merely  a  cannon;  the  powder  blows  out 
without  other  result. 

The  Line  of  Least  Resistance. — ^In  Drinker's  "Explosive 
Compound"  will  be  found  a  table  showing  the  relative  resistances 
of  different  rocks  and  coefficients  representing  their  toughness. 
By  its  use  may  be  determined  the  quantity  of  a  given  grade  of 
powder  necessary  to  produce  the  rupturing  effect.  Let  W  be 
the  weight  in  ounces  of  the  blasting-agent,  L  the  distance  in 
feet  of  its  centre  of  gravity  from  the  surface  of  the  working- face, 
and  C  the  coefficient  of  the  rock  resistance,  then  W=^CL^.  In 
a  given  mine  the  value  of  C  may  be  determined  by  a  series  of 
trials,  the  other  two  variables  being  altered  in  amount,  employing 
as  little  explosive  and  placing  the  hole  for  as  long  a  line  L  as 
possible.    Thus  if  a  27-inch  hole  breaking  rock  along  a  line  of 
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30  inches  length  shows  an  average  consumption  of  5  ounces  dyna- 
mite, then  C  beonnes  1.09.  A  subsequent  hole  with  a  line  oi 
least  resistance  of  30  inches  would  require  17  ounces  of  the  same 
explosive. 

The  line  of  least  resistance,  which  is  the  line  of  general  throw, 
extends  from  a  point  approximatdy  the  centre  of  the  charge 
to  the  nearest  external  point,  from  a  to  i  in  Figs.  333  to  335. 
Fio.  333.  Fio.  333.  Flo.  334.  Fig.  315. 


IllustTatiiig  the  line  of  I.uat  RcalitaiiM. 

In  soft  rock  whose  cohesion  is  comparatively  slight,  the  line  of 
least  resistance  may  be  a  long  one — ^nearly  that  of  the  depth  of 
the  hole  (Fig.  322).  In  tou^  rock  the  line  ab  is  short  (Fig.  333). 
The  volume  of  rock  broken  down  is  proportional  to  the  weight 
of  explosive  used  and  to  the  cube  of  the  line  of  least  resistance.  . 
With  a  given  depth  of  hole  and  of  charge  in  it  the  length  of  line 
is  fixed.  The  volume  of  rock  broken  is  determined.  To  increase 
the  effectiveness  of  the  powder  the  line  must  be  increased  by 
varying  the  direction  of  holes  or  the  amount  of  powder  diminished. 
A  deep  hole  loaded  with  a  powerful  explosive  is  hence  more 
economical  than  shallow  holes  or  low  grade  of  powder. 


Fig.  336.— Shooting  in  Tight  Ground. 

When  the  line  of  least  resistance  exceeds  in  length  that  of 
the  hole,  as  in  Fig.  326,  no  execution  is  done,  other  than  that 
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Indicated  by  the  result  at  K.  The  inclination  of  the  drill-hole 
with  a  flush  working-face  cannot  ordinarily  exceed  45°  when  black 
powder  is  used.  It  may  be  deflected  to  60°  if  the  rock  is  soft 
and  ihe  explosive  powerful. 

Blasting  in  Creviced  Rocks — The  cleavage  planes  of  the 
stratified  rocks  furnish  numerous  hncs  of  least  resistiULe  which 
may  be  advantageously  emplojcd  as  hnes  of  rupture.  Wedges 
or  picks  are  often  inserted  to  split        p,^    ^^^  p,^    j,^ 

them.  Certain  coals  break  freely 
along  these  cleavage  planes.  In 
some  of  the  massive  rocks  the 
rifts  and  seams  are  sufficicnth 
pronounced  to  afford  lines  of  wt  ik 
resistance  to  rupture.     The  nuoLr 

avails  himself  of  these  faults  in  the  rock  and  drills  the  hole  normal 
to  them  but  not  down  to  the  scams  in  Fig.  327,  If  the  centre 
of  gravity  of  the  powder  is  well  below  the  crevice  b,  the  block 
above  a  will  be  loosened  for  a  considerable  distance  on  cither  side 
of  the  hole. 

In  the  case  illustrated  in  Fig,  328  the  hne  of  least  resistance 
is  across  to  the  free  face  of  rock,  but  there  is  likewise  a  tendency 
to  split  along  the  plane  b;  the  rock  will  doubtless  break  downward 
to  the  right.  In  Fig.  261  the  shot  m  has  broken  to  the  bedding 
plane,  and  somewhat  shattered  the  rwk  ahead.  The  shot  n 
and  that  at  m  (Fig.  262)  will  break  to  the  black  clay  gouge.  That 
at  0  will  probably  blow  out  without  any  execution.  The  shot  p 
will  blow  out  a  large  block  if  those  near  0  have  been  properly 
fired.  By  firing  the  holes  in  order  from  above  downward  greater 
extension  is  effected,  as  the  bedding  planes  assist  the  miner.  The 
shot  g  in  Fig.  263  is  well  placed  to  break  the  rock  at  the  plane 
of  cleavage.  With  the  stratification  dipping  down  from  the 
face  the  shots  proceed  in  order  upward. 

In  coal  and  soft  or  brittle  metalliferous  minerals  a  weak  explo- 
sive is  used  to  avoid  injury  to  the  product.  When  a  thin  vein 
of  the  latter  adjoins  a  hard  rock  the  usual  practice  is  to  blow 
down  the  rock  with  lightly  loaded  holes.    In  shafts  or  tunnels 
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no  attention  is  paid  to  the  condition  in  which  the  mineral  is  broken 
down,  as  rapid  progress  is  sought.  For  simultaneous  firing  no 
heed  is  paid  to  the  economy  of  the  line  of  least  resistance.  Such 
holes  are  machine-drilled  and  are  limited  in  inclination. 

Blasting  in  Hassive  Rocks. — In  homogeneous  massive  rocks 
there  is  no  pronounced  crevice  or  seam  to  assist  the  miner  in  the 
displacement  of  large  masses.  The  line  of  least  resistance  must 
be  created  by  properly  directing  the  drill  to 
blow  down  the  maximum  possible  volume  of 
rock  with  the  minimum  of  drilling.  But  an 
{'"x      O   \  additional  problem  is  presented.     The  miner 

,Nv  .'  \  "  '  ■  must  consider  the  manner  in  which  working- 
\  ^  -\'  ,  face  will  be  left  after  the  shot.  Each  shot  in 
j  turn  becomes  a  "bearing-in"  shot  for  its  suc- 

cessor {Fig.  329).  Without  any  planes  of  cleav- 
^^'  3.'9cr''™""S-  age  to  which  to  break  porphyry,  vein  quartz, 
and  granites,  the  direction  of  the  shooting 
must  be  to  their  working-face.  This  problem  is  of  special  diffi- 
culty wheo  the  working-face  is  the  small  area  of  a  tunnel  or  shaft. 
Such  an  explosive  is  known  in  miners'  parlance  as  "tight  ground." 
Considerable  skill  is  necessary  to  accomplish  much  work  under 
such  circumstances.  The  usual  practice  consists  in  so  breaking 
the  ground  as  I0  avoid  plane  surfaces,  but  produce  irregularities  of 
profie  such  as  arc  illustrated  in  Figs,  324  and  330  to  332.  Rupture 
Flo.  330.  Fig.  331.  Fig.  33a. 


Taking  Advantage  of  Iiregulanuet,  of  Face. 

mav  Ihcn  be  cfleclc'd  along  the  dotted  lines  toward  the  recesses 
in  the  rock.    Judgment  must  be  exercised  in  directing  the  holes; 
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as,  for  example,  hole  2  in  Fig.  301  will  displace  more  rock  than 
No.  I  with  equal  powder  and  work.  Indeed  it  may  happen 
that  the  powder  will  simply  pulverize  the  rock  along  the  line  of 
break  of  No.  i,  dislodging  the  bowlder  alone.  So  in  Fig.  260 
is  illustrated  a  poorly  directed  hole.  If  drilled  to  k  the  blast 
will  take  place  along  ks,  but  only  a  small  charge  is  needed  for  the 
short  line.  As  drilling  is  an  expensi\-e  operation  it  would 
have  been  more  economical  lo  have  drilled  it  less  vertically. 
Had  the  operations  stopped  near  wi  no  more  powder  would  be 
required  to  blow  out  at  bm  than  at  sk,  though  difficulty  would 
have  been  experienced  later  in  blasting  out  bmks. 

Ezpandiog-bits. — A  soft  or  brittle  rock  may  be  blown  out  in 
large  masses  by  excavating  a  large  chamber  at  the  bottom  of  a 
Fig.  333.  Fig.  334. 
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very  deep  hole  and  filling  it  with  blaclt  powder,  suiiicicnt  for 
work.     The  chamber  may  be  produced  by  an  expanding- 
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(Fig.  333)  or  by  a  small  charge  of  powder.  When  the  desired 
depth  of  hole  has  been  reached  a  pair  of  cutter- wings  are  forced 
out,  which  when  revolved  cut  out  a  chamber.  Powder  accom- 
plishes the  same  end  by  shattering  the  rock.  This  method  is 
known  as  squibbing. 

Simultaneous  Firing. — ^It  has  been  shown  that  increased 
eCFectiveness  is  obtained  from  an  explosive  by  the  use  of  per- 
fect detonators.  A  still  further  gain  results  from  the  ignition 
of  the  shots  simultaneously,  by  which  they  materially  assist  one 
another  in  effecting  disruption.  The  concussion  produced  by 
the  explosive,  though  progressing  radially  in  every  direction 
from  the  centre  of  the  charge,  succeeds  in  rupturing  the  rock 
only  over  a  limited  voliune,  as  is  represented  in  Fig.  335, 


Fig.  335. 
Either  shot  (f  or  /)  drilled  into  the  block  would  break  out 
only  a  triangular  prism.  The  hole  i  would  break  the  prism 
bounded  by  the  parallel  faces  CAd  and  ci},  or  the  hole  ;  would 
break  the  prism  bounded  by  the  faces  ABD  and  IF  J.  The 
rock  is  broken  toward  the  free  face,  but  the  force  expanding 
laterally  and  backward  into  the  solid  ground  is  entirely  lost, 
the  amount  lost  increasing  with  the  intensity  of  the  explosion. 
If,  however,  several  contiguous  holes  be  so  placed  that  their  lateral 
rupturing  tendencies  will  superpose,  they  will  shatter  rock  which 
by  the  single  shooting  would  only  have  been  fractured.  The 
holes  i  and  ;  would  break  the  mass  of  rock  included  between 
the  trapezoids  ABGC  and  IJHE.  The  latter  mass  is  mani- 
festly much  in  excess  of  the  aggregate  product  of  the  single  holes. 
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The  zone  of  an  explosive  effect  may  be  divided  into  three  sec- 
tions— a  sphere  of  pulverization  immediately  surrounding  the 
bottom  of  the  hole,  a  cone  of  rupture  vrith  its  apex  near  the 
centre  of  gravity  of  the  cartridge  and  its  base  of  an  area  dependent 
upon  the  relati\'e  explosi\e  and  resisting  powers,  and  a  zone  of 
vibrations  extending  into  the  rock  where  the  undulations  are  too 
weak  to  produce  more  than  an  occasional  fracture.  By  simul- 
taneous firing,  the  explosives  may  be  placed  at  such  distances 
apart  as  to  permit  the  overlapping  of  the  zones  of  vibration, 
whose  cumulative  effect  may  produce  rupture. 

The  effect  of  sj'nchronous  firing  is  about  1.4  times  as  great 
as  that  obtained  for  the  same  amount  of  powder  fired  in  consecu- 
tive shots.  Benjamin  Frost  says  in  his  report  on  the  Hoosac 
Tunnel  that  "greater  depths  of  holes  are  admissible"  and  greater 
advance  obtainerl. 


The  s(jlc  means  of  oblaining  perfect  simultaneity  is  by  elec- 
inaty;  fuses  will  not  bum  with  suiTicicnt  regularity  to  be  relied 
upon.    The  holes  are  charged,  the  cap  is  inserted,  two  wires 
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take  the  place  of  fuse,  and  the  tamping  is  done.  The  wires  are 
8ei>aratedy  each  one  being  connected  i^ith  its  nei^bor  in  such 
manner  (Fig.  336)  that  a  continuous-wire  circuit  E  extends 
throughout  the  series  of  holes.  ^4  is  the  fuse,  B  the  cartridge, 
and  C  the  cap. 

The  Electric  Fuse. — ^The  several  holes  to  be  fired  simultane- 
ously are  charged  with  an  electric  fuse,  A  (Fig.  337),  filled  with 

fulminates,  B\  the  latter  is  detonated  by  the 
incandescence  of  a  fine  platiniun  thread,  £, 
from  which  two  copper  wires,  C,  lead.  The 
fuse-wires  arc  of  standard  lengths,  usually  4  or 
6  feet  for  hand-driven  holes  and  16  or  18  feet 
for  machine-drilled  holes. 

The  ends  of  the  fuse-wires  are  cleaned  and 
twisted  on  the  connecting  wires  D  (Fig.  336), 
and  when  all  these  have  been  connected,  the 
circuit  is  completed  by  the  final  connections  with 
the  machine.  The  leading  wire  E  is  usually 
wound  on  reels  to  pay  out  a  supply  as  needed 
for  the  work.  The  connecting  wires  are  of  com- 
mon copiXT  wire  and  no  larger  in  diameter  than 
is  necessar)'  to  transmit  the  current  freely.  By 
a  judicious  division  of  the  mine  into  districts  the 
amount  of  wiring  may  be  materially  reduced. 

In  Fig.  339  is  shown  a  section  of  the  magneto 
machine,  which  consists  of  a  weak  principal 
magnet,  /I,  with  an  armature,  JB,  revolving 
between  its  poles;  said  armature  is  rotated  by 
the  rack-and-pinion,  C,  operated  from  the 
handle  on  the  down  stroke.  As  the  rack-bar 
strikes  the  spring,  7),  at  the  bottom,  it  breaks  the  continuous  cur- 
rent between  the  two  j^latinum  bearings,  £,  and  causes  it  to  pass 
throuj^h  the  outside  circuit,  the  fuses,  etc.  A  machine  which  will 
fire  16  shots  at  one  time  costs  $25;  one  good  for  70  can  be  bought 

for  $5  5. 

Much  wire  is  buried  in  the  dft)ris  of  shooting.     In  a  mine 
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firing  regularly  So  shots  at  a  time,  the  loss  from  this  source  is 
2  lbs.  per  day;  in  a  small  double-track  mine  lunnel,  2  ounces 
of  connecting  wire  and  7  exploders  per  lineal  foot;  and  in  a 
large  railroad  tunnel,  0.32  feet  of  connecting  wire,  0.07  feet 
leading  wire,  and  0.7  exploder  per  cubic  yard  of  rock  removed. 
Fig.  338.  I-iG.  339. 


A  Magneto  Machine  and  its  Mechanism. 
When  the  fuses  ha\'e  been  connected,  the  last  man  to  retire 
raises  the  handle  (Fig.  3^8)  and  with  one  plunge  ignites  aH 
the  shots.  An  increased  efficiency  of  the  expIosi\-e  is  not  the 
sole  advantage  of  this  method  of  firing.  It  eliminates  the  numer- 
ous accidents  due  to  premature  explosions  or  to  delayed  shots. 
There  is  but  one  electric  current  and  one  igniting  source.  Fail- 
ing to  fire  them,  there  can  be  no  ignition  later.  Tt  saves  the 
timeothenvise  wasted  by  the  men,  who  with  their  neighbors  must 
retire  periodically  to  shelter.     It  permits  prompt  firing  from  a 
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safe  distance.  It  is  equally  adapted  to  black  powder  and  to 
dynamite  and  to  flameless  powders. 
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Absolute  pressure.    The  pressure  reckoned  from  a  vacuum. 

Absolute  temperature.  The  temperature  reckoned  from  —461*^ 
F.  or  -273°  C. 

Adit,  A  horizontal  passage  from  daylight  into  a  mine,  and 
an  or  along  the  vein.  It  differs  from  a  tunnel  in  that  it  is  not 
through  country  rock  across  to  the  vein;  it  differs  from  a  drift ^ 
which  has  neither  end  in  daylight. 

Aerophone.  A  respirator  in  the  form  of  a  tank,  receiving 
the  exhalations  from  the  lungs,  which  contains  chemicals  designed 
to  revive  the  air  and  render  it  fit  for  breathing.  It  is  used  by 
rescuers  after  mine  accidents. 

Ajter-damp.  An  irrespirable  gas  remaining  after  an  explo- 
sion of  fire-damp. 

Anemometer.  An  appliance  for  measuring  the  velocity  of 
an  air-current. 

AnliclifuiL    A  fold  of  the  rock  or  strata,  convex  upward. 

Apex.    The  edge  of  a  vein  nearest  to  the  surface. 

Back  pressure.  The  loss,  expressed  in  pounds  per  square 
inch,  due  to  getting  the  steam  out  of  the  cylinder  after  it  has  done 
its  work. 

Balance-bob.  A  heavy  triangular  truss,  the  long  horizontal! 
arm  of  which  supports  a  weight  at  one  end  ballasted  to  balance 
the  weight  of  pump-rods  at  the  other. 

Barrier  pillars.  Pillars,  larger  than  the  ordinary,  left  at 
stated  intervals  to  prevent  the  crushing  of  the  roof  from  extend- 
ing beyond  the  section  enclosed  by  them. 

Bar-timbering.    A  system  of  supporting  a  tunnel  roof  by 

697 


6gS  MAXUAL  OF  MINING. 

long  top  bars  while  the  whole  lower  tunnel-core  is  taken  out, 
leaving  an  open  space  for  the  masons  to  run  up  the  arching. 
Under  certain  conditions  the  bars  are  withdrawn  after  the  masonry 
is  completed,  otherwise  they  are  bricked  in  and  not  drawn. 

Battery .  The  lower  platform  of  a  coal-chute.  A  term  also 
tiscd  to  define  a  timber  bulkhead  in  a  gallery. 

Bearing-up  stop,  A  partition  of  brattice  or  plank  that  serves 
to  conduct  air  to  a  face. 

Bed.    A  seam  of  nuneral  occurring  among  the  stratified  rock* 

Bench.  The  divisions  of  a  coal-bed  caused  by  seams  ol  clay 
or  slate;  also  used  to  express  the  artificial  divisions  in  the  process 
of  mining;   also  a  terrace  at  the  outcrop  of  a  seam. 

Black-damp,     Carbonic  acid  gas. 

Blast,  The  operation  of  forcing  air  by  blowing.  The  opera- 
tion of  exploding  powder  or  other  agents. 

Blind  drift,  A  horizontal  passage  in  the  mine  not  yet  con- 
nected with  the  other  workings. 

Blind  lead  or  blind  lode,    A  vein  having  no  outcrop. 

Block  coal.     Coal  that  breaks  freely  into  rectangular  blocks. 

Blossom  rock.  The  rock  detached  from  a  vein,  but  which 
has  not  been  transported. 

Blower.  A  discharge  of  gas  from  coal;  also  a  fan  for  forcing 
air  into  a  mine. 

Blow-out.    The  decomposed  mineral  exposure  of  a  vein. 

Bluff.     Blunt. 

Bob.     See  Balance-bob. 

Brattice.  A  canvas  or  plank  partition,  nailed  to  posts  longi- 
tudinally, with  a  level  or  shaft  to  divide  the  same  into  two  com- 
partments for  the  purposes  of  separating  two  air-currents. 

Break-through.  A  narrow  passage  cut  through  a  pillar  con- 
necting rooms. 

Breast.     The  face  of  a  gallery  or  heading 

Buggy.    A  small  mine-wagon  for  conveying  coal  from  face 

to  gangway. 

Bulling-bar.  An  iron  bar  used  to  pound  clay  into  the  crevices 
crossing  a  bore-hole,  which  is  thus  rendered  gas-tight. 
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Btdl-pump.  A  single-acting  direct  pump  consisting  of  a 
steam-cylinder  placed  over  the  shaft.  The  steam  drives  its 
piston,  to  which  the  pump-rods  are  attached.  By  means  of  the 
piston  attached  to  the  rods  the  water  is  lifted  by  the  steam  pressure. 
The  down  stroke  is  effected  by  the  weight  of  the  pump-rods. 

Bunions.  Timbers  placed  horizontally  across  a  shaft.  They 
serve  to  brace  the  wall-plates  of  the  shaft-lining,  and  also,  by 
means  of  planks  nailed  to  them,  to  form  separate  compartments 
for  hoisting  or  ladder  ways. 

Butt.    The  end  faces  of  coal. 

Butt-entry.  The  gallery  driven  at  right  angles  with  the 
butt-joint. 

Butty.    A  miner  working  on  contract. 

Cage.    An  elevator  platform. 

Cap.  A  term  signifying  the  point  at  which  a  vein  is  con- 
tracted;  it  is  also  the  rock  covering  the  ore. 

Cartridge.    A  paper  tube  filled  with  an  explosive. 

Casing.    The  tubing  of  a  well-hole  to  prevent  caving. 

Centre.  A  temporary  support,  serving  at  the  same  time  as 
a  guide  to  the  masons,  placed  under  an  arch  during  the  progress 
of  its  construction. 

Chain  pillar.  An  untouched  block  of  mineral  on  either  side 
of  the  gangway. 

Choke-damp.     Carbonic  acid  gas. 

Chute.  An  inclined  trough  or  timbered  shaft  through  which 
ore  is  delivered  by  gravity  to  a  receptacle  below.     See  also  Shdot. 

Clack.    A  pump-valve. 

Clearance.  The  space  between  the  piston  at  the  end  of  its 
stroke  and  the  valve  face,  or  the  end  of  the  cylinder. 

Cleat.  A  joint  produced  by  the  natural  tendency  of  coal 
or  rock  to  cleave  or  split  in  a  certain  direction  not  parallel  to 
the  plane  of  bedding. 

Coal-measures.    The  strata  embracing  the  carboniferous  coals. 

Column- pipe.  The  line  of  pipe  through  which  the  mine- 
water  is  pumped. 

Compression.    In  steam  practice,  the  action  of  the  piston  in 


700  MANUAL  OP  MINING. 

compressing  the  steam  remaining  in  the  cylinder,  after  the  dosure 
of  ezhaust-valvesy  into  the  clearance  space. 

ConUM  vein.  A  vein  lying  between  two  diswmilar  xodL 
masses  or  strata. 

Counter.    A  cross  vein.        j 

Counterbalance;  Counterpoise.  A  weight  used  to  balance 
another  weight  or  the  vibrating  parts  of  machinery. 

Counter  gangway.  One  which  is  driven  diag^malfy  to  the 
rise  until  the  workings  are  reached,  when  it  turns  off  parallel 
to  the  main  haulageway. 

Country  rock.  The  main  rock  of  the  region  throu^  which 
the  veins  cut,  or  that  surroimding  the  veins. 

Crab.    An  iron  windlass  for  moving  heavy  weights. 

Creep.  The  crushing  of  the  overlying  rock  resulting  in  the 
floor  rising. 

Crib.  A  framework  built  like  a  log-cabin.  It  may  be  a 
mere  pillar  afterwards  filled  with  rock,  or  it  may  be  the  lining 
to  a  mill-hole  or  shaft. 

Cross-course.    An  intersecting  vein. 

Cross-cut.  A  horizontal  passage  driven  across  the  country 
rock  to  a  vein. 

Cross-heading.  A  transverse  drift  which  is  driven  for  pur- 
poses of  ventilation  from  one  gangway  to  another. 

Culm.  The  fine  waste  of  coal-mines  containing  dirt  as  well 
as  coal-dust. 

'  Curb.    A  timber  frame  intended  as  a  support  or  foundation 
for  the  lining  of  a  shaft. 

Cutter.  A  term  employed  in  speaking  of  any  coal-  or  rock- 
cutting  machines,  the  men  operating  them,  or  the  men  engaged 
in  underholing  by  pick  or  drill. 

Dam.    A  bulkhead. 

Day-shift.  The  gang  of  miners  working  during  the  day- 
time. 

Dead.  The  valueless  matter  of  a  vein,  also  gangue,  or  waste. 
It  IS  usually  made  the  stowing  or  filling  of  an  excavated  por- 
tion of  the  seam,  bed,  or  vein,  and  then  is  called  gob,  waste,  or 
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stull  dirt.     Sometimes  the  term  is  employed  in  speaking  of  a 
sluggish  ventilating  current. 

Dead  quartz.    Quartz  carrying  no  mineral. 

Dead  work.  Exploratory  or  prospecting  work  that  is  not 
directly  productive. 

Deposit.    Irregular  ore  bodies — ^not  veins. 

Dip.  The  angle,  measured  by  the  steepest  line  in  the  plane 
of  a  layer  of  rock,  from  the  horizon. 

Dirt-jault.  A  partial  replacement  of  coal  in  a  seam  by  clay. 
Not*  a  true  fault. 

Drag.  The  point  of  union  of  two  veins  which  meet  with- 
out intersecting. 

Drift.    Any  subterranean  horizontal  passage.     See  Adit. 

Driving.    Excavating  drifts,  adits,  or  levels. 

Drum.    The  cylinder  on  which  a  hoisting-cable  is  wound. 

Dumb  drift.  A  gallery  which  conducts  the  air  around  a 
ventilating  furnace  to  the  up-cast  shaft. 

Dump.  The  pile  of  rock  which  has  been  hoisted  to  the  sur- 
face and  deposited  there.  It  may  be  said  to  be  a  low-grade 
ore  reserve. 

Duty.  The  unit  of  measure  of  the  work  of  a  pumping-engine 
expressed  in  foot-pounds  of  work  obtained  from  a  bushel  or 
100  lbs.  of  fuel. 

Dyke.    A  fissure  filled  with  igneous  matter. 

Empty  or  empties.  An  unloaded  car  or  the  track  along  which 
it  travels. 

Exploder.  A  chemical  employed  for  the  instantaneous  ex- 
plosion of  powder. 

Exploitation.  The  working  of  a  mine  and  similar  under- 
takings;   the  examination  instituted  for  that  purpose. 

Eye.  The  hole  in  a  pick-  or  hammer-head  for  receiving  the 
handle. 

Face.  The  exposure  of  rock  at  which  work  is  bemg  per- 
formed. 

Fathom.  A  volume  of  rock  equal  to  six  feet  square  multi- 
plied by  the  thickness  of  the  vein. 
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Fault.  The  dislocation  of  a  vein.  The  term  is  also  im- 
properly used  in  coal-seams.  .  See  also  Rock- fault  or  Dirt-javU. 

Fire-damp.  A  carburetted  hydrogen  gas,  inflammable  and 
specifically  lighter  than  air. 

Fire-setting.  The  process  of  exposing  very  hard  rock  to 
intense  heat,  rendering  it  thereby  easier  of  breaking  down. 

Fissure  vein.  Any  mineralized  crevice  in  the  rock  of  very 
great  depth. 

Float.  Broken  and  transported  particles  or  bowlders  of  vein 
matter. 

Floor.    The  stratum  below  a  mineral  bed. 

Foot-wall.    The  face  of  rock  below  the  vein. 

Forepoling.    A  mode  of  timbering. 

Free.    A  term  employed  in  speaking  of  loose  mineraL 

Fuse.  A  tube,  ribbon,  or  wire  filled  or  saturated  with  a 
combustible  compound,  used  for  exploding  powder. 

Gad.    An  iron  or  steel  wedge;  a  chisel-bit  pick. 

Gallery.    A  horizontal  passage. 

Gallows- frame.  The  frame  supporting  a  pulley,  over  which 
the  hoisting-rope  passes  to  the  engine. 

Gangue.    The  barren  portion  of  the  vein. 

Gangway.    The  principal  level  of  a  coal-mine. 

Gash-vein.  A  mineralized  fissure  that  extends  only  a  short 
distance  vertically.  It  may  be  confined  to  a  single  stratum  of 
rock,  but  is  a  comparatively  shallow  vein. 

Gateway.     A  gangway  having  ventilating  doors. 

Gauge  pressure.  The  pressure  shown  by  an  ordinary  steam- 
gauge.     It  is  the  absolute  pressure  plus  that  of  the  atmosphere. 

Goaj.  The  excavated  space  of  a  coal-mine,  usually  filled 
with  the  valueless  portion  (gob)  of  the  seam. 

Gobbing- up.     Filling  with  waste. 

Gouge.  The  layer  of  clay  or  decomposed  rock  which  lies 
along  the  wall  or  walls  of  a  vein.     It  is  not  always  valueless. 

Guide.  The  timbers  nailed  to  the  timbers  of  a  shaft  for  the 
purpose  of  guiding  the  cage. 

Gunboat.    A  skip;  a  self- dumping  box  used  in  slopes. 
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Hanging-wall,    The  wall  of  rock  above  the  vein. 

Head-gear.    A  derrick. 

Heading.  A  drift  or  airway.  The  section  of  tunnel  driven 
in  advance  of  the  lower  section  or  bench. 

Heave,    A  dislocation  of  the  strata. 

Helve,    A  handle. 

Hewer,    A  coal-miner. 

Hitch,  A  dislocation  of  a  vein.  Also,  a  shoulder  or  hollow 
cut  in  the  rock  to  support  one  end  of  a  stull  or  other  timber. 

Hogback.     See  Horse. 

Holing.  The  picking  of  a  groove  in  the  lower  part  of  a  coal- 
seam  for  the  purpose  of  facilitating  the  breaking  down  of  the 
upper  mass. 

Horse.  A  mass  of  country  rock  lying  within  a  vein.  Any 
irregularity  cutting  out  a  portion  of  the  vein.  See  Dirl-fauU 
and  Rock- fault, 

H-piece.  The  portion  of  a  column  pipe  containing  the 
valves  of  the  pump. 

Incline.  An  entry  into  a  mine  following  the  dip  of  the  vein 
or  seam. 

Indicator.    That  which  points  or  directs. 

Some  forms  show  the  position  of  the  cave  in  the  shaft.  Others 
record  upon  paper  the  pressure  of  the  steam  in  an  engine-cylinder 
at  various  points  in  the  piston-stroke. 

Inplace.     A  vein  or  deposit  in  its  original  position. 

Intake.  The  entry  which  conducts  the  incoming  air-current 
to  the  mine.     It  is  synonymous  with  downcast. 

Jar,  That  part  of  the  drilling  apparatus  which  takes  up 
the  shock  of  impact  of  the  falling  tools  upon  the  bottom  of  the 
hole. 

Kibble.    An  iron  ore-bucket, 

Kirving.     See  Holing. 

Lagging.  The  slabs  or  small  timber  placed  between  the 
main  timber  sets  and  the  roof  or  walls  to  prevent  small  rock 
from  falUng  into  the  drift. 

Lath,    A  plank  laid  over  a  framed  centre  or  used  in  poling. 


704  MANUAL  OP  MINING. 

Laundry-box.  The  box  at  the  surface  leceiviiig  the  water 
pumped  up  from  below. 

Levd.  A  horizontal  passage  in  a  vein-mine,  numbered  i» 
2y  3,  etc.|  consecutively  from  the  surface,  or  from  the  cross-cut 
timnel,  down. 

Lift.  All  the  mine  workings  connected  with,  opened  from, 
and  mined  out  at  one  level;  also  the  length  of  pump-ppe  between 
stations. 

Live  quartz.  A  variety  of  quartz  usually  associated  with 
mineral. 

Location.    A  mining  claim. 

Lode.    A  mineralized  fissure. 

Longwall.  The  system  of  mining  coal  without  leaving  any 
pillars. 

Man-engine.  A  mechanical  appliance  for  raising  and  lower- 
ing miners. 

Manhole.  A  hole  or  an  auxiliary  shaft  through  which  a 
man  may  pass  in  going  from  one  level  to  another,  into  a  stope, 
or  from  one  ladder  to  another. 

Measures.  A  term  embracing  the  strata  of  a  geological 
series. 

Mill-hole,  An  auxiliary  shaft  connecting  a  stope  or  other 
excavation  with  the  level  below. 

Mill-run.  A  test  of  the  value  of  a  quantity  of  ore  as  distin- 
guished from  an  assay,  which  tests  "pocket  specimens." 

Mineral,  Any  constituent  of  the  earth's  crust  that  has  a 
definite  composition. 

Mineral  oil.  Petroleum  or  other  liquid  obtained  from  the 
earth. 

Miner^s  inch.  The  unit  of  measurement  of  water  used  by 
the  sluice-miners.  It  is  that  amount  of  water  hourly  discharged 
through  an  opening  i  inch  square  under  a  head  of  several  inches. 
If  the  head  is  7  inches  and  the  hole  is  through  a  plank  2  inches 
thick,  a  miner's  inch  is  equal  to  about  90  cubic  feet  per  hour. 

Mining,  In  its  broad  sense  embraces  sjl  that  is  concerned 
with  the  production  of  minerals  and  their  complete  utilization. 
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Mining  retreating.  A  process  of  mining  by  which  the  vein 
IS  untouched  until  after  all  the  gangways,  etc.,  are  driven,  when 
the  mineral  extraction  begins  at  the  boundary  and  progresses 
toward  the  shaft. 

Moil.  A  short  length  of  steel  rod  tapered  to  a  point,  used 
for  cutting  hitches,  etc. 

Narrow  work.  Working  places  narrower  than  the  rooms, 
entries,  headings,  break-throughs,  gangways,  etc. 

Nitro.  A  corrupted  abbreviation  for  nitroglycerine  or  dyna- 
mite. 

Ore.  A  mineral  of  sufficient  value  (as  to  quality  and  quan- 
tity) which  may  be  mined  with  profit. 

Ore-shoot.  A  large  and  usually  rich  aggregation  of  mineral 
in  a  vein.  Distinguished  from  pay-streak  in  that  it  is  a 
more  or  less  vertical  zone  or  chimney  of  rich  vein  matter 
extending  from  wall  to  wall  and  having  a  definite  width 
laterally. 

Outcrop.    The  exposed  portion  of  a  vein  on  the  surface. 

Outlet,    An  exit  passage  from  the  mine. 

Output.    The  product  of  a  mine. 

Panel.  The  division  of  a  mine  which  is  isolated  from  neigh- 
boring districts  and  provided  with  distinctive  haulage  and  mining 
systems. 

Parting.  A  joint  in  the  rock,  or  a  crevice  in  a  seam,  filled 
with  clay  or  slate ;  a  switch  or  turnout  to  allow  loaded  and  empty 
cars  to  pass  one  another. 

Pay-streak.  The  thin  layer  of  a  vein  which  contains  the 
pay-ore. 

Pike.     A  pick. 

Pinch.    A  contraction  in  the  vein. 

Pipe.  An  elongated  body  of  mineral.  Also  the  name  given 
to  the  fossil  trunks  of  trees  found  in  coal-veins. 

Pit.     A  shaft. 

Pitch.     See  Dip. 

Pit-man.  The  shaft-man  who  attends  to  the  shaft  equip- 
ments, pumps,  etc. 
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Placer.    A  surface  acoimulation  of  mineral  in  the  wash  of 

streams. 

Plane.  An  inclined  tramway  for  lowering  cars  by  gravity  or 
raising  them  by  means  of  a  stationary  engine. 

Plat.  A  platfonn.  A  swinging  or  revolving  door  used  in- 
termittently to  connect  two  trackways. 

Plumb  (adjective).    Vertical 

Plummet.  A  string  or  fine  copper  wire  attached  to  a  heavy 
weight;    used  for  determining  the  verticality  of  shaft-timbering. 

Plunger.    The  solid  piston  of  a  force-pump. 

Pocket.    A  rich  and  large  body  of  ore  in  the  vein. 

Poling.  The  process  of  timbering  by  the  use  of  poles,  for 
timbering  in  soft  ground. 

Poll-pick.    A  combination  pick-  and  hammer-head. 

Poppet;  also  puppet.  A  pulley-frame  or  the  head-gear 
over  a  shaft.  A  valve  which  lifts  bodily  from  its  seat  instead 
of  being  hinged. 

Post  and  stall.    See  Pillar  and  Room. 

Power-drill.  A  rock-drill  employing  steam,  air,  or  electricity 
as  a  motor. 

Prerelease.  The  act  of  discharging  steam  or  air  from  the 
cylinflcr  before  the  piston  has  reached  the  end  of  its  stroke. 

Prop.  A  piece  of  timber  or  metal  placed  normally  to  the 
roof  or  wall  for  its  support. 

Prospect.  The  name  given  to  underground  workings  the 
value  of  which  has  not  yet  been  made  manifest.  A  prospect 
is  to  a  mine  what  mineral  is  to  ore. 

Pros  pec  t  in  i!^.  The  i)rocess  of  seeking  pay-ore  or  the  prelim- 
inary operations  of  a  mine. 

Pump.     Any  mechanism  for  raising  water  out  of  a  mine. 

Quick  fadjective).  Soft,  running  ground;  an  ore  or  pay- 
streak  is  said  to  Ije  quickening  when  the  associated  minerals 
indicate  riclicr  mineral  ahead. 

Riijter  iimheriuf;.  That  in  which  the  timbers  appear  like 
roof- rafters. 

Recicher.     A  slim  prop  reaching  from  one  wall  to  the  other. 
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Reamer,    An  enlarging  tool. 

Reej,  The  outcrop  of  a  hard  vein  projecting  above  the  sur- 
face.   Also  applied  to  auriferous  quartz  lodes. 

Regtdator,  A  sliding-door  to  apportion  the  amount  of  air 
to  be  admitted  into  a  section  of  the  mine. 

Rib.    A  pillar  of  vein-matter  left  to  support  roof  or  wall. 

Robbing.    The  taking  of  mineral  from  pillars. 

Rock-jatdL  A  disturbed  portion  of  a  vein  in  which  coal  is 
replaced  by  sandstone. 

Rooj.    The  stratum  overhead. 

Room.  A  working  place  in  a  flat  mine;  corresponds  to  slope 
in  a  steep  vein. 

Run.  A  mode  of  contract  work  in  which  steep  parts  of  coal- 
seams  are  driven  and  paid  for  by  the  lineal  foot  or  yard  of  progress^ 

Saddle.    The  ridge  of  a  stratum  or  ore-bed. 

Safety-cage.     One  supplied  with  safety  appliances. 

Sajety-lamp.  A  lamp  in  which  the  flame  is  protected  from 
inmfiediatc  contact  with  the  surrounding  atmosphere. 

Salting.  Placing  foreign  ore  in  the  crevices  of  a  vein  or  else- 
where to  fraudulently  raise  its  apparent  value. 

Samson-post.  An  upright  supporting  the  working-beam 
which   communicates   oscillatory   motion   to  pump  or  drill-rod. 

Sand-pump.     Sec  Sludger. 

Scale.  The  incrustation  deposited  in  boilers  from  evapo- 
rated waters. 

Scraper.     A  tool  for  cleaning  out  drill-holes. 

Seam.    A  layer  of  mineral. 

Seed-bag.  A  water-tight  packing  of  flaxseed  around  the 
tube  of  a  drill-hole  to  prevent  the  influx  into  the  hole  of  water 
from  above. 

Selvage.    See  Gouge. 

Sett  or  Set.    A  frame  of  timber. 

Shajt.    A  vertical  opening  from  the  surface. 

Shaly.     Brittle  ground. 

Sheave.    A  grooved  wheel  over  which  a  rope  is  turned. 

Shell- pump.    See  Sludger. 
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Shelly.     Broken  ground. 

ShijL    The  duration  of  day's  work — from  six  to  ten  hours. 

Shoot,    To  break  rock  by  means  of  explosives. 

ShtUe,    An  inclined  boardway  through  which  coal  is  delivered. 

SilL  The  floor-piece  of  a  timber  sett,  or  that  on  which  the 
track  rests. 

Slack.    Small  dirt  or  coal. 

Slate.    Bony  coal  and  hard  clay. 

Slickenside.     The  polished  surface  of  the  vein  or  its  walls. 

Slitter.    See  Pick. 

Slope.  An  incline.  It  is  an  inside  slope  when  it  does  not 
extend  to  the  surface. 

Sludger.  A  cylinder  having  an  upward  opening  valve  at 
the  bottom,  which  is  lowered  into  a  bore-hole  to  pump  out  the 
sludge  or  fine  rock  resulting  from  drillings. 

Smijt.    A  slow-burning  fuse. 

Snore.  The  hole  in  the  lower  part  of  a  sinking  or  Cornish 
pump  through  which  water  enters. 

Sollar.  The  plank  flooring  of  a  gallery  covering  a  gutter- 
way  beneath.    Also  the  platform  in  a  shaft  between  two  ladders. 

Spears.     Pump- rods. 

Spilling.    A  process  of  timbering  through  soft  ground. 

Spoon.  A  slender  iron  rod  with  a  cup-shaped  projection  at 
right  angles  to  the  rod,  used  for  scraping  drillings  out  of  a  bore- 
hole. 

Sprag.  A  billet  of  wood  used  to  block  the  wheels  of  a  car 
and  check  its  speed.  Sprags  are  permanently  used  on  self- 
acting  inclines.  A  vcr)'  steep  line  requires  a  sprag  in  each  of 
the  four  wheels,  while  on  a  moderate  pitch  only  one  may  be 
necessary  to  block  a  hind  wheel.     Also,  a  short  prop. 

Square- sett.     A  variety  of  timbering  for  large  excavations. 

Squeeze.  The  closing  of  a  room  by  the  settling  of  the  roof 
or  the  rising  of  the  floor.     The  thinning  away  of  a  seam. 

Squib.     A  slow  fuse  used  for  igniting  an  explosive. 

Stall.     The  longwall  working- face,  or  a  room. 

Station.     An  excavation  adjoining  a  shaft  for  receiving  the 
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pump  or  V  balance-bob,  or  for  landing  the  hoisting  convey- 
ances. 

Stockwerke.  A  mass  of  country  rock  so  impregnated  by  a 
congeries  of  veins  as  that  the  whole  must  be  mined  together. 

Slope.  A  step.  The  excavation  of  a  vein  in  a  series  of 
steps. 

Sloping  overhand.  Mining  a  stope  upward,  the  flight  of 
steps  being  reversed. 

Sloping  underhand.  Mining  a  stope  downward  in  such  a 
series  that  presents  the  appearance  of  a  flight  of  steps. 

Stowing.  The  debris  of  a  vein  thrown  back  of  a  miner  to 
support  the  roof  or  hanging  wall  of  an  excavation. 

Strike.  The  bearing  of  a  horizontal  line  through  the  middle 
of  a  vein. 

String-rods.  A  line  of  surface  rods  connected  rigidly  for 
the  transmission  of  power;  used  for  operating  small  pumps  in 
adjoining  shafts  from  a  central  station. 

SluU.  A  stick  of  timber  or  platform  for  supporting  miners 
or  vein- waste  temporarily  or  permanently. 

StuU  dirt  or  siull  rock.    Material  supported  upon  the  stulls. 

Stump.  A  pillar  between  the  gangway  and  its  parallel  air- 
way. 

Stytlte.    Carbonic  acid  gas. 

Sump.  The  lowest  point  of  the  workings,  usually  a  pro- 
longation of  a  shaft,  into  which  the  mine  water  is  drained  and 
from  which  it  is  pumped. 

Swamp.    A  trough-shaped  basin  in  a  coal-mine. 

Synclinal.    The  depression  of  a  seam  or  stratum. 

Tail  rope.  The  secondary  rope  used  for  balance,  which  is 
attached  underneath  the  cages  of  a  hoisting-plant,  or  at  the  tail 
end  of  the  loaded  and  empty  trains  of  cars  on  a  slope  for  rais- 
ing the  empty  cars  or  skips. 

Tamping.  The  process  of  making  a  bore-hole  gas-tight  by 
the  use  of  clay. 

Tempering.  The  act  of  reheating  and  properly  cooling  a 
bar  of  metal  to  any  desired  degree  of  elasticity. 
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Throughs  or  Thirling.  A  passage  cut  through  a  pillar  to 
connect  two  rooms. 

Throw,    The  amount  of  dislocation  of  a  vein. 

Tram.    The  pair  of  parallel  lines  of  rails  of  a  trackway. 

Trammer.    One  who  pushes  cars  along  the  track. 

Trap.  A  door  used  for  cutting  off  a  ventilating  current, 
which  is  occasionally  opened  for  haulage  or  passage;  guarded 
by  a  trapper. 

Trend.    The  course  of  a  vein. 

Tribute.  A  system  of  contract  mining  by  which  the  miner 
receives  his  pay  out  of  the  gross  value  of  the  ore  sold,  less  a 
certain  deduction  for  royalty  to  the  mine-owner. 

Trolley.  A  small  carriage  truck  having  no  body.  A  trav- 
eller making  connection  between  two  electric  wires. 

Tubbing.    An  iron  o-  wooden  cylindrical  lining  of  shafts. 

Tubing.    The  tube-lining  of  bore-holes. 

Tunnel.  A  horizontal  passage;  properly  speaking,  one  with 
both  ends  open  to  the  surface,  but  is  applied  to  one  opening 
at  daylight  and  extending  across  the  country  rock  to  the  vein 
or  mine. 

Underhand  work.     Picking  or  drilling  downward. 

Underholing.     See  Holing  and  Kirving. 

Upcast.     An  entry  through  which  the  air-current  rises. 

Upraise.  An  auxiliary  shaft,  a  mill-hole,  carried  from  one 
level  up  toward  another. 

Vein.    A  mineral  deposit  filling  a  fissure  or  crevice. 

Vug.     A  cavity  in  the  rock. 

Wagon  breast.  One  from  which  ore  or  coal  can  be  carried 
by  wagon. 

Wall.    The  faces  of  a  fissure ;  the  sides  of  a  gallery. 

Wall-plate.  The  long  horizontal  stick  in  a  shaft  timbering 
frame  which  is  parallel  to  the  vein. 

Waste.    The  debris  of  an  excavation;  gob;  goaf. 

Wedging.  The  material,  moss  or  wood,  used  to  render  the 
shaft-lining  tight. 

Whim.    A   hoisting  appliance  consisting  of  pulley  support- 


GLOSSARY  OF  MINING  TERMS,  7^^ 

ing  the  hoisting-rope  which  is  wound  on  a  drum  turned  by  a 
beam  attached  to  a  horse. 

Whip,  A  hoisting  appliance  consisting  of  a  pulley  support- 
ing the  hoisting-rope  to  which  the  horse  is  directly  attached. 

Whiie-damp,    The  noxious  gas  called  carbonic  oxide  gas. 

Winch  or  Windlass,  A  hoisting-machine  consisting  of  a 
horizontal  drum  operated  by  crank-arm  and  manual  labor. 

Winning,    Recovering  or  mining. 

Winze,  A  small  auxiliary  underground  shaft  sunk  from  an 
upper  level. 

Wire-drawing,  The  operation,  accidental  or  otherwise,  of 
reducing  the  pressure  of  steam  between  the  boiler  and  the  cyl- 
inder. 

Working-barrel.  The  cylinder  in  which  the  pump-piston 
operates. 

Workings,  Any  underground  development  from  which  ore 
is  being  extracted. 


SIGNALLING. 


The  writer  would  suggest  the  foOowmg  code  of  mgnalKng? 
The  engineer  should  signal  bdow  when  he  is  ready  to  hoist  by 
raising  the  bucket  or  cage  a  foot  or  two  and  lowering  again. 
This  is  important,  particular^  for  the  sa£^  of  the  man  who 
may  be  engaged  in  igniting  the  blasts  near  to  the  place  of  hoist. 
The  strokes  should  be  made  at  regular  intervals  and  a  halt  of 
a  few  seconds  between  the  signals.    Thus 

5  bells-4  bells  would  mean  send  tools  to  the  fourth  leviL 

X  bell:  To  hoist  or  to  stop  if  in  moticm. 

2  bells:' To  lower. 

a-i-i  bells:  No  more  hoisting. 

3-2-2  bells:  To  change  buckets  from  ore  to  water. 

3  bells:   Man  on  board;   lower  or  hoist  slow. 

4  bells:  Stop  or  start  the  pump. 

3-2  bells:  Stop  or  start  the  air-compressor. 

5  bells:  Send  tools  down. 

6  bells:  Send  timbers  down. 

USEFUL  INFORMATION. 

The  area  of  a  circle  is  0.7854  (diameter)^. 

Ratio  of  area  to  circumference  is  as  its  radius  is  to  2. 

An  acre  is  43,560  square  feet. 

A  ton  contains  2000  lbs.  or  29,166^  troy  ounces. 

A  troy  pound =0.822857  avoirdupois  pound. 

A  troy  ounce =437.5  grains. 

An  avoirdupois  pound  =  7000  grains. 

A  troy  pound  =  5760  grains. 

A  cubic  foot  of  gold  =  $300,000. 

A  cubic  foot  of  silver  =  $10,000. 

A  long  ton  is  2240  lbs.;   a  short  ton  2000  lbs. 
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A  bushel  of  coke =40  lbs. 

A  bushel  of  bituminous  coal =76  lbs.  =  2688  cu.  in. 

1000  feet  (board  measure)  of  dry  white  pine =4000  lbs. 

1000  feet  (board  measure)  of  green  white  pine  =  6000  lbs. 

One  cord  of  seasoned  wood  =128  cu.  ft. 

A  mile  of  track  (rails  16  lbs.  per  yd.)  weighs  25  tons  320  lbs. 

A  mile  of  track  (rails  25  lbs.  per  yd.)  weighs  39  tons  640  lbs. 

A  mile  of  track  (rails  35  lbs.  per  yd.)  weighs  55  tons  o  lbs. 

A  mile  of  track  requires  9  kegs  (1780  lbs.)  of  3-in.  spikes. 

A  mile  of  track  requires  15  kegs  (3  no  lbs.)  of  4i-in.  spikes. 

A  mile  of  track  requires  20  kegs  (3960  lbs.)  of  4i-in.  spikes. 

A  mile  of  track  requires  2640  cross-ties  (2  ft.  apart). 

A  mile  of  track  requires  528  splice-joints  (2  bars,  4  bolts  and 
nuts  per  joint),  each  weighing  5  to  10  lbs. 

One  miner's  inch =2159  cu.  ft.  per  24  hours =0.025  cu.  ft. 
per  sec. 

The  pressure  of  i  atmosphere  is  represented  by  a  colimin 
of  mercury  at  32°  F.,  of  a  height  equal  to  0.760  metre  =  29.92 
inches  =  14.701  lbs.  per  sq.  in.,  or  by  a  colunm  of  water  33.94 
ft.  high. 

I  lb.  air  at    32®  F.,  14.7  lbs.  pressure,  occupies  12.387  cu.  ft. 

I  "      "       62^  F.,    "      "         "  "        13.141      " 

I  "      "      180°  F.,    "      "         "  "        16.106     " 

I  "      "      212°  F.,    "      "         "  "        16.910     " 

I   "  water  at  62°  F.,     "      "  "  "  0.016      " 

I  cu.  ft.  water  at  39°  F.  =  7.49  gallons,  weighs  62.425  lbs. 

I      "  "     "   62°F.=   "         "  "      62.355    " 

I  gallon      "     "  62°F.  =  23i  cu.  in.,         "        8.325    " 

I  cu.  in.     "     "  62°  F.= 0.00434  gal.,      "        0.036    " 

I  ton  "      "  62®  F.  =  240.3  gals.,  occupies  35.9  cu.  ft 

A  col.  of  water,     i  sq.  in.  base,  33.947  ft.  high  =1  atmos. 

"    "    "      "  I       "         "     27.7      in.  high  =  I  lb.  press. 

"    "    "      "         I       "        "     I  ft.  high  =0.434  lb.  pr. 

"    "    "  mercury,  i       "         "     i  in.    "  =0.4914    " 

A  bar  wro't  iron,  i      "     area,  i  ft.  long  '=3'33  lbs.  wt. 

"    "       "       *'      lin.  diam.,      i  «     «  .  =2.618      " 
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TABLE  OF  WEIGHTS  OF  VARIOUS  SUBSTANCES. 


Gold 

Lead 

Silver 

Rolled  iron 

Galena 

Nickel  glance. .  . . 

Cerusite 

Chalcocite 

Magnetite 

Specular  iron  ore. 

Pyrites 

Barytes 

Chalcopyrite 

Zinc  blende 

Hematite 

Limestone 


Weight 

per 
Cu.  Ft. 


1203 
710 
625 
480 
468 
468 
400 

355-7 

3274 
312 

2775 
262.1 

250 

250 

168 


Cu.  Ft. 
per 
Long 
Ton. 


1.87 

3-15 
342 
4.68 

4.82 
4.82 
5.60 
6.30 
6.63 
6.84 

7  05 
8.07 

8.55 
8.96 

8.96 
133 


Syenite 

Porphyry 

Slate 

Quartz 

Sandstone 

Brick 

Clay 

Anthracite 

Bituminous. . . . 

Cannel 

Lignite 

Oak 

Ash 

White  pine.  . . . 
Yellow  pine.  . . . 
Wood  charcoal. 


Weight  per 
Cu.  Ft. 


Cu.  Ft.  per 
Long  Too. 


147  to  184 
166  to  171 
162  to  178 

165.2 
130  to  157 
125  to  13s 

119. 7 

85.41099 

75  to  83 

75 
78  to  84 

73 

52.4 

44-3 

38.7 
25  to  39 


15.2  to  12. 1 

13-5  to  131 
13.8  to  12.6 

13.6 

17.310  14.3 

18. 1  to  16 

18.7 

26.2  to  22.6 

29.8  to  26.1 

29.8 

28.7  to  27 

30- 6 
42.7 

50-5 
57.8 
89.61057.4 


EQUIVALENTS   OF  FRENCH  AND   ENGLISH  MEASURES. 

Abbreviations. — M.  — metre:    cm. »» centimetre;     G.  — gramme;     L.*  litre; 

oz.  =  ounce ;    dwt. «»  pennyweight ;    gr.  —  grain; 
A.  — avoirdupois;   sec. —  second;  sq.-* square; 


ft.  — foot;  lb.  — pound;  in.  — inch; 
yd.  — yard;  gal.  — gallon;  T.  — troy 
cu.  —  cubic;  h.-u.  —  heat-unit. 

M.  -3.28  ft. 

M.  =39.39  in. 

ft.  =0.3048  M. 

in.  =0.0254  M. 

yd.  =0.9144  M. 
Gunter's  chain  =  20.1168  M. 

mile  =  1609.35  ^^• 

sq.  M.  =1.2  sq.  yd. 

sq.  yd.  =0.836  sq.  M. 

sq.  in.  =0.00065  sq.  M. 

sq.  M.  =  1555.2  sq.  in. 

acre  =4048  sq.  M. 

cu.  in.  =0.0000164  cu.  M. 

cu.  ft.  =0.02832  cu.  M. 

cu.  M.  =  1. 31  cu.  yd. 

G.  =0.0022  lb.  A. 

T.  gr.  =0.0648  G. 

T.  lb.  =5760  gr. 

T.  lb.  =373.242  G. 

A.  lb.  =453-50.^  G. 

000  G.  =2  lb.,  8  oz.,  3  dwt., 

0.35  gr-  T. 
2  lb.,  3  oz.,  4  dr., 

10.473  gr.  A. 
0.02957  L. 
0.9464  L. 
3.78543  L. 


000  G.     = 

fluid  oz.  = 
quart  = 
gal.  = 


atmosphere 

ft.  per  sec. 

mile  i>er  hour 

M.  \)eT  sec. 
000  M.  per  hour 
000  G.  per  scj.  M. 
000  G.  per  cu.  M. 

lb.  per  sq.  ft. 

lb.  per  sq.  in. 

ton  per  ft. 

gal.  per  sq.  ft. 

L.  per  sq.  M. 

G.  per  L. 

lb.  per  cu.  ft. 

cu.  ft.  per  lb. 

degree  Fahr. 

degree  Cent. 

lb.  jx;r  sq.  ft. 


L,  of  normal  air  = 
G.  M. 
ft.-lb. 
772  ft, -lbs. 
calorie  = 

heai-unit  = 

thermal  unit 
h.-u.  per  lb.         = 
calorie  per  1000  G 


■  0.760  M. 

"  0.305  M.  jDer  sec. 
=  0.447  ^^-  per  sec 
=  3.281  ft.  per  sec. 
=  0.621  mile  per  hour. 
=  0.205  lb.  per  sq.  ft. 
=  0.0624  lb.  per  cu.  ft, 
=  4883  G.  per  sq.  M. 
=  703077.0  G.  per  sq.  M. 
=  3.333.333  G.  pcrM. 
=  48.905  L.  per  sq.  M. 
"  0.0204  gal.  per  sq.  ft, 
=  70.116  gr.  per  gal. 
=  16020  G.  per  cu.  M. 
=  0.0624  cu.  M.  per  1000  G. 
=  0.5555  deg.  centigrade. 
=  1,8  deg.  Fahrenheit, 

■  column  of  mercury  0.00359 

M,  high. 
» 19.955  grains. 
=  0.007233  ft, -lb. 
=  138.2  G.  M. 
=  106700  G.  M. 
•  3.968  heat-units. 
0.252  calorie. 
=  0,4536  calorie, 
0,5555  calorie  per  1000  G. 
,=  i.8h,-u.  per  lb. 
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Absolute  pressure,  308 

temperature,  308 
Access  to  workings,  19,  69,  249 
Accidents,  causes,  483,  682 

car,  492 

drilling,  492 

statistics,  488 
Adiabatic  curve,  309 
Adit,  22,  577 

Adjustable  doors,  229,  463 
Aerial  tramways,  299 
Aerophores,  501 
Affidavit  of  labor,  1 5 
After-damp,  394 
Age  of  veins,  6 
Air-bridges,  45,  459 
Air,  compressed,  307 

compression  of,  307 

-current,  455 

-drills,  579,  637 

expansion  of,  333 

friction  of,  329,  441,  448 

-pumps,  369 

-receivers,  328 

-supply,  96,  447 

-valves,  326 

velocity,  456 

-ways,  407,  442 

weight,  308,  388,  411,  713 
Alignment  of  shafts,  22,  510 

of  tunnels,  578 
Alternating  electric  currents,  172 
American  system  of  tunelling,  583, 

650 
Ammonite.  682 
Ampere,  67 

Anderson  system  of  tunelling,  594 
Anemometers,  455 
Animal  haulage,  268 
Ankylostomiasis,  495 
Anthracite  mining  waste,  63 
Apex,  14,  18 


Arches,  in  drifts,  565 

in  tunnels,  392 
Armature,  170 
Asphyxiation,  395 
Assessment,  15 
Atlas  powder,  680 
Atmosphere,  composition,  388 
Atmospheric  pressure,  309,  411,  713 

tension,  308,  411 
Attle,  see  Waste. 
Auger,  stem,  599 
Austrian  method  of  tunnelling,  584 

Bailing-tank,  338 
Balance-bob,  289,  352 
Balancing  the  resistance,  448 

Barometer  relationofexplosions,396 
Barrier  pillar,  447 

Bar  timbering,  587 

Battery  dam,  56,  567 

for  blasting,  691 
Beard-Mackie  lamps,  399,  474 
Bearing  in,  42,  620,  655,  686 
Bedded  vein.  4,  7,  37 
Behr's  dumping  device,  248 
Belgian  lamp,  476 

tunnel  system,  584 
Bellite,  436 

Bending  ropes,  152,  201,  291 
Bit,  convex  diamond,  607 

of  percussion  drill,  614,  625,  644 

of  rotary  drill,  619,  625 
Bituminous  coal-mining,  37,387,658 
Black  damp,  384 
Black  powder,  674 
Blacksmi thing,  629 
Blanket  vein,  17-20 
Blasting,  670 

agents,  496 

off  the  solid,  620 

with  electricity,  277,  435,  691 

with  lime,  671 

71S 
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Bleichert  tramway,  304 
Blockholing,  624 
Blocking  out  the  mine,  24,  70,  76 
Block  system  of  mining,  580 
Blowers  of  gas,  xoo 
Blowing-fam,  100,  391, 431 
Bob,  348 
Boiler,  88 

evaporation,  89 

8ca&,  92 

sectioxial,  99 
Bonneted  lamps,  476 
Bore-holes,  597 

for  prospectmg,  597,  613 
Bcmng  methods, ■<^7 
Brain^  system  of  dnlling,  653 
Brattice,  457 

Break-through,  47,  57,  465 
Breasts,  56,  64,  70 

drill,  618,  66t 
Brine  evaporation,  29 
Bfoach-bit,  6x6 
Brown's  panel  system,  61 
Buggy  rcMuls,  56 
Btmpump,  347 

whed,  599 
Btmtons,  ^13 
Burleigh  air-compresson,  336 

drills,  642 
Butt  headings,  47,  59 

Cablbs,  289 

Cage,  safety,  21^,  226 
Calculating  depth  of  engine  service, 
152 

hauling  capacity,  158,  276,    280, 
282 

power  transmission  by  air,  212, 
256,  312,  315,  328,  334 

pump  capacity,  373 

size  of  engine,  158 

ventilating  power,  412,  429 

work  of  compressing  air,  312 
Calorific  of  value  fuel,  96 
Calumet  and  Hecla  mine,  498 
Calix  drill,  614 
Cameron  pump,  207 
Camphausen  system,  149 
Canales,  468 
Caps,  fulminating,  676 

m  lamp,  398 

timber,  5^2 
Carbonic  acid,  388 
Carbonic  oxide,  389,  395 
Carbonite,  682 
Carriage,  225 
Cars,  231.  238,  242 
Car- wheels,  153 
Cataract  engine,  348 


Caving  8yst«n,  6s,  79 
Cementmg  shafts,  513,  $%k 
Centxe-cut  system  of  drflfing,  509. 

650 
Centre  props,  553 
Centrifugal  pump,  33,  377 

ventilators,  439 
Chain  pillars,  58 
Qiairs,  230 
QiannelerB.  6^5 
Chapman  drill,  615 
Chimney  draft,  zoo,  413 
Chimney,  Evas6e,  436 
Chocks,  550 
Chute,  55,  78,83 
Circular  mils,  169 
Claim,  mining,  14-16^ 
Clanny  lamp,  455,  473 
Clearance,  1x3,  337 
Cleat,  27,  407,  520,  687 
Cleavase,  27,  52 
Clifford  lamp,  473 
Clip-'pulleys,  388,  303 
Closeid  running  fans,  435 
Clutches,  friction,  138,  33ft 
Coal-beds,  38 

-cutters,  655 

•dust,  49^ 
Coal  in  lesui  veins,  8 

mined  per  fatality,  306 

mining,  36 

storage,  99 

strength  of,  51 
Column  pipe,  ^59 
Combustion  of  explosives,  436 

of  fuel,  88-96 
Compartments,  515 
Composition  of  explosives,  674 
Compound  cylinders,  108 
Compressed  air,  275,  408,  424 
efficiency  of,  335 
loss,  328 
transmission    of    power    by, 

3.U 
Comstock  mine,  522—567 
Condensers,  1 08-1 12 
Conductors,  175-177 
Conical  drum,  128 

hoist,  143 
Consumption  of  air,  96,  447 

of  fuel,  98 

of  powder,  677 

of  steam,  117,  355 

of  timber,  546 
Continuous  system  of  drilling,  509, 

654 
Cooke  fan,  422 
Cooling  air,  317 
Convertors,  179 
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Core,  508 

drill,  606 

lifter,  608 
Corliss  engine,  106,  114 
Cornish  pump,  348 
Counterbalance,  146 
Counterpoise.  Koepe,  146 
County  of  Durham  system,  63 
Cradle-dump,  248 
Creep,  390 
Cribbing.  525,  572 
Cross-cut,  22 
Cross-overs,  244 
Culm,  68 

Cummings'  system,  335 
Curb,  526 
Current,  alternating,  169 

capacity,  167 

continuous,  169 

direct,  169 
Curvature,  264 

radius  of,  201 
Cushier's  system  of  pumping,  355 
Cut-off,  104,  118 

automatic,  no 
Cyclone  prospector,  606 

Damps,  391,  394,  477.  493 

Darlington  drill,  394,  470,  643 

Davy  lamp,  471 

Dead- work,  24 

Deane  pump,  363 

Death-rate,  485 

De  Laval  wheel,  119 

Depression  produced  by  fans,  439 

Depth  of  holes,  626 

of  mine,  limiting.  504 

of  shafts,  505 
Derrick,  129,  210 
Designing  hoist ers,  150 
Detaching-hook,  217 
Detonators,  673,  683 
Diamond  drill,  606 
Dick  lamp,  473 
Diesel  motor,  124,  370 
Diffusion  of  gas,  397 
Dimension-stone,  29,  623,  635 
Discipline  in  mines,  487 
Discovery,  15 
Ditches,  192 
Divining-rod,  8 
Doble  water-wheel,  190 
Dog-holes,  465 
Doors,  229,  462 
Double  entry,  19,  $8 

hand- work,  627 
Draught,  99,  402,  410 
Drag  of  mine.  403 
Draw-bar  pull,  270 


Drifts,  26,  258,  571 
Drilling,  623 

by  Diamond  drill,  606 

by  hand-auger,  619 

by  power-drill,  637 

bv  spring-pole,  597 
Drill-hole  deflections,  611 
Drinker,  H.  W.,  583 
Drums,  t  30-1 42,  158 
Dualine,  680 
Dumb  channel,  402 
Dump,  248 
D\irabilitv,  rope,  203 
Dust  explosions,  494 
Duty,  365 
Dynamite,  679 
Dynamo,  171 

Economizers,  92,  93 
Electric  coal-cutter,  664 

drill,  619,  65s 

firing,  650,  691 

fuse,  692 

hoister,  162 

lamps,  481 

locomotive,  277 

motive  force,  167 

motor,  182,  381 

pump,  375 

signalhng,  214 

symbols,  174 

transmission  of  power,  178 

units,  167 

wires,  164,  174 
Elevation  of  the  outer  rail,  364 
Endless  cable,  289,  298 

end  lines,  16 
End  on,  52 

Engine  capacity,  154, 158,  276,  280, 
282 

foundation,  117 

haulage,  290 

horse-power  of,  88,  115,  312,  373 

plane,  283 

plant,  87 

second  motion,  133 

speed,  114 
Engines,  classifications,  102,  108 
English  system  of  tunnelling,  583 

and  French  measures,  714 
Entry,  double,  19.  69 

ventilation,  405,  406 
Equivalent  orifice,  403,  430 
Exhaust  fan,  423 
Expansion-bits,  639 

-joints,  383 

of  air,  334 

of  steam,  102 
Exploitation,  34 


jiS 
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Exploratory  work,  lo 
Explosions,  499 
force  of,  ^95 

barometric  relations,  396 
guidance  after,  475 
precautions  against,  474 
Explosive,  compressed  air,  424 
currents,  477 
definition  of,  672 

gas,  393 
Explosives,  671 

accidents  with,  67,  493 

flame  from,  682 

gases  from,  492,  681 

storage  of,  680 
Extinguishing  fires,  497 
Extra-lateral  rights,  13 
Eye,  see  Pick. 

Fabry  fan,  422 
Face  on,  52 
Face-entry,  59 
Fahrkunst,  253 
Fainting  in  shaft,  310 
Falls  of  ground,  489 

of  roof,  43,  489,  547 
Fan,  chimney,  loo 

closed-running,  425 

desi^,  435 

efficiency,  434 

Guibal,  429 

relation  between  mine,  43a 

theory,  429 

velocity,  427 

ventilation,  420 
Fault.  28 

Federal  mining  laws,  14 
Feed-water,  8q 
Ferranli  electric  system,  97 
Fiery  mines,  447 
Filling  system,  65,  82 
Fire,  causes  of,  495 
Fire-damp  detection,  391,471,477, 

49.S 
Fire-setting,  616 

Firing,  barrel  system,  428 

electric,  650,  691 
Firing,  hand,  97 

-needle.  427 
First- mot  ion  engine,  77,  430 
Fissure  veins,  5 
Flameless  explosive,  682 
Flash-point.  240 
Flat  rope.  198 

Flcuss  diving  apparatus,  501 
Float.  1 1 
Flue-gases.  95 
Flushing.  68 
Foot- wall.  78 


I  Force-pump,  348 
Forcite,  432 
Forepoling,  533 
Forfeiture,  15 
Forge,  630 
Framing-machines,  574 

-tools,  572 
Free  air,  303 
Freezing  system,  543 
French  and  English  measures,  714 
Frequency,  17^ 

Friction,   coefficient   of,   193,  329, 
441 

-gear,  136 

-hoisters,  136 

of  air,  329 

of  cars,  238 

of  water,  1 89 
Fuel  consumption,  88-99 

-valve,  96 
Fulminate,  676 
Furnace  ventilation,  418 
Furnaces,  417 
Fuse,  electric,  676,  692 
Fusee,  76,  676 

Gad,  624 

Galleries,  dimensions  of,  26,  560 

Gangue,  4 

Gangway,  26,  258,  560 

centre  props,  555 
Gas  effects  upon  life  or  flame,  392 

occlusion,  391 
Gas-engine.  124 
Gaseous  mines,  61,  387 
Gases,  386 

explosive,  ^^^ 

from  explosions,  394,  493 

from  powder  combustion,  681 
Gauge  pressure,  308 

of  track,  262 
Geological  maps,  1 1 

theories,  5-8 
German  system  of  tunnelling,  584 
Giant  powder,  680 

nozzles,  31,  377 
duty  of,  32 
Glossar>^  696 
Goaf,  401,  454 
Gob,  40,  66 

road,  44,  389,  557 
Governors,  109 
Grade  of  drift,  257 
Grate  area.  89 
Grip  drill,  618 
Guibal  fan,  423 
Guides.  222 
Gunboats,  224 
Gun  cot  ton,  673 
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Haasb*s  S3rstem,  542 
Half-end  on,  52 
Hallidie  tramway,  300 
Hammer,  627 
Hardening  steel,  631 
Harrison  coal-cutter,  659 
Havdage,  257,  268,  276,284 

-ways,  45.  457 
Heading,  259 
Head-gear,  209 
Heater,  93 

Hepplewite-Gray  lamp,  399,  473 
Hoisting  conveyances,  196 

-engine,  127-133 

-rope,  196 

speed,  512 

water,  338 
Holing,  612 
Hollenback  shaft,  523 
Hooks,  217 
Horse-power,  88,  115,168,321-328, 

382 
Hotising  of  plant,  18,  90,  210,  431 
H-piece,  340 
Hudson  tramway,  301 
Hydraulic  engine,  372 

feed,  6io 

mining,  30,  382 

ram,  338 

shield,  592 

wedge,  623 
Hydrogen,  sulphuretted,  289 
Hydrometer,  240 
Hyperian  logarithms,  314 

Illumination,  468,  469 
Inclined  planes,  284 
Inclines,  24,  69 
Indicated  horse-power,  115 
Indicators,  103,  214,  320,  361 
Induction  motor,  183 
IngersoU  coal-cutters,  66 1 

compressors,  324 
Internal  ^ear,  136 
Intersectmg  veins,  6,  16,  20 
Inysutse  wheels.  187 
Iron  in  tunnels,  592 

lining,  562 

-mines,  36,  72,  535 
Isothermal  compression,  3 1 0-3 1 2 

[ars,  598 
[aws  of  rooms,  48 
[eflrey  coal-cutter,  661 
[oints  of  timber,  514 
[uggler-ways,  64 
[umper,  625 

Keeps,  230 


Keystone  prospecting-machine,  606 

Kick  back,  244 

Kicking  down  a  hole,  599 

Kind-Chaudron  process,  539 

Kirving,  see  Uncierholing. 

Knight  wheel,  188 

Koepe's  system  of  winding,  146 

Kutter's  formula,  192 

Ladders,  249 
Lagging,  561 

Lamps,  394.  398.  399»  47i.  477.  479 

Landings,  229,    265,   524,   573 

Latches,  236 

Laths,  533,  589 

Laws,  State  mining,  14,  210 

U.  S.  mining,  14 
Lemiele  fan,  423 
Levels,  distance  between,  25,  71, 

258,  560,  577 
Lewising,  637,  676 
Lift,  height  of,  25,  71 

-pumps,  345 
Limit  of  mining,  504 
Line  of  least  resistance,  686 
Lippman's  drill,  542 
Locked-wire  rope,  193 
Locomotives,  277 
Lode,  definition  of,  5,  9,  13,  18 
Logarithms,  hyperbolic,  314 
Long-hole  process,  509,  654 
Long  horn,  52,  47 
Long  tunnels,  581 
Longwall,  664 
Lubricating-oil,  238 

Machine  vs.  hand- work,  509,  648, 

659 
Magic  wand,  8-13 

Magneto  machine,  692 

Man-engine,  252 

Manganese  ores,  249 

Man-hole,  see  Mill-hole,  249 

Manometric  depression,  425 

Manual  haulage,  267 

Mapping,  11,  498 

Marsault  lamp,  472 

Marsh-gas,  390 

Masonry  in  mines,  529,  563 

Mather  and  Piatt  boring  system, 

601 

Mean  cfTcctive  pressure,  105,  118 

Mechanical  ventilators,  420 

Mercury  veins,  4 

Meyer  valve,  1 1 1 ,  322 

Mica,  4 

Mil.  circular,  169 

Mill-hole,  36,  74,  551,  574 
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Mine  building,  i8,  90,  2zo»  431 
Mine,  definition  of,  3 
Miner's  inches,  382,  714 

tools,  6x6 
Mining,  economy  of,  46,  54 

in  soft  ore,  75 

in  thick  seams,  6z 

»n  thick  veins,  7c 

in  thin  seams,  38 

in  thin  veins,  38 

laws,  14 

limit,  504 

terms,  696 

claim,  14-16 
retreating,  38 
Moil,  634 

Moment  of  an  engine,  155 
Moss-box,  54Z,  604 
Motive  coltimn,  413,  441 
Motor,  electric,  182 
Mueseler  lam|>,  472 
Multiple  circuits,  457 

Narrow  work,  57 
Native  metal,  2 

ventilation,  409 
Nickel  ores,  4 
Nitrogen,  388 
Nitroglycerine,  678 

storage  of,  427 
Norwalk  air-compressor,  395 
Nottingham  system,  47 

Occlusion  of  gas,  391 
Ohm,  168 
Oil-engine,  124 
Oil,  illuminating-,  469 

lamp,  468 

lubricating-,  238 
prospecting  for,  6oz 
Oil-well  rig,  598 
Oilers,  self-,  238 
Open  cut,  34 

-running  fans,  424 
Ore  deposition,  4 

bucket,  218,  308 
definition  of,  3 

-shoot,  7 
Outbursts  of  gas,  391 
Outcrop  of  coal,  10 

of  veins,  10,  14,  18 
Outlet,  single,  507 
Overcast,  460 
Overhand  method,  70-73 
Overloaded  engine,  62 
Overwinding,  2 1 6-492 
Oxygen,  388 

Pack-wall,  40 


Panel  system,  Brown's,  6z,  447 

Parson's  steam-turbine,  1x9 

Patenting  a  claim,  x6 

Pay  strefuc,  6-25 

Peat-mining,  3X 

Pelton  wheel,  X90 

Pentice,  5x0 

Petroleum,  monograph  on,  it 

Phosphate  rock,  4 

Pick,  621 

Pickets,  spilling,  390 

Pieler  gasnletector,  473 

Pike,  see  Pick, 

Pillar  and  room,  38-48 

Pillars,  robbing  of,  57,  65,  39a 

sizes  of,  27-53,  73,  447»  S3« 

waste  in  recovering,  4a 
Pinch,  6-26 

Pipe  sizes.  190.  333,  342,  359 
Pipes,  iron.  194,  333.  3S9 
Piston  speed,  367 

pump,  354 
Planimeter,  106 
Pneumatic  system,  537 
Poetsch  sinkmg  system,  543,  577 
Pole-pick.  621 
Poling,  588 
Post  drill,  618 
Powder,  495,  671 

accidents  wiui,  68  x 

consumption  of,  677 
Power  plants,  87 

drills,  641 

transmission,  loi,  178,  296,  335 

-driven  pumps,  374 
Preparatory  work,  18 
Pressure  of  air,  308 
Prop,  491,  548,668 
Prospecting   by    boring,    xo;  504, 

^   597     ^ 

by  wand,  813 

by  witchery,  13 

in  massive  rock,  10 

in  stratified  rock,  11 

surface,  10 
Pumps,  336 

centrifugal,  377 
Pump-bob,  352 
Pump,  Bull,  347 

Cook,  345 

Cornish,  348 

duty  of,  365 

electric,  375 

hydraulic,  363 

rod,  348 

rotary.  379 

sinking,  356 

-valve,  343,  355 
*  Pulsometer,  383 
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Punch-drills,  597 

8UARRY,  29,   75,  635 
uanying     dimension-stone, 
623-636 

Rails,  261 

Ram,  636 

Ramsey  caging,  244 

Rand  compressors,  323 

drills,  639 
Ratcau  fan,  425 
Recorder,  428 
Reels,  144-158 
Regulator-doors,  463 
Reheating  air,  334 
Reserves,  26 

Resistance,  402,  419,  445,  448 
Retreating,  mining,  44 
Reversible  engine,  112 
Riedler  pump,  375 
Rifled  holes,  645 
Rheostat,  184,  279 
Rivet,  pipe-,  340 
Robbing  pillars,  57,  65,  39a 
Rock-chute  mining,  63 
Rock  pressure,  49 

-shaft,  82 
Room,  54 
Root-blower,  422 
Rope,  152 

-drilling,  196 

flat,  284 

haulage,  284 

preservation,  203 

round,  201 

strength  of,  153,  199,  297 
Rotary  bar-cutter,  660 

effort,  118 

converters,  177 


29. 


pumps,  397 
Rupturing  enect  of 


explosives,  673 


Safety  appliances,  265 

-boiler,  91 

-cage.  226 

-catch,  218 

-doors,  464 

explosives,  682 

-lamp,  471 
Sag  of  rope,  298 
Salt-mining,  31 
Sand-pump,  602 
Scale  m  boiler,  92 
Schiele  fan,  230 
Schmidt's  rule,  28 
Scotch  system,  52 
Schram's  drill,  640 
Second-motion  engines,  33 


Self-acting  plane,  55,  282 
Self-dimiping  cages,  231 
Self-recorder  for  fans,  428 
Selvage,  5 

Sergeant  drill,  641,  660 
Shaft,  504 

auxihary,  580 

-bottoms,  531 

compartment,  507-515 

-pillars,  27,  42,  73,  531 

rectangular,  507 

round,  530 

sha|>e  01,  530 

sinking,  22,  513,  543 

site  of,  20,  69,  505 

size  of,  23,  512 

-timbering,  512 
Shaw's  gas-detector,  399 
Shearing  coal,  663 
Sheave,  210,  290, 296 
Shode,  II 
Shoot  ore,  7 
Shorthorn,  52 
Shovels,  621 
Shutter  on  fans,  427 
Signals,  213 
SiUs,  574 

Simultaneous  firing,  650,  691 
Single  chute,  64 

entry,  504 

-handwork,  627 
Sinking,   continuous  process,   509, 

654 

in  running  ground,  534 

Kind-Chaudron  process,  537 

Poetsch's  system,  543 

pump,  356 
Siphon,  384 
Skips,  223 
Slitter,  see  Pick. 
Slope,  579 

-cage,  228 

-carriage,  227 

openings,  21 

railway,  284 
Slow  powder,  673 
Sludger,  539,  605 
Smokeless  powder,  684 
Snap-hooks,  206 
Soft  ground,  drifting  in,  611 

timbering  in,  566 
Spades,  406 
Speed  of  drilling,  610,  626,  648 

of  haulage,  268,  287,  292 

of  hoisting,  151 

of  pumping,  364-367 

of  ventilatmg  current,  443,  455 
Spilling,  see  Poling. 
Splicing  rope,  108 
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Splitting  air-cturent,  447 

Spontaneous  combustion,  497 

Spoon,  627 

Sprag,  43.  258 

Spring-hole  drilling,  2,  599 

Spudding,  599 

Square  sets,  75,  518,  568 

work,  67 
Squeeze,  390 
Scjuib,  617,  672,  692 
Statutory  provisions,  486 
Stables,  underground,  269 
Stalls,  40 
Steam  as  extinguisher,  loa 

-boiler,  88 

coal,  97 

condenser,  108 

expansion,  105 

-jet  ventilation,  100 

pressure,  117,  102 

-pump,  361 

-shovel  30,  35 

-turbine,  119 
Steel,  definition,  631 
Stent,  627 

Stephenson  lamp,  47a 
Stockwerke,  4-6 
Stokers,  98 
Stone  shaft,  83 
Stope,  39,  70,  74.459 

height  of.  25,  71 
Storage  of  powder,  680 

battcr>',  166-281 
Stowing,  sec  Filling. 
Stripping,  36 
Stull,  74.  t;48 
Stump-pillars.  47,  t;7 
Stytho.  sec  Carbonic  acid. 
Sub-drifting.  80 
Suction  height.  367 
Suction-pipe,  344 
Sullivan  machine.  66i^ 
Suljihurcttcd  hydrogen,  389 
Surface  examination,  12 

Tail  (nit.  1 1 

Tail-ro^H'  haulage,  148,  285 

btnsting.  147 
'lamping.  07 5 
TaiHT-ro]>e,  109 
Taj>pets.  r)3() 
'rele])h<>nes,  215 
Teiiij^er- screw.  601 
Tem]HTatiire   of  deep  mines,   408, 

505 
'rem]>ering  steel,  (^\2 
Tension-wheel.  202,  296 
Testing  for  gas.  308 
Three-wire  system,  178 


Throttling  governors,  109 
Throughs,  465 
Timber- joints,  516,  542 

preservatives,  546 
Timbering  gangways,  555 

rooms,  43 

shafts,  514 

slopes,  28 

stopes,  75 
Timbering,  iron  for,  562 

methods  of,  77,  514,  554 

principles  of,  547 
Tin  ores,  4 

Tipple,  18,  88,  209,  24a 
Tools.  594-615 
Top-slicing.  79 
Traction,  animal,  68 

locomotive,  270 
Tractive  force,  271 
Tramway,  267,  299 
Transmission,  329 
Traverses,  4,  31 
Trepan,  538 
Triger's  method,  537 
Trompe,  421 
Tubes,  535 

Tubing,  528,  535-540 
Tubing  wells,  603 
Tunnel,  584 

long,  60s 

openings  by,  22 

progress,  606 
Tunnelling  methods,  607 
Turbines.  119.  189 
Two-wire  system,  178 

Ultimate  source  of  mineral,  8 
Undcrcast.  461 
Underhand  stope,  70 
Underholing,  42,  550,  620,  658 
Upcast.  509 
U]>raise,  sec  Mill-hole. 
U.  S.  mining  laws,  14 

Valves  of  air-compressors,  326 

of  drills.  638 
of  engines,  106 

of  pumps,  342-355 
Vein,  3 

definition  of,  5 

formation,  7 
Ventilating  current,  455 
Ventilation.  386,  405,  406 

amount  of  air,  400 

natural.  409 

of  breasts,  286 

of  tunnels.  161.  323,  380 

power  required,  450 
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Viscosity  of  oils,  240 
Voltage,  167,  181 

Wagon-boxes,  236 

-breast,  49 
Wall-plates,  514 
Water- bailers,  335 

-gauge,  401,  415,  449 

heaters.  93 

-level  theory.  8 

-pressure  engines,  371 

-purifiers,  94 

-wheels,  186 
Watt.  168 
Weights  and  measures,  714 

01  various  substances,  411,  714 


Welding,  630 
Westphalian  system,  66 
Wheels  of  cars,  238 
Whim,  128 
White  damp,  389 
Whiting  system,  148 
Winding,  see  Hoisting. 
Windlass,  127 
Wings,  230 
Winze,  70 
Wire  rope,  197,  296 
Wires,  connecting,  164,  175,  691 
Wolf  lamp,  474 
Working  barrel,  344 
Work  of  compressing  air,  314,  32i> 
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Spencer's  Handbook  for  Cane  Sugar  Manufacturers x6mo,  mor. 

Handbook  for  Chemists  of  Beet-sugar  Houses x6n^o,  mor. 

Stockbridge's  Rocks  and  Soils 8vo, 

*  Tillman's  Descriptive  General  Chemistry 8to, 

*  Elementary  Lessons  in  Heat 8to, 

Treadwell's  Qualitative  Analysis.     (Hall.) 8vo. 

Quantitative  Analysis.     (Hall.) 8vo, 

Tumeaure  and  Russell's  Public  Water-supplies 8vo, 

Van  Deventer's  Physical  Chemistry  for  Beginners.     (Boltwood.) zamo, 

Venable's  Methods  and  Devices  for  Bacterial  Treatment  of  Sewage 8vo, 

Ward  and  Whipple's  Freshwater  Biology.     (In  Press.) 

Ware's  Beet-sugar  Manufacture  and  Refining.     Vol.  I SmaU  8vo, 

Vol.11 SmallSvo, 

Washington's  Manual  of  the  Chemical  Analysis  of  Rocks 8vo, 

*  Weaver's  Military  Explosives 8vo, 

Wells's  Laboratory  Guide  in  Qualitative  Chemical  Analysis 8vo, 

Short  Course  in  Inorganic  Qualitative  Chemical  Analjrsis  for  Engineering 
Students lamo. 

Text-book  of  Chemical  Arithmetic xamo, 

Whipple's  Microscopy  of  Drinking-water 8vo, 

Wilson's  Chlorination  Process lamo 

Cyanide  Processes xamo 

Winton's  Microscopy  of  VegeUble  Fooda 8vo 


CIVIL  ENGINEERING. 

BRIDGES  AND  ROOFS.     HYDRAULICS.     MATERIALS   OF    ENGINEER- 
ING.    RAILW.W    ENGINEEIllNG. 

Baker's  Engineers'  Surveying  Instruments ....  lamo,  3  00 

Bizby's  Graphical  Computing  fable Paper  iqV  <  24^  inches.  35 

Breed  and  Hosmer's  Principles  and  Practice  of  Surveying. 8vo,  j  00 

*  Burr's  Ancient  and  Modern  Engineering  and  the  Isthmian  Canal   ...     8vo,  3  50 
Comstock's  Field  Astronomy  for  Engineers 8vo,  a  50 

*  CortheU's  Allowable  Pressures  on  Deep  Foundations l2mo,  1  as 

Crandall's  Text-book  on  Geodesy  and  Least  Squares 8vo,  3  00 

Davis's  Elevation  and  Stadia  Tables 8vo,  i  00 

Elliott's  Engineering  for  Land  Drainage lamo,  i  50 

Practical  Farm  Drainage lamo,  i  00 

♦Fiebeger's  Treatise  on  Civil  Engineering 8vo,  5  00 

Flemer's  Phototopographic  Methods  and  Instruments 8vo,  5  00 

Folwell's  Sewerage.     (Designing  and  Maintenance.) 8vo,  3  00 

Freitag's  Architectural  Engineering 8vo.  3  50 

French  and  Ives's  Stereotomy 8vo,  a  50 

Goodhue's  Municipal  Improvements lamo.  1  50 

Gore's  Elements  of  Geodesy 8vo.  a  50 

*  Hauch  and  Rice's  Tables  of  Quantities  for  Preliminary  Estimates, l2mo.  i  as 

Hayford's  Text-book  of  Geodetic  Astronomy 8vo,  3  00 

Bering's  Ready  Reference  Tables  (Conversion  Factors^ x6mo,  mor.  a  50 

Howe's  Retaining  Walls  for  Earth xamo.  i  35 
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*  Iin'iAdjunnuiilaafUieEagiDHr'sTraDiiilaad  Level i6ina,  E 

Ivcs  aad  Hilla's  Problenu  la  Surreylni 161110.  □: 

JatiniDn'9  Ij- B<>  Theory  and  Piaciiceot  SuTTcying Small! 

Johnion'lfL.  J.)SUti»br  AlEEbraicandGiapbicHelhoda .       I 

Kinoicutt,  Winslow  aod  Prnlfs  Putificntldn  ot  Sewage.     Iln  Preparalion) 
Uplace'i    PbilDHiphicBl    Essay    on    ProbtbUitin.       (TrascDtl    and   Emi 


neUy.  . 


187ri.)     (Wood.) Svo. 

!  Surreyinc  and  GeodeBy.  ... .8vo, 

mk  tor  Survryore. i6mo,  mor. 

y  Engineering.      (In  Pi«s,) 


Rlemei's  Shatt-ilnldiiE  under  Diffloul 
Siebert  and  BlKgin's  Modern  Stonr-c 
Smith's  Manual  of  Topographical  Dr 
Sopec'B  Air  and  Ventilallon  of  Subwi 
Tracy's  Plane  Survey! ne 
•  Trsulwine's  CivH 


lil-B  Engincerln 
Law  of  Conl.i 


I  Coining  and  Pede.) . 
Maaonry. 


-161110.  moT. 

vice,  lor  Bacterial  Treatmenl  of  Seviffa. 

am. 

PreUminary  10  Conatruttlon  in  Enjieeetin 

3b«p. 
8vo, 

gandArchi- 
.    .    .8vo. 

ly— Problanw  In  Stone-i 


Wilton's  Topographic 


BRIDGES  AHD  HOOFS. 


Praclicai  Tieatiie  on  Ihe  Construe  don 
d  Falk's  Design  and  Conitruction  of  M 

t  Iron  Bighm 
lalllc  Brid«H 

y  Bridges     Svd 

Bto 

TreatiK  on  Wooden  Tteslle  Bridges. 

4to. 

B  StuUDdaty  Stresaes  In  Bildge  Ttnsaee. 

Design  of  Simple  Rool-InisiES  in  Wood 
mmetiical  Masonry  Arches. . 

nyin    Deform, 
and  SteeL  . . 

atlooi. 8to, 

8VD 

e«i 

n,  Bryan,  and  Turneaurc's  Theory  and 
Modern  Framed  Structures. 

Practice  in  Ibe  Designing  nt 

Sman4to, 

Merriman  and  Jacoby's  Text-book  on  Roofs  and  Bridges: 

Part  I.     Stresses  in  Simple  Trusses. 8vo,  2  50 

Part  II.    Graphic  Statics. 8to,  a  50 

Part  m.  Bridge  Design 8vo,  2  50 

Part  IV.  Higher  Structures 8vo,  2  50 

Morison's  Memphis  Bridge Oblong  4to,  10  00 

Sondericker*s  Graphic  Statics,  with  Applications  to  Trusses,  Beams,  and  Arches. 

Bvo,  2  00 

Waddell's  De  Pontibus,  Pocket-book  for  Bridge  Engineers i6mo.  mor,  2  00 

*          Specifications  for  Steel  Bridges i2mo«  50 

Waddell  and  Harrington's  Bridge  Engineering.     (In  Preparation.) 

Wright's  Designing  of  Draw-spans.     Two  parts  in  one  volume 8vo,  3  50 


HYDRAULICS. 

Barnes's  Ice  Formation 8vo,  3  00 

Bazin's  Experiments  upon  the  Contraction  of  the  Liquid  Vein  Issuing  from 

an  Orifice.     (Trautwine.) Svo,  2  00 

Bovey's  Treatise  on  Hydraulics. 8vo,  s  00 

Church's  Diagrams  of  Mean  Velocity  of  Water  in  Open  Channels. 

Oblong  4to,  paper,  i  50 

Hydraulic  Motors 8vo,  2  00 

Mechanics  of  Engineering 8to,  6  00 

Coffin's  Graphical  Solution  of  Hydraulic  Problems. i6mo,  morocco,  2  50 

Flather's  Dynamometers,  and  the  Measurement  of  Power 12  mo,  3  00 

Folwell's  Water-supply  Engineering 8vo,  4  00 

Frizell's  Water-power 8vo,  5  00 

Fuertes's  Water  and  Public  Health i2mo,  i  50 

Water-filtration  Works zamo,  2  50 

Ganguillet  and  Kutter's  General  Formula  for  the  Uniform  Flow  of  Water  in 

Rivers  and  Other  Channels.     (Hering  and  Trautwine.) 8vo,  4  00 

Hazen'B  Clean  Water  and  How  to  Get  It Large  i2mo,  i  So 

Filtration  of  Public  Water-supplies 8vo,  3  00 

Hazlehurst's  Towers  and  Tanks  for  Water-works Svo,  2  50 

Herschel's  115  Experiments  on  the  Carrying  Capacity  of  Large,  Riveted,  Metal 

Conduits Svo,  2  00 

Hoyt  and  Grover's  River  Discharge Svo,  2  00 

Hubbard  and  Kiersted's  Water- works  Management  and  Maintenance Svo,  4  00 

♦  Lyndon's  Development  and  Electrical  Distribution  of  Water  Power.  . .   Svo,  3  00 
Mason*^  Water-supply.     (Considered  Principally  from  a  Sanitary  Standpoint.) 

Svo,  4  00 

Merriman's  Treatise  on  Hydraulics Svo.  5  00 

♦  Michie's  Elements  of  Analytical  Mechanics Svo,  4  00 

MoUtor's  Hydraulics  of  Rivers,  Weirs  and  Sluices,     i  In  Pro5s. ) 

Schuyler's   Reservoirs   for   Irrigation,   Water-power,  and    Domestic   Water- 
supply Large  Svo.  5  00 

♦  Thoma'5  and  Watt's  Improvement  of  Rivers 4to,  6  00 

Turneaure  and  Russell's  Public  Water-supplies Svo,  5  00 

Wegmann's  Design  and  Construction  of  Dams.     5th  Ed.,  enlarged    4to,  6  00 

Water-supply  of  the  City  of  New  York  from  1658  to  1S9.'>. 4to,  10  00 

Whipple's  Value  of  Pure  Water    Large  i2mo,  i   00 

Williams  and  Hazen's  Hydraulic  Tables Svo,  i  50 

Wilson's  Irrigation  Engineering Small  Svo,  4  00 

Wolff's  Windmill  as  a  Prime  Mover Svo,  3  00 

Wood's  Elements  of  Analytical  Mechanics Svo,  3  00 

Turbines Svo,  2  50 
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...Sni, 


■  Bovcy's  Strength  ol  BlaUriiils  i 

Bun's  Elajticlly  aad  R«i>tanc< 

Byrne's  Ulgbway  Cons  met  Ion.  , 

laipccCion  of  Uu  Hale  rials  i 


■s  Applied  in  Bulldinc* 

CB Oblooc  4.1a, 

aulic  CamenL     (la  Piapu-atloB-l 

id  Tbaorr  of  Stnictum. , 

f  the  Btaterioli  of  EnffoMHng.  .  , . , , 


VoLll 
Theory 


Tbe  SircsMi  in  FiUDad  Stiucturei,  SUaaith  of  UatFiiils 


<f  Fl»u 


•Eckel' 

Slone  md  Cla^  PioducU  us«d  in  Eoclaeeriaa.     (In  Prsparallon.  | 
Fowler's  Ordinary  Founaalion*. .Bio, 

Green's  Principles  of  Americaii  Foiaitry. . 

"  GiteWs  Stnicimal  Mechanic*. 

HdJIi;  and  Ladd's  Analysis  of  Hiied  Fainti,  Color  IHimsaa  and  Vimisbu 


:  of  Con 


Klddei-i  ArchiteclB  and  Bull 
Lanu's  Applied  Uecbanics. 
Mai  re's  Modem  Piemen  Is  an 
Harteoa's  Handbook  on  Test 
Haurer's  Technical  Hechani 
Merrill's  SIoncB 


ers'  Pocket-book.. . 


:rial9.     (Hennlnf.)     i  rob.  . 


Merriman's  Mechanics  of  Materials.      ..    81 

•  StnuKth  ol  Materials  .  .  . iin 

HeUalTs  SleeL     A  Manual  (or  Sleel-uicn lam 

Patlon's  Practical  Trralise  on  Foundatiani.   Si 

Rice's  Concrete  Block  Manufacture Si 

RichardsoD's  Modern  Asphalt  Paiementa.  8» 

ttichey's  Handbook  for  Superintendents  of  Co    'i     iion i&mo,  mo: 

•  Ries's  Clays:  Their  Occurrence.  Properties,  anu  Jse* 8v 

Sabin'9  Industrial  and  Artistic  Technolojty  ol  Paints  ad  Vunlsh. Sv 

■Schwari'sLongleafPineinVireinForeal. im 

Snow's  Principal  Species  ol  Wood 8» 

Spabling't  Hydraulic  Cemenl. tim 

Teit-book  on  Roads  and  Pavements iim 

Taylor  and  Thompson's  Treatise  on  Concrete,  Plain  and  Reinforced. 8t 

Tliurslon's  Materials  of  Enjineering.     In  Three  Peru. .8v 

Pan  I.     non-metallic  Msterial*  of  Encineering  and  Metallurgy St 


rtllt.     A  Trei 


d  Other  Alloys  a 


the  Preservation  ol  Timber. 

Wood'*  (H.  P.)  Rustless  Coatin(s:    Corrosion 
SteeL 


Syd,    4  00 


RAILWAY  ENGIKEERING. 

Andrews's  Handbook  for  Street  lUilwaj  Engineers 3x5  inches,  mor.  i  as 

Berg's  Buildings  and  Structures  of  American  Railroads 4to,  5  00 

Brooks's  Handbook  of  Street  Railroad  Location. i6mo,  mor.  i  50 

Butt* s  Civil  Engineer's  Field-book i6mo,  mor.  a  50 

Crandall's  Railway  and  Other  Earthwork  Tables. 8vo.  i  50 

Transition  Curve i6mo,  mor.  i  50 

*  Crockett's  Methods  for  Earthwork  Compatatio&s 8vo,  x  50 

Dawson's  "Engineering"  and  Electric  Traction  Pocket-book x6mo,  mor.  5  00 

I>redge'8  History  of  the  Pennsylvania  Railroad:   (1879) Paper,  5  00 

Fisher's  Table  of  Cubic  Yards Cardboard,  as 

Godwin's  Railroad  Engineers'  Field-book  and  Explorers*  Guide. . .  i6mo,  mor.  a  50 
Hudson's  Tables  for  Calculating  the  Cubic  Contents  of  Excavations  and  Em- 

bankment*. 8vo,    1  00 

Ives   and  Hilts's  Problems  in  Surveying,  Railroad  Surveying  and  Geodesy 

x6mo,  mor.     i  50 

MuUtor  and  Beard's  Manual  for  Resident  Engineers. i6mo,    x  00 

Nagle's  Field  Manual  for  Railroad  Engineers x6mo,  mor.    3  00 

Philbnck's  Field  Manual  for  Engineers x6mo,  mor.    3  00 

Raymond's  Railroad  Engineering.     3  volumes. 

VoL      I.  Railroad  Field  Geometry.     (In  Preparation.) 

Vol.    II.  Elements  of  Railroad  Engineering 8vo,    3  50 

Vol  III.  Railroad  Engineer's  Field  Book.     (In  Preparation.) 

Searles's  Field  Engineering x6mo,  mor.    3  00 

Railroad  Spiral z6mo,  mor.     i  so 

Taylor's  PrismoMal  Formulae  and  Earthwork 8vo,    x  50 

*Trautwine*s  Field  Practice  of  Laying   Out  Circular  Curves  for  Railroads. 

z2mo.  mor,    a  so 

*  Method  of  Calculating  the  Cubic  Contents  of  Excavations  and  Embank- 

ments by  the  Aid  of  Diagrams 8vo,  a  00 

Webb's  Economics  of  Railroad  Construction Large  xamo,  a  so 

Raihoad  Construction x6mo,  mor.  5  00 

Wellington's  Economic  Theory  of  the  Location  of  Railways. Small  8vo,  s  00 

DRAWING. 

Barr's  Kinematics  of  Bfachinery 8vo, 

*  Bartlett's  Mechanical  Drawing 8vo, 

*  •*  **  *•  Abridged  Ed 8vo, 

Coolidge's  Manual  of  Drawing 8vo,  paper, 

Coolidge  and  Freeman's  Elements  of  General  Drafting  for  Mechanical  Engi- 
neers  Oblong  4to, 

Durley's  Kinematics  of  Machines 8vo, 

Emch's  Introduction  to  Projective  Geometry  and  its  Applications Svo, 

Hill's  Text-book  on  Shades  and  Shadows,  and  Perspective Svo, 

Jamison's  Advanced  Mechanical  Drawing Svo, 

Elements  of  Mechanical  Drawing Svo, 

Jones's  Machine  Design: 

Part  I.     Kinematics  of  Machinery Svo, 

Part  n.    Form,  Strength,  and  Proportions  of  Parts Svo, 

MacCord's  Elements  of  Descriptive  Geometry Svo, 

Kinematics;  or.  Practical  Mechanism Svo, 

Mechanical  Drawing 4to, 

Velocity  Diagrams Svo, 

McLeod's  Descriptive  Geometry Large  zamo, 

*  Mahan's  Descriptive  Geometry  and  Stone-cutting Svo, 

Industrial  Drawing.     (Thompson.) Svo, 
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Morsan's  Gutline  of  the  Theory  of  Sohition  and  its  Resnlli i2ino,    x  oo 

*  Physical  Chemistry  for  Electrical  BngineMs xamo,    t  50 

Niaudet's  Elementary  Treatise  on  Electric  Batteries.     (Fishback) lamo.    a  50 

*  Norris's  Introduction  to  the  Study  of  Bleetiieal  Bngineeriiic 8to,    a  50 

*  Parshall  and  Hobart's  Electric  Blachine  Design 4to,  half  morocco,  xa  50 

Reagan's  Locomotives:   Simple,  Compound,  and  Electric.     New  Edition. 

.    Large,  xamo,  3  50 

*  Rosenberg's  Electrical  Engineering.     (Haldane  Cree — Kinzbrunner.).  .  .8to, 

Ryan,  Norris,  and  Hozie's  Electrical  Bl^chinery.     VoL  1 8to, 

Sjhapper's  Laboratory  Guide  for  Students  in  Physical  Chemistry xamo, 

Thurston's  Stationary  Steam-engines. 8to, 

*  Tillman's  Elementary  Lessons  in  Heat Bvo, 

Tory  and  Pitcher's  Manual  of  Laboratory  Physics. Large  xamo, 

Ulke's  Modem  Electrolytic  Copper  Refining Sto, 

LAW. 

*  Davis's  Elements  of  Law 8vo, 

*  Treatise  on  the  Military  Law  of  United  SUtes. 8to, 

*  Sheep, 

*  Dudley's  Military  Law  and  the  Procedure  cf  Courts-martial  .  . .  .Large  lamo. 

Manual  for  Courts-martiaL z6mo,  mor. 

Wait's  Engineering  and  Architectural  Jurisprudence 8vo, 

Sheep, 

Law  of  Contracts 8vo, 

Law  of  Operations  Preliminary  to  Construction  in  Engineering  and  Archi- 
tecture  8vo 

Sheep, 

MATHEMATICS. 

Baker's  Elliptic  Functions 8vo, 

Briggs's  Elements  of  Plane  Analytic  Geometry.    (Bdcher) lamo, 

^Buchanan's  Plane  and  Spherical  Trigonometry 8vo, 

Byerley's  Harmonic  Functions 8vo, 

Chandler's  Elements  of  the  Infinitesimal  Calculus lamo. 

Compton's  Manual  of  Logarithmic  Computations i  amo, 

Davis's  Introduction  to  the  Logic  of  Algebra 8vo, 

*  Dickson's  College  Algebra Large  lamo, 

*  Introduction  to  the  Theory  of  Algebraic  Equations Large  i2mo, 

Emch's  Introduction  to  Projective  Geometry  and  its  Applications 8vo, 

Fiske's  I''unctions  of  a  Complex  Variable 8vo, 

Halsted's  Elementary  Synthetic  Geometry 8vo, 

Elements  of  Geometry 8vo, 

*  Rational  Geometry i2mo, 

Hyde's  Grassmann's  Space  Analysis 8vo, 

*  Jonnson's  {J   Bf)  Three-place  Logarithmic  Tables:  Vest-pocket  size,  paper, 

100  copies, 

*  Mounted  on  heavy  cardboard,  8X  10  inches, 

10  copies, 

Johnson's  (W.  W.)  Abridged  Editions  of  Differential  and  Inteq;ral  Calculus 

Large  i2mo,  i  vol. 

Curve  Tracing  in  Cartesian  Co-ordinates lamo, 

Differential  Equations 8vo, 

Elementary  Treatise  '^n  Differential  Calculus.     (In  Pre.ss.) 

Elementary  Treatise  on  the  Integral  Calculus Large  i2mo> 

*  Theoretical  Mechanics i2mo. 

Theory  of  Errors  and  the  Method  of  Least  Squares lamo. 

Treatise  on  Differential  Calculus    Large  i2mo. 

Treatise  on  the  Integral  Calculus Large  lamo, 

Treatise  on  Ordinary  and  Partial  Differential  Equations. .  Large  lamo, 
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WilHam  WodIht  Jobnion.  Ho.  in.  Tbe  SaliiUoa 
by  Hansflfld  Herriman.  flo.  11.  Punctiimi  ol  a  Coi 
by  Thonuui  S.  PJskc. 

lurtr'i  Tcchuical  Mcchanici 

EiTlnun'i  Hctbod  dI  Least  Squares. 

ce  and  Johnson's  umcrcplial  and  Inieiral  Cakulua. 


Ui 


I  Cakolus Large  iiiud.  3  oe 

•  VebJen  and  Lennei's  tnlroduct-on  <o  the  Real  Inflnlttatmal  Analyils  ol  One 

Variable Bio,  a  « 

•  Walerbury's  VesI  Pocket  Hand-Book  of  HatlMRuilcs  fDr_Enf  in*'  m. 

Weld's  DeiermlnatloM, 8vo,  1  01 

VoAd'i  Elements  of  Co-ordinate  Geometry 8vo,  1  « 

Woodward's  Probability  and  Theory  ol  Errors Bvo,  1  d( 

MECHANICAL   ERGHTEERIKG. 
MATERIAl^S   OF   ENGINEERING.   9TEAU.ENGINE5  AND  BOILERS. 


Idirin's  Slean  Heating  tor  Buildinci. 

ir'i  Kinematics  of  Hachmery 

3ail1eli'»  Mechanical  Drawloi- 

Abridged  Ed, 

□ismin'i  Wrinkles  snd  Recipes.   .    

iurr's  Andeat  sod  Modern  EngineerlnB  anil 
rpenter's  Eiperimeotal  Endoeerinc.  . .  .  . . 

Heating  and  Ventilstinf  Buildings 

erk's  Gai  and  Oil  Engine 

mpion-s  First  T.essons  In  HeUl  Worlring  . . 


le  on  Belts  sod  Pulleys. . 


FUther't  Dynamometers  and  the  Measurement  of  Power. xamo. 

Rope  Drivinc xamo. 

Gill's  Gas  and  Fuel  Analysis  for  Engineers zamo, 

Goss'  1  Locomotive  Sparks 8to, 

Hall's  Car  Lubrication zamo, 

Bering's  Ready  Reference  Tables  (Conversion  Factors) i6mo,  mor., 

Hobart  and  Eliis's  High  Speed  Djmamo  Electric  Machinery.     (In  Presa.) 

Button's  Gas  Engine. 8vo, 

Jamison's  Advanced  Mechanical  Drawing. 8vo, 

Elements  of  Mechanical  Drawing 8vo, 

Jones's  Machine  Design: 

Part  L     Kinenutics  of  Machinery. 8to, 

Part  n.     Form,  Strength,  and  Proportions  of  Parts 8vo, 

Kent's  Mechanical  Engineers'  Pocket-book z6mo,  mor  , 

Kerr's  Power  and  Power  Transmisbion. 8vo, 

Leonard's  Machine  Shop  Tools  and  Method^ Bvo, 

*  Lorenz's  Modem  Refrigerating  Machinery.    (Pope,  Baven,  and  Dean.)  . . 8vo, 
MacCord's  Kinenutics;  or.  Practical  Mechanism 8vo, 

Mechanical  Drawing 4to, 

Velocity  Diagrams. 8vo, 

MacFarland's  Standard  Reduction  Factors  for  Gases 8vo, 

Mahan's  Industrial  Drawing.   '(Thompson.) 8to, 

*  Parshall  and^Bobart's  Electric  Machine  Design Small  4to,  half  leather,  la  50 

Peele's  Compressed  Air  Plant  for  Mines.     (lu  Press.) 

Poole's  Calorific  Power  of  Fuels 8vo, 

*  Porter's  Engineering  Reminiscences,  1855  to  1882 8vo, 

Reid's  Course  in  Mechanical  Drawing 8vo, 

Text-book  of  Mechanical  Drawing  and  Elementary  Machine  Design .  8vo, 

Richard's  Compressed  Air lamo, 

Robinson's  Principles  of  Mechanism 8vo, 

Schwamb  and  Merrill's  Elements  of  Mechanism 8vo, 

Smith's  iO.>  Press-working  of  Metate 8vo, 

Smith  (A.  W.>  and  Marx's  Machine  Design 8vo, 

Thurston's  Aninul  as  a  Machine  and  Prime  Motor,  and  the  Laws  of  Energetics. 

zamo. 

Treatise  on  Friction  and  Lost  Work  in  Machinery  and  Mill  Work...  8vo, 

Tilbon's  Complete  Automobile  Instructor i6mo, 

mor., 

*  Titsworth's  Elements  of  Mechanical  Drawing Oblong  8vo, 

Warren's  Elements  of  Machine  Construction  and  Drawing 8vo, 

*  Waterbury's  Vest  Pocket  Hand  Book  of  Mathematics  for  Engineers. 

2k  X  5*  inches,  mor., 

Weisbach's    Kinematics    and    the    Power    of    Transmission.     (Berrmann — 
Klein.) 8vo, 

Machinery  of  Transmission  and  Governors.     ^Herrmann — Klein.).  .8vc, 

Wolff's  Windmill  as  a  Prime  Mover 8vo, 

Wood's  Turbines 8vo, 

MATERIALS  OF   ENGINEERING. 

*  Bovey's  Strength  of  Materials  and  Theory  of  Structures 8vo,  7  50 

Burr's  Elasticity  and  Resistance  of  the  Materials  of  Engineering 8vo,  7  50 

Church's  Mechanics  of  Engineering 8vo,  6  00 

*  Greene's  Structural  Mechanics 8vo,  2  50 

Holley  and  Ladd's  Analysis  of  Mixed  Paints,  Color  Pigments,  and  Varnishes. 

Large  ismo,  2  50 

Johnson's  Materials  of  Construction 8vo,  6  00 

Keep's  Cast  Iron 8vo,  2  50 

Lanza's  Applied  Mechanics 8vo,  7  50 
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fthel. 

Thunton*!  Minml  of  the  Steam-engine a  vols.,  8to,  io  oo 

Part  L    Hittory,  Structure,  and  Theory 8to, 

ParlilL    Design,  Conttniction,  and  Operation. 8vo, 

Stationary  Steam-engines. ^to. 

Steam-boiler  Explosions  in  Theory  and  in  Practice 12mo, 

Welirenfenning's  Analysis  and  Softening  of  Boiler  Feed-water  (Patterson)  Sr^, 

Weisbach's  Heat,  Steam,  and  Steam-engines.     (Du  Bois.) Svo, 

Whitham's  Steam-engine  Design 8vo, 

Wood's  Thermodynamics,  Heat  Motors,  and  Refrigerating  Machines.  ..8vo, 

MECHANICS  PURE  AND  APPLIED. 

Church's  Mechanics  of  Engineering 8to, 

Notes  and  Examples  in  Mechanics 8vo, 

Dana's  Text-boofc  of  Elementary  Mechanics  for  Colleges  and  Schools. .  x2mo, 
Dn  Bois's  Elementary  Principles  of  Mechanics: 

VoL     L     Kinematics 8vo, 

Vol    IL    Stotics 8vo, 

Mechanics  of  Engineering.     VoL    I Small  4to, 

VoL  II. .  ^ SmaU  4to,  lo  oo 

*  Greene's  Structtiral  Mechanics 8vo, 

James's  Kinematics  of  a  Point  and  the  Rational  Mechanics  of  a  Particle. 

Large  12mo, 

*  Johnson's  ( W.  W.)  Theoretical  Mechanics. 12mo, 

Lanza's  Applied  Mechanics 8vo, 

*  Martin's  Text  Book  on  Mechanics,  VoL  I,  Statics 12mo, 

*  Vol.  2,  Kinematics  and  Kinetics  ■  .i2mo. 
Maurer's  Technical  Mechanics. 8to, 

*  Merriman's  Elements  of  Mechanics. 12mo, 

Mechanics  of  Materials 8vo, 

*  lOchie's  Elements  of  Analytical  Mechanics Sro, 

Robinson's  Principles  of  Mechanism 8vo, 

Sanborn's  Mechanics  Problems Large  12mo, 

Schwamb  and  Merrill's  Elements  of  Mechanism 8vo, 

Wood's  Elements  of  Analytical  Mechanics. 8vo, 

Principles  of  Elementary  Mechanics 12mo, 

MEDICAL. 

Abdcrhalden's  Physiological  Chemistry  in  Thirty  Lectures.     (Hall  and  Defren). 
(Ill  l*re.s.s). 

von  Behring's  Suppression  of  Tuberculosis.     (Bolduan.) i2mo, 

*  Boldoan's  Immune  Sera lamo, 

Davenport's  Statistical  Methods  with  Special  Reference  to  Biolofrical  Varia- 
tions   i6mo,  mor., 

Ehrlich's  Collected  Studies  on  Immunity.     (Bolduan.) 8vo, 

*  Fischer's  Physiology  of  Alimentation Large  lamo,  doth. 

de  Fursac's  Manual  of  Psychiatry.     (Rosanofif  and  Collins.)..    .      Large  i2mo, 

Hammarsten's  Text-book  on  Physiological  Chemistry.     (MandeL) 8vo, 

Jackson's  Directions  for  Laboratory  Work  in  Physiological  Chemistry.  ..8vo, 

Lassar-Cohn's  Practical  Urinary  Analysis.     (Lorenz.  ^ i2mo, 

Mandel's  Hand  Book  tor  the  Bio-Chemical  Laboratory ,  i2mo, 

*  Pauli's  Physical  Chemistry  in  the  Service  of  Medicine.     <^Fischcr.) .  .  .  .  i2mo, 

*  Pozzi-Escot's  Toxins  and  Venoms  and  their  Antibodies.     (Cohn.) i2mo, 

Rostoski's  Serum  Diagnosis.     (Bolduan. ) i2mo, 

Ruddiman's  IncompatiVjilities  in  Prescriptions 8vo, 

Whys  in  Pharmacy i3mo, 

Salkowski's  Physiological  and  Pathological  Chemistry.     (Omdorff.) 8vo, 

*  Satterlee's  Outhnes  of  Human  Embryology i2mo. 

Smith's  Lecture  Notes  on  Chemistry  for  Dental  Students 8vo, 
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Steel's  Treatise  on  the  Diseases  of  the  Dog. 8to,  3  50 

♦  Whipple's  Typhoid  Fever Large  xamo,  3  00 

WoodhuU's  Notes  on  Military  Hygiene x6mo,  x  50 

•  Personal  Hygiene lamo,  x  00 

Worcester  and  Atkinson's  Small  Hospitals  Establishment  and  Maintenance* 

and  Sjggestions  for  Hospital  Architecture,  with  Plans  for  a  Small 

Hospital • ^ xamo,  z  25 

METALLURGY. 

Betts's  Lead  Refining  hy  Slectndysis 8vo.    4  00 

B<dland'8  Encyclopedia  of  Founding  and  Dictionary  of  Foundiy  Terms   Used 

in  the  Practioe  at  MrmMing 12mo, 

Iron  Founder l2mo. 

*  *        *  *      Supplement l2mo, 

Douglas's  Untechnical  Addresses  on  Technical  Snh)ect8 i2mo, 

Goesel's  Minerals  and  Metals:    A  Reference  Book. x6mo,  mor. 

*  Ues's  Lead-smelting 12mo, 

Keep's  Cast  Iron 8vo, 

Le  Chatelier's  High-temperature  Measurements.  (Boudouard — Burgess.)  12 mo, 

Metcalf's  SteeL     A  Manual  for  Steel-users. 12mo, 

Miller's  Cyanide  Process 12mo 

Minet's  Production  of  Aluminum  and  its  Industrial  Use.     (Waldo.)... .  12mo, 

Robine  and  Lenglen's  Cyanide  Industry.     (Le  Clerc.) 8vo, 

Ruer's  Elements  of  Metallography.     (Mathewson).     (lu  Press.) 

Smith's  Materials  of  Machines 12mo, 

Thurston's  Materials  of  Engineering.     In  Three  Parts. 8vo, 

part  I.    Non-metaUic  Materials  of  Engineering,  see  Civil  Engineering, 
IMge  9. 

Part   n.     Iron  and  SteeL 8vo,  3  50 

Part  nL     A  Treatise  on  Brasses,  Bronzes,  and  Other  Alloys  and  their 

Constituents 8vo,  a  50 

Ulke's  Modem  Electrolytic  Copper  Refining. 8vo,  3  00 

West's  American  Foundry  Practice i2mo,  a  50 

Moulders  Text  Book 12mo,  a  50 

Wilson's  Chlorination  Process l2mo,  x  50 

Cyanide  Processes 12mo,  x  50 

MINERALOGY. 

Barringer's  Description  of  Minerals  of  Commercial  Value.    Oblong,  morocco,    a  50 

Boyd's  Resources  of  Southwest  Virginia 8vo     3  00 

Boyd's  Map  of  Southwest  Virginia Pocket-book  form,    a  00 

*  Browning's  Introduction  to  the  Rarer  Elements 8vo,    i  50 

Brush's  Manual  of  Determinative  Mineralogy.     (Penfield.) 8vo,    4  00 

Butler's  Pocket  Hand-Book  of  Ifinenls 16mo.  mor.    3  00 

Chester's  Catalogue  of  Minerals 8vo,  paper,  x  00 

Cloth,    x  as 
Crane's  Gold  and  Silver.     (In  Press.) 

Dana's  First  Appendix  to  Dana's  New  "  Sirstem  of  Mineralogy. ." .  .Large  8vo,  x  00 

Manual  of  Mineralogy  and  Petrography xamo  a  00 

Minerals  and  How  to  Study  Them ^ xamo,  x  50 

System  of  Mineralogy Large  8vo,  half  leather,  xa  50 

Text-book  of  Mineralogy 8vo,  4  00 

Douglas's  Untechnical  Addresses  on  Technical  Subjects xamo,  x  00 

Eakle's  Mineral  Tables 8vo,  x  as 

Stone  and  Clay  Products  Used  in  Engineering.     (In  Preparation). 

Egleston's  Catalogue  of  Minerals  and  Synonyms 8vo,  a  so 

Goesel's  Minerals  and  Metals :    A  Reference  Book x6mo,  mor.  3  00 

Groth's  Introduction  to  Chemical  Crirstallography  (Marshall) xamo,  x  as 
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*  Iddings's  Rock  Minerab 8to»   5  00 

Johanniien*!  DetenninjitioB  of  Boek-fonninc  Minenls  in  Thia  Sectioiis 8vo,     4  00 

*  Martin's  Laboratory  Guide  to  Qualitative  Analysis  with  the  Blowpipe,  lamo,       60 
Merrill's  Non-metallic  Minerals;  Their  Occurrence  and  Uses 8to,    4  00 

Stones  for  Building  and  Decoration 8vo,    500 

*  PenfieU's  Notes  on  DeterminatiTe  Mineralogy  and  Record  of  Mineral  Tests. 

•  8vo«  paper,        so 

TaUea   of    Minenls,    Including   the  Use  of  Minerals  and  Statistics  of 

Domestic  Production 8vo,     i  00 

Pirsson's  Rocks  and  Rock  Minerals.     (In  Press.) 

*  Richards's  Synopsis  of  Mineral  Characters zamo,  mor. 

*  Ries*8  Clays:  Their  Occurrence.  Properties,  and  Uses. 8to, 

*  Tillman's  Text-book  of  Important  Minerals  and  Rocks. 8to» 

MUQNG. 

*  Beud's  Mine  Oases  and  Explosions Large  xaino, 

Boyd's  Map  of  Southwest  Virginia. Pocket-book  form. 

Resources  of  Southwest  Virginia 8to» 

Crane's  G<rid  and  Silver.    (In  Press.) 

Douglas's  Untechnical  Addresses  on  Technical  Subjects. zamo, 

Eissler's  Modem  High  Expkwives.    Svo- 

Goesel's  Minerals  and  Metals :    A  Reference  Book z6mo»  mor. 

Ih  beng's  Manual  of  Mining 8vo» 

*  Des's  Lead-smehing zamo. 

Miller's  Cyanide  Process. lamo, 

O'DriscoU's  Notes  on  the  Treatment  of  Gold  Ores. 8vo, 

Pede's  Compzeesed  Air  Plant  for  Mines.     (In  Press. ) 

Riemer 's  Shaft  Sinking  Under  DifAcult  Conditions.     (Coming  and  Pede) . . . 8vo. 

Robine  and  Lenglen's  Cyanide  Industry.     (Le  Clerc.) 8vo, 

*  Weaver's  Military  Explosives 8vo, 

Wilson's  Chtorination  Process lamo. 

Cyanide  Processes zamo. 

Hydraulic  and  Placer  Mining,     ad  edition,  rewritten zamo. 

Treatise  on  Practical  and  Theoretical  Mine  Ventilation zamo, 

SANITARY  SCIENCE. 

Association  of  State  and  National  Food  and  Dairy  Departments,  Hartford  Meeting, 

1906 8V0, 

Jamestown  Meeting.  1907 8vo, 

*  Bashore's  Outlines  of  Practical  Sanitation 12mo. 

Sanitation  of  a  Country  House 12mo. 

Sanitation  of  Recreation  Camps  and  Parks 12mo. 

Folwcll's  Sewerage.     (Designing,  Construction,  and  Maintenance.) 8vo, 

Water-supply  Engineering 8vo, 

Fowler's  Sewage  Works  Analyses 12mD, 

Fuertes's  Water-filtration  Works 12mo, 

Water  and  Public  Health 12mo, 

Gerhard's  Guide  to  Sanitary  House-inspection 16mo. 

'•'        Modem  Baths  and  Bath  Houses   8vo, 

Sanitation  of  Public  Buildings 12mo, 

Hazen'8  Clean  Water  and  How  to  Get  It Large  l2mo, 

Filtration  of  Public  Water-supplies 8vo, 

Kinnicut,  Winslow  and  Pratt's  Purification  of  Sewage.     ( In  Press. ) 

Leach's   Inspection   and    Analjrsis  of  Food  with  Special  Reference   to  State 

Control 8vo, 

Mason's  Examination  of  Water.     (Chemical  and  Bacteriological) 12mo, 

Water-supply.  (Considered  principally  from  a  Sanitary  Standpoint) . .  8vo, 
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*  Merriman's  Elements  of  Sanitary  Engineerinc 8vo, 

O^den's  Sewer  Design 12mo, 

Parsons's  Disposal  of  Mnnidpal  Refuse 8vo. 

Prescott  and  Winslow's  Elements  of  Water  Bacteriology,  with  Special  Refer- 
ence to  Sanitary  Water  Analysis. 12mo, 

*  Price's  Handbook  on  imitation. 12mo, 

Richards's  Cost  of  Food.    A  Study  in  Dietaries 12mo, 

Cost  of  Living  as  Modified  by  Sanitary  Science 12mo, 

Cost  of  Shelter 12mo, 

*  Richairds  and  Williams's  Dietary  Computer 8to. 

Richards  and  Woodman's  Air,  Water,  and  Food  from  a  Sanitary  Stand- 
point   8vo, 

Rideal*s  Disinfection  and  the  Preservation  of  Food 8vo, 

Sewage  and  Bacterial  Purifiration  of  Sewage 8vo, 

Soper's  Air  and  Ventilation  of  Subways.    (In  Prees. ) 

Tumeaure  and  Russell's  Public  Water-supplies 8vo, 

Venable's  Garbage  Crematories  in  America 8vo. 

Method  and  Devices  for  Bacterial  Treatment  of  Sewage 8vo, 

Ward  and  Whipple's  Freshwater  Biology.     ( In  Press. ) 

Whipple's  Microscopy  of  Drinking-water 8vo, 

*  Typhod  Fever Large  l2mo, 

Value  of  Pure  Water Large  i2mo, 

Winton's  lOcroscopy  of  Vegetable  Foods 8vo, 

MISCELLANEOUS. 

Emmons's  Geological  Guide-book  of  the  Rocky  Mountain  Excursion  of  the 

International  Congress  of  Geologists Large  8vo,  i  50 

Ferrel's  Popular  Treatise  on  the  Winds. 8vo,  4  00 

Fitzgerald's  Boston  Machinist i8mo,  i  o ^ 

Gannett's  Statistical  Abstract  of  the  World 24mo,  75 

Haines's  American  Railway  Management 12mo,  2  50 

*  Hanusek's  The  Microscopy  of  Technical  Products.    (Winton^ 8vo,  5  00 

Ricketts's  History  of  Rensselaer  Polytechnic  Institute  1824-1894. 

Large  xamo,  3  00 

Rotherham's  Emphasized  New  Testament Large  8vo,  2  00 

Standage's  Decoration  of  Wood,  Glass,  Metal,  etc 12mo,  2  00 

Thome's  Structnxal  and  Physiological  Botany.    (Bennett) l6mo,  2  25 

Westermaier's  Compendium  of  General  Botany.    (Schneider) 8vo.  2  00 

Winslow's  Elements  of  Applied  Microscopy 12mo,  i  50 


HEBREW  AND  CHALDEE  TEXT-BOOKS. 

Green's  Elementary  Hebrew  Grammar lamo,    i  25 

Gesenius's  Hebrew  and  Chaldee  Lexicon  to  the  Old  Testament  Scriptures. 

(Tregelles.) Small  4to,  half  morocco,    5  00 
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